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FOREWORD 


The Radio Amateur's Handbook has long been a 
staple of the radio amateur's library. Since it was first 
published in 1925, nearly five million copies have been 
distributed, putting it near the top of the all-time best 
seller list. It has achieved that distinguished record 
because it is a practical, useful manual. Its continuing 
purpose is to present the necessary fundamentals, as 
well as changing technology and applications, to serve 
the varied interests of the experimenter, the home 
builder, the DXer, the contester, and the ragchewer. 


The present volume is the product of the efforts and 
the skills of many talented amateurs. We hope you will 
find it of value in the pursuit of your goals and your 
interests, particularly in these times when there seems to 
be a growing enthusiasm in and excitement about 
amateur radio. 


RICHARD L. BALDWIN, WIRU 
General Manager 


Newington, Conn. 
November, 1976 
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Тће Amateur's Code 


ONE 
The Amateur is considerate . . „Не never knowingly uses 
the air in such a way as to lessen the pleasure of others. 


TWO 

The Amateur is Loyal . . „Не offers his loyalty, encour- 
agement and support to his fellow radio amateurs, his local 
club and to the American Radio Relay League, through 
which amateur radio is represented. 


THREE 

The Amateur is Progressive .. „He keeps his station 
abreast of science. It is well built and efficient. His 
operating practice is above reproach. 


FOUR 

The Amateur is Friendly . . .Slow and patient sending 
when requested, friendly advice and counsel to the begin- 
ner, kindly assistance, cooperation and consideration for 
the interests of others; these are marks of the amateur 
spirit. 


FIVE 

The Amateur is Balanced . . .Radio is his hobby. He 
never allows it to interfere with any of the duties he owes 
to his home, his job, his school, or his community. 


SIX 

Tbe Amateur is Patriotic. . . His knowledge and his 

station are always ready for the service of his country and 

his community. 
| — PAUL M. SEGAL 


Amateur Radio 


Amateur Radio. You've heard of it. You 
probably know that amateur radio óperators are 
also called “hams.” (Nobody knows quite why!) 
But who are these people and what are they doing? 

Well, every minute of every hour of every day, 
365 days a year, radio amateurs all over the world 
are communicating with each other. It’s a way of 
discovering new friends while experimenting with 
different and exciting new ways to advance the art 
of their hobby. Ham radio is a global fraternity of 
people with common and yet widely varying 
interests, able to exchange their ideas and learn 
more about each other with each new contact. 
Because of this, radio amateurs have the unique 
ability to enhance international relations as does 
no other hobby. How else is it possible to talk to 
an engineer involved in a space program, a Tokyo 
businessman, а U.S. legislator, a store owner in the 
New York Bronx, a camper in a Canadian national 
park, the head of state of a Mediterranean-area 
country, a student at a high school radio club in 
Wyoming or a sailor on board a ship in the middle 
of the Pacific? And all without leaving your home! 
Only with amateur radio — that’s how! 

The way in which communication is accom- 
plished is just as interesting as the people you get to 
“meet.” Signals can be sent around the world using 
reflective layers of the earth’s ionosphere or 
beamed from point to point from mountaintops by 
relay stations. There are satellites in orbit that 
hams built and hams presently use to achieve 
communication. Still other hams bounce their 
signals off the moon! The possibilities are almost 
unlimited. Not only do radio amateurs use interna- 
tional Morse code and voice for communication, 
but they also use radioteletype, facsimile and 
various forms of television. Some hams even have 
computers hooked up to their equipment! As new 
techniques and modes of communication are 
developed, hams continue their long tradition of 
being among the first to use them. 

‘What's in the future? Digital voice-encoding tech- 
niques? Three-dimensional TV? One can only guess. 
But if there is ever such a thing as a Star Trek 
transporter unit, hams will probably have them! 

Once radio amateurs make sure that their gear 
does work, they look for things to do with the 
equipment and with the special skills they possess. 
Public service is a very large and integral part of the 
whole Amateur Radio Service. Hams continue this 
tradition by becoming involved and sponsoring 
various activities in their community. 

Field Day, just one of many public service-type 
activities, is an annual event occurring every June 
when amateurs (using electricity generated at the 
site of operation) take their equipment into the 


Chapter 1 


great outdoors and test it for use in case of 
disaster. Not only do they test their equipment, 
but they make a contest out of the exercise and try 
to contact as many other hams operating 
emergency-type stations as possible (along with 
“ordinary” types). Often they make Field Day a 
club social event while they are operating. 

Traffic nets meet on the airwaves on a schedule 
for the purpose of handling routine messages for 
people all over the country and in other countries 
where such third-party traffic is permitted. By 
doing so, amateurs stay in practice for handling 
messages should any real emergency ог disaster 
occur which would require operating skill to move 
messages efficiently. Nets also meet because the 
members often have common interests: Similar 
jobs, interests in different languages, different 
hobbies (yes, some people have hobbies other than 
ham radio!) and a whole barrelful of other reasons. 
It is often a way to improve one’s knowledge and 
to share experiences with other amateurs for the 
good of all involved. 

DX (distance) contests are popular and awards 
are actively sought by many amateurs. This arm- 
chair travel is one of the more alluring activities of 
amateur radio, There are awards for Worked All 
States (WAS), Worked All Provinces (WAVE), 
Worked АП Continents (WAC), Worked 100 Coun- 
tries (DXCC) and many others. 

Mobile operation (and especially on the very 
high frequencies) holds a special attraction to 
many hams. It’s always fun to keep in touch with 
ham friends over the local repeater (devices which 
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receive your signal and retransmit it for better 
coverage of the area) or finding new friends on 
other frequencies while driving across the country. 
Mobile units are often the vital link in emergency 
communications, too; since they are usually first 
on the scene of an accident or disaster. 

The Oscar (Orbiting Satellite Carrying Amateur 
Radio) program is a new challenge to the amateur 
radio fraternity. Built by hams from many coun- 
tries around the world, these ingenious devices 
hitch rides as ballast (secondary payloads) on space 
shots for commercial communications or weather 
satellites. Oscar satellites then receive signals from 
the ground on one frequency and convert those 
signals tò another frequency to be sent back down 
to Earth. Vhf (very high frequency) and uhf 
(ultra-high frequency) signals normally do not have 
a range much greater than the horizon, but when 
beamed to these satellites, а vhf/uhf signal's effec- 
tive range is greatly increased to make global 
communication a possibility. These Oscar satellites 
also send back telemetry signals either in Morse 
соде or radioteleprinter (RTTY), constantly giving 
information on the condition of equipment aboard 
the satellite. 

Radio amateur clubs often provide social as 
well as operational and technical activities. The fun 
provided by amateur radio is greatly enhanced 
when hams get together so they can “eyeball” or 
see each other. It’s a good supplement to talking to 
each other over the radio. The swapping of tales 
(and sometimes equipment), telling of jokes and a 
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general feeling of high spirits adds a bit of spice to 
club meetings along with technical matters on the 
agenda. Clubs offer many people their first contact 
with amateur radio by setting up displays in 
shopping centers and at events like county fairs, 
etc. Classes for beginners are given by many clubs 
on a regular basis and offer the prospective ham a 
chance to exchange ideas with the instructor and 
classmates so that learning may progress at a faster 
speed than by individual study. 

Self-reliance has always been a trademark of the 
radio amateur. This is often best displayed by the 
strong desire by many hams to design and build 
their own equipment. Many others prefer to build 
their equipment from kits. The main point here is 
that hams want to know how their equipment 
functions, what to do with it and how to fix it if a 
malfunction should occur. Repair shops aren’t 
always open during hurricanes or floods and they 
aren't always out in the middle of the Amazon 
jungle, either. Hams often come up with variations 
оп a circuit design in common use so that they 
may achieve а special function, or а totally original 
electronic design may be brought out by а ham, all 
in the interest of advancing the radio art. 


GETTING A LICENSE 


“All of this sounds very interesting and seems 
to be a lot of fun, but just how do I go about 
getting into this hobby? Don’t you almost need a 
degree in electronics to pass the test and get a 
license?” 

Nothing could be farther from the truth. 
Although you are required to have a license to 
operate a station, it only takes a minimal amount 
of study and effort on your part to pass the basic, 
entry-grade exam and get on the air. 

“But what about the code? Don’t I have to 
know code to get a license?” Yes, you do. 
International agreements require amateur radio 
operators to have the ability to communicate in 
international Morse code. But the speed at which 
you are required to receive it is relatively low so 
you should have no difficulty passing it in the 
course of your exam. It’s not all that hard, either. 
Many grade-school students have passed their tests 
and each month hundreds of people from 8 to 80 
join the ever-growing number of amateur radio 
operators around the world. 

Concerning the written exam, to get a license 
you need to know some basic electrical and radio 
principles and regulations governing the class of 
license applied for. The ARRL’s basic beginner 
package, Tune in the World with Ham Radio, is 
available for $7 from local radio stores. It may also 
be purchased by mail from the address below. 
Quite a few radio clubs teach amateur radio theory 
and welcome all those interested in the hobby. 
Learning with a group often seems to make the 
study a bit easier and go more smoothly, too. You 
may obtain the location of the closest amateur 
radio club with classes simply by sending a 
self-addressed-stamped envelope to the American 
Radio Relay League, 225 Main St., Newington, CT 
06111. 


Public Service 


Don Міх, 175, at WNP (Wireless North Pole). 


LOOKING BACK 


How did amateur radio become the almost 
unlimited hobby it is today? The beginnings are 
slightly obscure, but electrical experimenters 
around the “turn of the century” inspired by the 
experiments of Marconi and others of the time, 
began duplicating those experiments and 
attempted to communicate among themselves. 
There were no regulatory agencies at that time and 
much interference was caused by these “amateur” 
experimenters to other stations until governments 
the world over stepped in and established licensing, 
laws and regulations to control the problems 
involved in this new technology. “Amateur” 
experimenter stations were then restricted to the 
“useless” wavelengths of 200 meters and below. 
Amateurs suddenly found that they could achieve 
communication over longer distances than com- 
mercial stations on the longer wavelengths. Even 
so, signals often had to be relayed by intermediate 
amateur stations to get a message to the proper 
destination. Because of this, the American Radio 
Relay League was organized to establish routes of 
amateur radio communication and serve the public 
interest through amateur radio. But the dream of 
eventual transcontinental and even transoceanic 
amateur radio contact burned hot in the minds of 
radio amateur experimenters. 

World War I broke out and amateur radio, still 
in its infancy, was ordered out of existence until 
further notice. Many former amateur radio opera- 
tors joined the armed services and served with 
distinction as radio operators, finding their skills to 
be much needed. 

After the close of the "War to End All Wars," 
amateur radio was still banned by law; yet there 
were many hundreds of formerly licensed amateurs 
just itching to “get back on the air." The govern- 
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ment had tasted supreme authority over the radio 
services and was half inclined to keep it. Hiram. 
Percy Maxim, one of the founders of the American 
Radio Relay League, called the pre-war League's 
officers together and then contacted all the old 
members that could be found in am attempt to 
re-establish amateur radio. Maxim traveled to 
Washington, D.C. and after considerable effort 
(and untold red tape) amateur radio was opened ир 
again on October 1, 1919. 

Experiments on shorter wavelengths were then 
begun with encouraging results. It was found that 
as the wavelength dropped (ie. frequency in- 
creased) greater distances were achieved. The com- 
mercial stations were not about to miss out on this 
opportunity. They moved their stations to the new 
shorter wavelengths while the battle raged over 
who had the right to transmit in this new area. 
Usually it turned out to be the station with the 
stronger signal able to blot out everyone else. 

Many national and international conferences 
were called in the twenties to straighten out the 
whole mess of wavelength allocations. Through the 
efforts of ARRL officials, amateurs obtained fre- 
quencies on various bands similar to what we have 
today: One-hundred sixty through six meters. 
When the amateur operators moved to 20 meters, 
the dream of coast-to-coast and transoceanic com- 
munication without а relay station was finally 
realized. (A more detailed history of the carly days 
of amateur radio is contained in the ARRL 
publication Two Hundred Meters and Down by 
Clinton B. DeSoto.) 


PUBLIC SERVICE 


Amateur radio is a grand and glorious hobby 
but this fact alone would hardly merit such 
wholehearted support as is given it by many 
governments at international conferences. There 
are other reasons. One of these is a thorough 
appreciation of the value of the amateur as a 
source of skilled radio personnel in time of war. 
Another asset is best described as “public service.” 

The “public-service” record of the amateur is a 
brilliant tribute to his work. These activities can be 
roughly divided into two classes, expeditions and 
emergencies. Amateur cooperation with expedi- 
tions began in 1923 when a League member, Don 
Mix, 1TS, accompanied MacMillan to the Arctic on 
the schooner Bowdoin with an amateur station. 
Amateurs in Canada and the U.S. provided the 
home contacts. The success of this venture was so 
outstanding that other explorers followed suit. 
During subsequent years a total of perhaps two- 
hundred voyages and expeditions were assisted by 
amateur radio, the several explorations of the 
Antarctic being perhaps the best known. 

Since 1913 amateur radio has been the princi- 
pal, and in many cases the only, means of outside 
communication in several hundred storm, flood 
and earthquake emergencies. The earthquakes 
which hit Alaska in 1964, Peru in 1970, California 
in 1971, the Guatemalan earthquake of 1976 and 
the 1976 Italian earthquake, the Dakota floods, 
the aftermath of tropical storm Agnes in 1972, 
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respectively, called for the amateurs greatest 
emergency effort. In these disasters and many 
others — tornados, sleet storms, forest fires, bliz- 
zards — amateurs played a major role in the relief 
work and earned wide commendation for their 
resourcefulness in effecting communication where 
all other means had failed. 


TECHNICAL DEVELOPMENTS 


Amateurs started the hobby with spark-gap 
transmitters taking up great hunks of frequency 
space. Then they moved on to tubes when these 
devices came along. Much later, transistors were 
utilized; now integrated circuits are a part of 
everyday hardware in the amateur radio shack. 
This is because the amateur is constantly in the 
forefront of technical progress. His incessant 
curiosity and his eagerness to try anything new are 
two reasons. Another is that ever-growing amateur 
radio continually overcrowds its frequency assign- 
ments, spurring amateurs to the development and 
adoption of new techniques to permit the accom- 
modation of more stations. 

Amateurs have come up with ideas in their 
shacks while at home and then taken them to 
industry with surprising results. During World War 
П, thousands of skilled amateurs contributed their 
knowledge to the development of secret radio 
devices, both in government and private labora- 
tories. Equally as important, the prewar technical 
progress by amateurs provided the keystone for the 
development of modern military communications 
equipment. 

Many youngsters start out with an interest in 
amateur radio and then follow through with a 
career in a technical field. Ham engineers often 
come up with many of the new developments, if 
not actually designing a new device that is appli- 
cable not only to industry but to amateur radio use 
as well. This aspect of the hobby is often best 
demonstrated by pointing to the Oscar satellite 
program. Hams from around the world with 
technical backgrounds participate in the design, 
construction and launch plans for each satellite. 
The entire program is under the direction of 
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AMSAT, the Amateur Radio Satellite Corporation, 
an affiliate of the American Radio Relay League. 


THE AMERICAN RADIO RELAY 
LEAGUE 


Ever since its establishment in 1914 by Hiram 
Percy Maxim and Clarence Tuska, the American 
Radio Relay League has been and is today not only 
the spokesman for amateur radio in the U.S. and 
Canada but the largest amateur organization in the 
world. It is strictly of, by and for amateurs, is 
noncommercial and has no stockholders. The 
members of the League are the owners of the 
ARRL and QST, the monthly journal of amateur 
radio published by the League, 

The League is pledged to promote interest in 
two-way amateur communication and experimenta- 
tion. It is interested in the relaying of messages by 
amateur radio. It is concerned with the advancement 
of the radio art. It stands for the maintenance of 
fraternalism and a high standard of conduct. It repre- 
sents the amateur in legislative matters, 

One of the League’s principal purposes is to 
keep amateur activities so well conducted that the 
amateur will continue to justify his existence. 
Amateur radio offers its followers countless 
pleasures and unending satisfaction. It also calls for 
the shouldering of responsibilities the main- 
tenance of high standards, a cooperative loyalty to 
the traditions of amateur radio, a dedication to its 
ideals and principles, so that the institution of 
amateur radio may continue to operate "in the 
public interest, convenience and necessity." 

In addition to publishing 057, the ARRL 


A USAF space vehicle going into orbit with Oscar, 
the first amateur satellite. 
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maintains a model amateur radio station, WAW, 
which conducts code practice and sends bulletins 
of interest to amateurs the world over. ARRL 
maintains an intruder watch so that unauthorized 
use of the amateur radio frequencies may be 
detected and appropriate action taken. At the 
headquarters of the League in Newington, Conn., is 
а well-equipped laboratory to assist staff members 
in preparation of technical material for QST and 
the Radio Amateur's Handbook. Among its other 
activities, the League maintains a Communications 
Department concerned with the operating activities 
of League members. A large field organization is 
headed by a Section Communications Manager in 
each of the League's seventy-four sections. There 
are appointments for qualified members in various 
fields, as outlined in Chapter 24. Special activities 
and contests promote operating skill A special 
place is reserved each month in QST for amateur 
news from every section. 
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80 meters. 3.500- 3.725 MHz Al, РІ 
0345 3725 4.000 МНЕ A1, A3, F3 
40 meters 7000- 7.150 МН2 Al, Fl, 
0345 7.150- 7.300 МНЕ Al, АЗ, РЗ 
20 meters 14.000- 14.100 MHz АЈ, FL 
10949 14100-  14350MHz А1, АЗ, ЕЗ 
15 meters 21.000- 21.100 MHz Al, FL 
D345) 21100-  21450MHz Al,A3,F3 
10 meters 28.000-  28.100MHz Al, РІ 
2)3)4)5) 28.100-  29.700MHz Al, АЗ, F3 
6 meters 50.000-  S0.050MHz А1 
3)4) 50.050- 51.000 МНЕ Al, A2, АЗ, FI 
F2,F3 
51.000- 54,000MHz AQ, Al, A2, АЗ 
A4, FI, F2, F3, 
F4 
2 meters 144.000- 144.100 MHz Al 
34) 144.100- 148.000 MHz Ар, AL, A2, АЗ 
A4, РЕ F2, ЕЗ 
F4 
39 220.000- 225.000 MHz Аф, А1, А2, A3, 
A4, F1, F2, ЕЗ, 
F4 
EDI 420.000- 450.000 MHz) 
1215.000- 1300.000 MHz) 
2300.000- 2450.000 MHz) 
3300.000- 3500.000 MHz) AQ, Al, A2, АЗ 
5650.000- 5925.000 MHz) А4. AS, РІ. F2 
10000.000--10500.000 MHz) РЗ, Еа 
24000.000- 24250.000 MHz) 
1) Phone privileges are restricted to holders of Advanced Ama- 
teur Radio Operator Certificates, and of Commercial Certifi- 
cates. 
2) Phone privileges are restricted as in footnote 1), and to 
holders of Amateur Radio Operators Certificates, whose certifi- 
‘cates have been endorsed for operation on phone in these bands. 
3) Amplitude modulation (A2, A3, A4) shall not exceed + 3 
кнг (6A3). 
4) Frequency modulation (F2, F3, F4) shall not produce a car- 
rier deviation exceeding +3 kHz, (6F3) except that in the 52— 
54 MHz and 146—148 MHz bands and higher the carrier devia- 
tion shall not exceed +15 kHz (30F3). 


5) Slow Scan television (A5), permitted by special authoriza- 
tion, shall not exceed a bandwidth greater than that occupied 
by a normal single sideband voice transmission. 
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The ARRL publishes a virtual library of infor- 
mation on amateur radio. Tune in the World with 
Ham Radio, written for the person without 
previous contact with amateur radio, and the 
Radio Amateur’s License Manual are two of the 
books designed to assist the prospective amateur to 
get into the hobby in the shortest possible time. 
Tune in the World comes complete with a code 
instruction and practice tape. They are both 
available from either local radio stores or from the 
ARRL postpaid. 

Once you have studied, taken the test and have 
received your license, you will find that there is no 
other thrill quite the same as amateur radio. You 
may decide to operate on the lowest amateur band, 
160 meters (see map). Or you may prefer to 
operate in the gigahertz bands (billions of cycles 
per second) where the entire future of communica- 
tions may lie. Whatever your interest, you are sure 
to find it in amateur radio. 


6) Television (AS), permitted by special authorization, shall 
employ asystemof standard interlace and scanning with а band- 
width of not more than 4 MHz, 


Operation in frequency band 1.800-2,000 MHz shall be 
limited to (he areas as indicated in the following table and shall 
be limited to the indicated maximum dc power input to the an- 
оде of the final radio frequency stage of the transmitter during 
day and night hours respectively; for the purpose of this table 
“day” means the hours between sunrise and sunset, and "night" 
means the hours between sunset and sunrise. Al, АЗ and F3 
emission are permitted. 


British Columbia 
Alberta 
Saskatchewan 
Manitoba 
Ontario 3 
North of 50* N. Lat. 
Ontario 

South of 50* N. Lat. 
Province of Quebec 1 
North of 52" N. Lat. 
Province of Quebec 

South of 52° N. Lat. 

New Brunswick 

Nova Scotia. 

Prince Edward Island 
Newfoundland (Island) 
Newfoundland (Labrador) 
Yukon Territory 

District of MacKenzie 
District of 
District of 


мом t 
өш» а 
ыыы 5 
===> NI 


соманесео € 
о-ошесеоме ы ө ы 
е-ыое---- не = 
сие-евезе © = © 

- o 
ecccccese © © o оы-ео = 
eeececoco © © o оь-ое = 


1) The power levels 500 day — 100 night may be increased to 
1000 day — 200 night when authorized by а Radio Inspector 
of the Department of Communications, 


Frequency Band 


А 1.800- 1.825 MHz E 1.900-1.925 MHz 
В 1825-1850 МНЕ Е 1925-1950 MHz 
C 1850-1875 MHz G 1.950-1.975 МНЕ 
D 1875-1.900 MHz H 1,975-2.000 MHz 


Power Level — Watts 
0 — Operation not permitted 


1- 25 night 125 day 
2- SOnight 250 day 
3- 100 night 500 day 


AMATEUR RADIO 


U.S. AND POSSESSIONS AMATEUR BANDS 


12 
kHz EMISSIONS 

160m. 1800-2000 ALAS 
3500-4000 al 6m. 
3500-3775 1 

80m. 3775-3890 А51, F51 
3715-4000 АЗ, F32 
7000-7300 Al 

40m, 7000-7150 FI om 

“7150-7225 А51, ESI 

7150-7300. АЗ, F32 
14000-14350 al 
14000-14200 

20m. 14200-14275 А51, F51 
14200-14350 АЗ, ЕЗ? 

MHz EMISSIONS 

21.00-21.45 Al 

15m, 2100-2125 FI 

' 2125-2135 А51, F51 

21.25-21.45 A3, F32 
28.0-29.7 м 
28.0-28.5 

lom 285297 АЗ, ASI, F32, F51 
29.0-29.7 РЗ 


NOTE: Frequencies from 3.9-4.0 MHz and 7. 
MHz are not available to amateurs on Baker, 
Canton, Enderbury, Guam, Howland, Jarvis, 
Palmyra, American Samoa, and Wake Islands. 


When operating from points outside ITU Region 2 
(roughly, the Western Hemisphere extended to 
include Hawaii), licensees of General Class and 
higher may operate A3 and F3 from 7075-7100 
kHz; Novice licensees may operate Al from 
7050-7075 kHz. 


REPEATERS: 


The frequency ranges (in MHz) available for 
repeater inputs and outputs are as follows: 

295- 29.7 

52.0 – 54.0 

146.0 – 148.0 
222.0 ~ 225.0 
442.0 — 450.0 

any amateur frequency above 1215 MHz. 


Novice licensees may use Al emission and a 
maximum power input of 250 watts on the 


following frequencies: 
3.700—3.750 MI 21.100-21.200 MHz 
7.100—7.150 MHz 28.100-28.200 MHz 


MHz EMISSIONS 
AL 
A2, АЗ, A4, А53, F1, 
F2, F32, Е51 
Ap 
F3 
144-148 AL 
144.1-148 AQ, A2, АЗ, A4, A53, 
Еф, F1, F2, F3, F51 
220-225 AQ, Al, A2, A3, A4, A53, 
Еф, F1, F2, ЕЗ, F4, F51 
420-4504 Аб, Al, A2, АЗ, A4, A53, 
1,215-1,300 Ff, F1, F2, ЕЗ, F4, F5 
2,300-2,450 
3,300-3,500 
5,650-5,925 Ар, Al, A2, АЗ, Ad, AS 
10,000—10,5005 FQ, F1, F2, F3, F4, F5, 
24,000- 24,250 pulse 


The bands 220 through 10,500 MHz are shared 
with the Government Radio Positioning Service, 
which has priority. 


1 Slowscan television no wider than a single- 
sideband voice signal may be used; on AS if voice is 
simultaneously used, the total signal can be no 
wider than a standard a-m signal. 


2 Narrow-band frequency- or phase-modulation 
no wider than standard a-m voice signal. 


3 Slow-scan television no wider than а standard 
a-m voice signal, 


4 Input power must not exceed 50 watts in 
Fla., Ariz., and parts of Ga., Ala., Miss., М. Mex., 
Tex. М у. and Ca. See the License Manual or 
write ARRL for further details. 


5 No pulse permitted in this band. 


Technician licensees are permitted all amateur 
privileges in 50.1-54 MHz, 145-148 MHz and in the 
bands 220 MHz and above, and in addition have 
full Novice privileges. 

Except as otherwise specified, the maximum 
amateur power input is 1000 watts. 
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Electrical Laws 
and Circuits 


FUNDAMENTAL PRINCIPLES 


Some of the manifestations of electricity and 
magnetism are familiar to everyone. The effects of 
static electricity on a dry, wintry day, an attraction 
by the magnetic north pole to a compass needle, 
and the propagation and reception of radio waves 
are just a few examples, Less easily recognized as 
being electrical in nature perhaps, the radiation of 
light and even radiant heat from a stove are 
governed by the same physical laws that describe a 
signal from a TV station or an amateur transmitter, 
The ability to transmit electrical energy through 
space without any reliance on matter that might be 
in that space (such as in a vacuum) or the creation 
of a disturbance in space that can produce a force 
are topics that are classified under the study of 
electromagnetic fields. Knowledge of the proper- 
ties and definitions of fields is important in 
understanding such devices as transmission lines, 
antennas, and circuit-construction practices such as 
shielding. 

Once a field problem is solved, it is often 
possible to use the results over and over again for 
other purposes, The field solution can be used to 
derive numerical formulas for such entities as 
resistance, inductance, and capacitance or the 
latter quantities can be determined experimentally. 
These elements, then, form the building blocks for 
more complex configurations called networks or 
circuits. Since there is no need to describe the 
physical appearance of the individual elements, a 
pictorial representation is often used and it is 
called a schematic diagram. However, each element 
must be assigned a numerical value, otherwise the 
schematic diagram is incomplete. If the numerical 
values associated with the sources of energy (such 
as batteries or generators) are also known, it is then 
possible to determine the power transferred from 
one part of the circuit to another element by 
finding the numerical values of entities called 
voltage and current. 

Finally, there is the consideration of the funda- 
mental properties of the matter that makes up the 
various circuit elements or devices. It is believed 
that all matter is made up of complex structures 
called atoms which in turn are composed of more 
or less unchangeable particles called electrons, 
protons, and neutrons. Construction of an atom 
will determine the chemical and electrical proper- 
ties. of matter composed of like atoms. The 
periodic table of chemical elements is a classifica- 
tion of such atoms. Electrons play an important 
role in both the chemical and electrical properties 
of matter and elements where some of the elect- 


Chapter 2 


rons are relatively free to move about, These 
materials are called conductors. On the other hand, 
elements where all of the electrons are tightly 
bonded jn the atomic structure are called insula- 
tors, Metals such as copper, aluminum, and silver 
are very good conductors while glass, plastics, and 
rubber are good insulators. 

Although electrons play the principal role in 
the properties of both insulators and conductors, it 
is possible to construct matter with an apparent 
charge of opposite sign to that of the electron. 
Actually, the electron is still the charge carrier but 
it is the physical absence of an electron location 
that moves, However, it is convenient to consider 
that an actual charge carrier is present and it has 
been labeled a hole. Materials in which the motion 
of electrons and holes determine the electrical 
characteristics are called semiconductors. Trans- 
istors, integrated circuits, and similar solid-state 
devices are made up from semiconductors. While 
there are materials that fall in between the clas- 
sifications of conductor and insulator, and might 
be labeled as semiconductors, the latter term is 
applied exclusively to-materials where the motion 
of electrons and holes is important, 


Electrostatic Field and Potentials 


АП electrical quantities can be expressed in the 
fundamental dimensions of time, mass, force, and 
length, In addition, the quantity or dimension of 
charge is also required. The metric system of units 
(SI system) is almost exclusively used now to 
specify such quantities, and the reader is urged to 
become familiar with this system. In the metric 
system, the basic unit of charge is the coulomb. 
The smallest known charge is that of the electron 
which is ~ 1.6 x 10719 coulombs. (The proton has 
the same numerical charge except the sign is 
positive.) 

The concept of electrical charge is analogous to 
that of mass. It is the mass of an object that 
determines the force of gravitational attraction 
between the object and another one. A similar 
phenomenon occurs with two charged objects. If 
the charges can be considered to exist at points in 
space, the force of attraction (or repulsion if the 
charges have like signs) is given by the formula: 


0102 


Aner2 


where (01 is the numerical value of one charge, Оз 
is the other charge value, r is the distance in 
meters, e із the permittivity of the medium 
surrounding the charges, and F is the force in 
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Fundamental Principles 


Fig. 1A — Field (solid lines) and potential (dotted 
lines) lines surrounding a charged sphere. 


newtons. In the case of free space of a vacuum, e 
has a value of 8.854 X 10712 and is the 
permittivity of free space. The product of relative 
permittivity and eo (the permittivity of free space) 
gives the permittivity for a condition where matter 
is present. Permittivity is also called the dielectric 
constant and relative dielectric constants for plas- 
tics such as polyethylene and Teflon are 2.26 and 
2.1 respectively. (The relative dielectric constant is 
also important in transmission-line theory. The 
reciprocal of the square root of the dielectric 
constant of the material used to separate the 
conductors in a transmission line gives the velocity 
factor of the line. The effect of velocity factor will 
be treated in later chapters.) 

If instead of just two charges, а number of 
charged objects are present, the force on any one 
member is likely. to be a complicated function of 
the positions and magnitudes of the other charges. 
Consequently, the concept of electric field strength 
is a useful one to introduce. The field strength or 
field intensity is defined as the force on a given 
charge (concentrated at a point) divided by the 
numerical value of the charge. Thus, if a force of 1 
newton existed on a test charge of 2 coulombs, the 
field intensity would be 0.5 newtons/coulomb. 

Whenever a force exists on an object, it will 
require an expenditure of energy to move the 
object against that force. In some instances, the 
mechanical energy may be recovered (such as in a 
compressed spring) or it may be converted to 
another form of energy (such as heat produced by 
friction). As is the case for electric-field intensity, 
it is convenient to express energy + charge 
as the potential or voltage of а charged object at a 
point. For instance, if it took the expenditure of 5 
newton-meters (5 joules) to move a charge of 2 
coulombs from a point of zero energy to a given 
point, the voltage or potential at that point would 
be 2.5 joules/coulomb. Because of the frequency 
of problems of this type, the dimension of joules/ 
coulumb is given a special designation and one 
joule/coulomb is defined as one volt. Notice that if 


15 


the voltage is divided by length (meters), the 
dimensions of field intensity will be obtained and a 
field strength of one newton/coulomb is also 
defined as one volt/meter. The relationship be- 
tween field intensity and potential is illustrated by 
the following example shown in Fig. ТА. 

A conducting sphere receives a charge until its 
surface is at a potential of 5 volts. As charges are 
placed on the surface of a conductor, they tend to 
spread out into a uniform distribution. Conse- 
quently, it will require the same amount of energy 
to bring a given amount of charge from a point of 
zero reference to amy point оп the sphere. The 
outside of the sphere is then said to constitute an 
equipotential surface. Also, the amount of energy 
expended will be independent of the path traveled 
to get to the surface. For instance, it will require 5 
joules of energy to bring a charge of 1 coulomb 
from a point of 0 voltage to any point on the 
sphere (as indicated by the dotted lines in Fig. 1A). 
The direction of the force on a charged particle at 
the surface of the surface of the sphere must be 
perpendicular to the surface. This is because 
charges are able to flow about freely om the 
conductor but not off it. A force with a direction 
other than a right angle to the surface will have а 
component that is parallel to the conductor and 
will cause the charges to move about. Eventually, 
an equilibrium condition will be reached and any 
initial field component parallel to the surface will 
be zero. This motion of charge under the influence 
of an electric field is a very important concept in 
electricity. The rate at which charge flows past a 
reference point is defined as the current. A rate of 
1 coulomb per second is defined as 1 ampere. 

Because of the symmetry involved, the direc- 
tion of the electric force and electric field can be 
represented by the solid straight lines in Fig. 1A. 
The arrows indicate the direction of the force on a 
positive charge. At points away from the sphere, 
less energy will be required to bring up a test 
charge from zero reference. Consequently, a series 
of concentric spherical shells indicated by the 
dashed lines will define the equipotential surfaces 
around the sphere. From mathematical consider- 
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Fig. 1B — Variation of potential with distance У 
the charged sphere of Fig. 1A. / 
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Fig. 1C — Variation of field strength with distance 
around a sphere charged to 5 volts for spheres of 
different radii. 


ations (which will not be discussed here), it can be 
shown that the potential will vary as the inverse of 
the distance from the center of the sphere. This 
relationship is indicated by the numbers in Fig. 1A 
and by the graph in Fig. 1B. 

While the electric field gives the direction and 
magnitude of a force on a charged object, it is also 
equal to the negative slope numerical value of the 
curve in Fig. 1B. The slope of a curve is the rate of 
change of some variable with distance and in this 
case, the variable is the potential, This is why the 
electric field is sometimes called the potential 
gradient (gradient being equivalent to slope). In the. 
Case of a curve that varies as the inverse of the 
distance, the slope at any point is proportional to 
the inverse of the distance squared, 

An examination of Fig. 1 would indicate that 
the potential variation is only dependent upon the 
Shape of the conductor and not its actual physical 
size. That is, once the value of the radius a of the 
sphere in Fig. 1 is specified, the potential at any 
other point a given distance from the sphere is also 
known. Thus, Fig. 1B can be used for any number 
of spheres with different radii. When it is changed 
by a certain percentage, all the other values would 
change by the same percentage too. However, the 
amount of charge required to produce a given 
voltage, or voltage change, does depend upon the 
size of the conductor, its shape, and its position in 
relation to other conductors and insulators. For a 
given conductor configuration, the voltage is 
related to the required charge by the formula: 


=2 
с 
where the entity C is defined as the capacitance. 
Capacitance will be discussed in more detail in a 
later section. 

Since the electric-field intensity is related to the 
change in potential with distance, like potential, 
the manner in which it changes will be uneffected 
by the absolute physical size of the conductor 
configuration. However, the exact numerical value 
at any point does depend on the dimensions of the 
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configuration, This is illustrated in Fig. 1C for 
spheres with different radii. Note that for larger 
radii, the numerical value of the field strength at 
the surface of the sphere (distance equal to a) is 
less than it is for smaller radii. This effect is 
important in the design of transmission lines and 
capacitor. (A capacitor is a device for storing 
charge. In older terminology, it was sometimes 
called a condenser.) Even though the same voltage 
is applied across the terminals of a transmission 
line or capacitor, the field strength between the 
conductors is going to be higher for configurations 
of small physical size than it is for larger ones. If 
the field strength becomes too high, the insulating 
material (including air) can “break down,” On the 
other hand, the effect can be used to advantage in 
spark gaps used to protect equipment connected to 
an antenna which is subject to atmospheric elec- 
tricity. The spark-gap conductors or electrodes are 
filed to sharp points. Because the needlepoints 
appear as conductors of very small radii, the field 
strength is going to be higher for the same applied 
potential than it would be for blunt electrodes 
(Fig. 1D). This means the separation can be greater 
and the effect of the spark gap on normal circuit 
operation will not be as pronounced, However, a 
blunt electrode such as a sphere is often used on 
the tip of a whip antenna in order to lower the 
field strength under transmitting conditions. 

An examination of Fig. 1C reveals that the field 
strength is zero for distances less than a which 
includes points inside the sphere. The implication 
here is that the effect of fields and charges cannot 
penetrate the conducting surface and disturb con- 
ditions inside the enclosure. The conducting sphere 
is said to form an electrostatic shield around the 
contents of the enclosure. However, the converse is 
not true, That is, charges inside the sphere will 
cause or induce a field on the outside surface. This 
is why it is very important that enclosures designed 
to confine the effects of charges be connected to a 
point of zero potential. Such a point is often called 
a ground, 


Fields and Currents 


In the last section, the motion of charged 
particles in the presence of an electric field was 
mentioned in connection with charges placed on a 
conducting sphere and the concept of current was 
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Fig. 1D — Spark gaps with sharp points break 
down at lower voltages than ones with blunt 
surfaces even though the separation 5 is the same. 
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introduced. It was assumed that charges could 
move around unimpeded оп the surface of the 
sphere. In the case of actual conductors, this is not 
true. The charges appear to bump into atoms as 
they move through the conductor under the 
influence of the electric field, This effect depends 
upon the kind of material used. Silver is a 
conductor with the least amount of opposition to 
the movement of charge while carbon and certain 
alloys of iron are rather poor conductors of charge 
flow. A measure of how easily charge can flow 
through a conductor is defined as the conductivity 
and is denoted by o. 

The current density J, in a conductor is the rate 
of charge flow or current through a given cross- 
sectional area. It is related to the electric field and 
conductivity by the formula: 


J= 0Е 


In general, the conductivity and electric field will 
not be constant over a large cross-sectional area, 
but for an important theoretical case this is 
assumed to be true (Fig. 2). 

A cylinder of a material with conductivity о is 
inserted between two end caps of infinite conduct- 
јуну. The end caps are connected to a voltage 
source such as a battery or generator. (A battery 
consists of a number of cells that convert chemical 
energy to electrical energy and a generator converts 
mechanical energy of motion to electrical energy.) 
The electric field is also considered to be constant 
along the length, /, of the cylinder and, as а 
consequence, the slope of the potential variation 
along the cylinder will also be a constant. This is 
indicated by the dotted lines in Fig. 2. Since the 
electric field is constant, the current density will 
also be constant. Therefore, the total current 
entering the end caps will just be the product of. 
the current density and the cross-sectional area. 
The value of the electric field will be the quotient 
of the total voltage and the length of the cylinder. 
Combining the foregoing results and introducing 
two new entities gives the following set of equa- 
tions: 


J=0(¥) since J = of and E = £ 
теа) 224 

1 = 1 (2 
„= 1 ma у= 1 (2) 

ү end V=IR 

A 


where p is the resistivity of a conducting material 
and R is the resistance. The final equation is a very 
basic one in circuit theory and is called Ohm's 
Law. Configurations similar to the one shown in 
Fig. 2 are very common ones in electrical circuits 
and are called resistors. 

It will be shown in a later section that the 
power dissipated in a resistor is equal to the 
product of the resistance and the square of the 
Current. Quite often resistance is an undesirable 
effect (such as in a wire carrying current from one 
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Fig. 2 — Potential and field strength along а 
current-carrying conductor. 


location to another one) and must be reduced as 
much as possible. This can be accomplished by 
using a conductor with a low resistivity such as 
silver (or copper which is close to silver in 
resistivity but is not as expensive) with a large 
cross-sectional area and as short a length as 
possible. The current-carrying capability decreases 
as the diameter of a conductor size gets smaller. 


Potential Drop and Electromotive Force 


‘The application of the relations between fields, 
potential, and similar concepts to the physical 
configuration shown in Fig. 2 permitted the 
derivation of the formula that eliminated further 
consideration of the field problem. The idea of an 
electrical energy source was also introduced. A 
similar analysis involving mechanics and field 
theory would be required to determine the char- 
acteristics of an electrical generator and anappli- 
cation of chemistry would be involved in designing 
a chemical cell. However, it will be assumed that 
this problem has been solved and that the energy 
source can be replaced with a symbol such as that 
used in Fig. 2. 

The term electromotive force (emf) is applied 
to describe a source of electrical energy, and 
potential drop (or voltage drop) is used for a device 
that consumes electrical energy, A combination of 
sources and resistances (or other elements) that are 
connected in some way is called a network or 
circuit. It is evident that the energy consumed in а 
network must be equal to the energy produced. 
Applying this principle to the circuit shown in Fig. 
3 gives an important extension of Ohm's Law. 


у = + VER 


LE 
т 


Fig. 3 — А series circuit illustrating the effects of 
emf and potenti: 
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In Fig. 3, а number of sources and resistances 
are connected in tandem or im series to form a 
circuit loop. It is desired to determine the current 
1. The current can be assumed to be flowing in 
either a clockwise or counter-clockwise direction. 
If the assumption is not correct, the sign of the 
current will be negative when the network equa- 
tions are solved and the direction can be corrected 
accordingly. In order to solve the problem, it is 
necessary to find the sum of the emfs (which is 
proportional to the energy produced) and to 
equate this sum to the sum of the potential drops 
(which is proportional to the energy consumed). 
Assuming the current is flowing in a clockwise 
direction, the first element encountered at point a 
is an emf, Vl, but is appears to be connected 
"backwards," Therefore, it receives а minus sign. 
The next source is V4 and it appears as a voltage 
rise so it is considered positive. Since the current 
flow in all the resistors is in the same direction, all 


ELECTRICAL LAWS AND CIRCUITS 


the potential drops have the same sign. The 
potential drop is the product of the current in 
amperes and the resistance in ohms. The sums for 
the emfs and potential drops and the resulting 
current are given by: 


sum of emf = V, + V4 = 10 +5 = —5 volts 
sum of pot. drops = V3 + Уз + Vs + Ve = 


I(2*4*7510)7 231 
I- B = —0.217 ampere 


Because the sign of the current is negative, it is 
actually flowing in a counter-clockwise direction. 
The physical significance of this phenomenon is 
that one source is being "charged." For instance, 
the circuit in Fig. 3 might represent a direct- 
current (dc) generator and a battery. 


RESISTANCE 


Given two conductors of the same size and 
shape, but of different materials, the amount of 
current that will flow when a given emf is applied 
will be found to vary with what is called the 
resistance of the material. The lower the resistance, 
the greater the current for a given value of emf. 

Resistance is measured in ohms. A circuit has a 
resistance of one ohm when an applied emf of one 
volt causes a current of one ampere to flow. The 
resistivity of a material is the resistance, in ohms, 
of a cube of the material measuring one centimeter 
on each edge. One of the best conductors is 
copper, and it is frequently convenient, in making 
resistance calculations, to compare the resistance 
of the material under consideration with that of a 
copper conductor of the same size and shape. 
Table 2-I gives the ratio of the resistivity of various 
conductors to that of copper. 

‘The longer the path through which the current 
flows the higher the resistance of that conductor. 


TABLE 2-1 


Relative Resistivity of Metals 
Resistivity 
Compared to Copper 


1.6 
3.7-4.9 


Materials 
Aluminum (pure) 


Copper (hard-drawn) 


Copper (annealed) 
Gold 


Iron (pure) 
Lead 


Nickel 
Phosphor Bronze 


For direct current and low-frequency alternating 
currents (up to a few thousand cycles per second) 
the resistance is inversely proportional to the 
cross-sectional area of the path the current must 
travel; that is, given two conductors of the same 
material and having the same length, but differing 
in cross-sectional area, the one with the larger area 
will have the lower resistance. 


Resistance of Wires 


The problem of determining the resistance of a 
round wire of given diameter and length — or its 
opposite, finding a suitable size and length of wire 
to supply a desired amount of resistance — can be 
easily solved with the help of the copper-wire table 
given in a later chapter. This table gives the 
resistance, in ohms per thousand feet, of each 
standard wire size. 


Example: Suppose а resistance of 3,5 ohms is needed 
and some No. 28 vire is on hand. The wire table in Chapter. 
18 shows that No, 28 has a resistance of 66.17 ohms per 
thousand feet, Since the desired resistance is 3.5 ohms, the. 
length of wire required will be 


та a 
11 X 1900 = 52.89 fect, 
Or, suppose that the resistance of the wire in the circuit 
must not exceed 0.05 ohm and that the length of wire 
required for making the connections totals 14 feet. Then 
4. = 
ilf X R = 0.05 ohm 


where R is the maximum allowable resistance in ohms per 
thousand feet. Rearranging the formula gives 


R «005 X 1000 = 3.57 ohms/1000 ft. 


Reference to the wire table shows that Мо, 15 is the 
smallest size having a resistance less than this value, 


When the wire is not copper, the resistance 
values given in the wire table should be multiplied 
by the ratios given in Table 2-1 to obtain the 
resistance. 


Resistance 


Types of resistors used in radio 
equipment. Those in the fore- 
ground with wire leads are carbon 
types, ranging in size from 1/2 
watt at the left to 2 watts at the 
right. The larger resistors use 
resistance wire wound on ceramic 
tubes; sizes shown range from 5 
watts to 100 watts. Three are the 
adjustable type, having a sliding 
contact on an exposed section of . 
the resistance winding. 


^ 


Example: If the wire in the first example werenickel 
instead of copper the length required for 3.5 ohms would be 


35 Е 
5х 10007 1037 feet 
Temperature Effects 


The resistance of a conductor changes with its 
temperature. Although it is seldom necessary to 
consider temperature in making resistance calcula- 
tions for amateur work, it is well to know that the 
Tesistance of practically all metallic conductors 
increases with increasing temperature. Carbon, 
however, acts in the opposite way; its resistance 
decreases when its temperature rises. The tempera- 
ture effect is important when it is necessary to 
maintain a constant resistance under all conditions. 
Special materials that have little or no change in 
resistance over a wide temperature range are used 
in that case. 


Resistors 


A “package” of resistance made up into a single 
unit is called a resistor. Resistors having the same 
resistance value may be considerably different in 
size and construction. The flow of current through 
resistance causes the conductor to become heated; 
the higher the resistance and the larger the current, 
the greater the amount of heat developed. 
Resistors intended for carrying large currents must 
be physically large so the heat can be radiated 
quickly to the surrounding air, If the resistor does 
not get rid of the heat quickly it may reach a 
temperature that will cause it to melt or burn. 


Skin Effect 


The resistance of a conductor is not the same 
for alternating current as it is for direct current. 
When the current is alternating there are internal 
effects that tend to force the current to flow 
mostly in the outer parts of the conductor. This 
decreases the effective cross-sectional area of the 
conductor, with the result that the resistance 
increases. 

For low audio frequencies the increase in 
resistance is unimportant, but at radio frequencies 
this skin effect is so great that practically all the 
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current flow is confined within a few thousandths 
of an inch of the conductor surface. The rf 
resistance is consequently many times the dc 
resistance, and increases with increasing frequency. 
In the rf range a conductor of thin tubing will have 
just as low resistance as a solid conductor of the 
same diameter, because material not close to the 
surface carries practically no current. 


Conductance 


The reciprocal of resistance(that is, 1/R) is 
called conductance. It is usually represented by the 
symbol G. A circuit having large conductance has 
low resistance, and vice versa. In radio work the 
term is used chiefly in connection with 
vacuum-tube characteristics. The unit of conduct- 
ance is the mho. A resistance of one ohm has a 
conductance of one mho, a resistance of 1000 
ohms has a conductance of .001 mho, and so on. 
A unit frequently used in connection with vacuum 
tubes is the micromho, ог one-millionth of a mho, 
It is the conductance of a resistance of one 
megohm, 


OHM'S LAW 


The simplest form of electric circuit is a battery 
with a resistance connected to its terminals, as 
shown by the symbols in Fig. 2-3. A complete 
circuit must have an unbroken path so current can 
flow out of the battery, through the apparatus 
connected to it, and back into the battery. The 
circuit is broken, or open, if a connection is 
removed at any point, A switch is a device for 
making and breaking connections and thereby 
closing or opening the circuit, either allowing 
current to flow or preventing it from flowing. 

The values of current, voltage and resistance in 
a circuit are by no means independent of each 


Fig. 23 — A simple 
circuit consisting of a 


battery and resistor. = вон. Li 
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TABLE 2-1! 
Conversion Factors for Fractional and 
Multiple Units 


Change 
From 


Units 


To 
Micro-units 
Mil 
Kilo-units 


Divide by Multiply by 


1,000,000 
1,000 


1,000 
1,000,000 


1,000 
1,000,000 


Mega-units 


Milli-units 
Units 


Micro-units 
Units 

Units 
Mega-units 
Units 
Kilo-units 


1,000 
1,000 

1,000 
1,000 


1,000,000 
1,000 


other. The relationship between them is known as 
Ohm's Law. It can be stated as follows: The 
current flowing in a circuit is directly proportional 
io the applied emf and inversely proportional to 
the resistance, Expressed as an equation, it is 


- E (volts) 
1 (amperes) = {М9 
The equation above gives the value of current 
when the voltage and resistance are known. It may 
be transposed so that each of the three quantities 
may be found when the other two are known: 


E=IR 


(that is, the voltage acting is equal to the current in 
amperes multiplied by the resistance in ohms) and 


R-E 


(or, the resistance of the circuit is equal to the 
applied voltage divided by the current). 

All three forms of the equation are used almost 
constantly in radio work. It must be remembered 
that the quantities are in volts, ohms and amperes; 
other units cannot be used in the equations 
without first being converted. For example, if the 
current is in milliamperes it must be changed to the 
equivalent fraction of an ampere before the value 
can be substituted in the equations, 

Table 2-1 shows how to convert between the 
various units in common use. The prefixes attached 
to the basic-unit name indicate the nature of the 
unit. These prefixes are: 


micro — one-millionth (abbreviated 4) 
milli — one-thousandth (abbreviated т) 
kilo — one thousand (abbreviated k) 

mega — one million ( abbreviated M) 


For example, one microvolt is one-millionth of a 
volt, and one megohm is 1,000,000 ohms. There 
are therefore 1,000,000 microvolts in one volt, and 
0.000001 megohm in one ohm. 


ELECTRICAL LAWS AND CIRCUITS 


‘The following examples illustrate the use of ohm's law: 

‘The current flowing in a resistance of 20,000 ohms is 
150 milliamperes. What is the voltage? Since the voltage is 
to be found, the equation to use is Е = ГА, The current 
must first be converted from milliamperes to amperes, and 
reference to the table shows that to do so itis necessary to 
divide by 1000. Therefore, 

= 150 Ж 
E = 190 x 20,000 = 3000 volts 

When a voltage of 150 is applied to a circuit the current 
is measured at 2.5 amperes. What is the resistance of the 
circuit? In this case R is the unknown, so 


=£2150- 
R =Ẹ = 150 = 60 ohms 


No conversion was necessary because the voltage and 
current were given in volts and amperes. 

How much current will flow if 250 volts is applied to a 
5000-ohm resistor? Since / is unknown 


Milliampere units would be more convenient for the 
current, and 0.05 amp. X 1000 = 50 milliamperes. 


SERIES AND PARALLEL RESISTANCES 


Very few actual electric circuits are as simple as 
the illustration in the preceding section. Common- 
Jy, resistances are found connected in a variety of 
ways. The two fundamental methods of connecting 
resistances are shown in Fig. 2-4. In the upper 
drawing, the current flows from the source of emf 
Gn the direction shown by the arrow, let us say) 
down through the first resistance, RI, then 
through the second, R2, and then back to the 
source. These resistors are connected in series. The 


current everywhere in the circuit has the same 
value. 


rs 
Ep ‘SERIES 
Fig. 2-4 — Resis- “Ө 
tors connected [Sr 
in series and in = 
Parallel, 
= 
p 
Source 
of EMF. Ra 


In the lower drawing the current flows to the 
common connection point at the top of the two 
resistors and then divides, one part of it flowing 
through R7 and the other through А2. At the 
lower connection point these two currents again 
combine; the total is the same as the current that 
flowed into the upper common connection. In this 
case the two resistors are connected in parallel. 


Resistors in Series 


When a circuit has a number of resistances 
connected in series, the total resistance of the 
circuit is the sum of the individual resistances. If 
these are numbered АЈ, R2, КЗ, etc., then 
R (total) = КІ + В2 + 3+ В4+.......... 


Series and Parallel Resistances 


where the dots indicate that as many resistors as 
necessary may be added. 


Example: Suppose that three resistors are connected to 
а source of emf as shown in Fig. 2-5. The emf is 250 volts. 
RI is 5000 ohms, R2 is 20,000 ohms, and R3 is 8000 
ohms. The total resistance is then. 


R RI 2+ R3 = 5000 + 20,000 + 8000 
33.000 ohms 


The current flowing in the circuit is then 


1=Ё= 5250, 000757 amp. 757 mA. 


(We need not carry calculations beyond three significant 
figures, and often two will suffice because the accuracy of 
‘measurements is seldom better than a few percent.) 


Voltage Drop 


Ohm's Law applies to any part of a circuit as well 
as to the whole circuit. Although the current is the 
same in all three of the resistances in the example, 
the total voltage divides among them. The voltage 
appearing across each resistor (the voltage drop) 
can be found from Ohm's Law. 


Example: If the voltage across RI (Fig. 2-5) is called ЕІ, 
that across R2 is called E2, and that across R3 is called ЕЗ, 
then 


‘The applied voltage must equal the sum of the individual 
voltage drops: 
Е=Е1+Е2+ E3 = 379+ 1514 + 606 
= 249.9 volts 


The answer would have been more nearly exact if the 
current had been calculated to more decimal places, but as 
explained above a very high order of accuracy is not 
meiestry. 


In problems such as this considerable time and 
trouble can be saved, when the current is small 
enough to be expressed in milliamperes, if the 
resistance is expressed in kilohms rather than 
ohms. When resistance in kilohms is substituted 
directly in Ohm's Law the curent wil be 
milliamperes if the emf is in volts. 


R, 


Fig. 2-5 — An ex- 
ample of resistors in 
series. The solu 


У В; 
кы гора of the circuit is 
worked out in the 
text. 
Ry 
Resistors in Parallel 


In a circuit with resistances in parallel, the total 
resistance is less than that of the lowest value of 
resistance present. This is because the total current 
is always greater than the current in any individual 
resistor, The formula for finding the total 
resistance of resistances in parallel is 
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where the dots again indicate that'any number of 
resistors can be combined by the same method. 
For only two resistances in parallel (a very 
common case) the formula becomes 


Example: If a $00-ohm resistor is paralleled with one of 
1200 ohms, the total resistance is 


= ,RIR2. = $00X1200 . 600.000 
Ке рғ 750001200 1700 
= 353 ohms 


It is probably easier to solve practical problems 
by a different method than the “reciprocal of 
reciprocals” formula. Suppose the three resistors of 
the previous example are connected in parallel as 
shown in Fig. 2-6. The same emf, 250 volts, is 
applied to all three of the resistors. The current in 
each can be found from Ohm’s Law as shown 
below, 11, being the current through RJ, 12 the 
current through R2 and 73 the current through R3. 


For convenience, the resistance will be expressed in kilohms 
зо the current will be in milliamperes. 


‘The total current is 


[=I] +124 13 = 50+ 1253125 
= 93.15 mA 


‘The total resistance of the circuit is therefore 


P= 250. = 2.66 kilohms (= 2660 ohms) 


Fig. 2-6 — An example of resistors in parallel. The 
solution is worked out in the text. 


Resistors in Series-Parallel 


An actual circuit may have resistances both in 
parallel and in series. To illustrate, we use the same 
three resistances again, but now connected as in 
Fig. 2-7, The method of solving a circuit such as 
Fig. 2-7 is as follows: Consider R2 and R3 in 
parallel as through they formed a single resistor. 
Find their equivalent resistance. Then this 
resistance in series with RJ forms a simple series 
circuit, as shown at the right in Fig. 2-7. An 
example of the arithmetic is given under the 
illustration, 

Using the same principles, and staying within 
the practical limits, a value for R2 can be 
computed that will provide a given voltage drop 
across R3 or a given current through R1. Simple 
algebra is required. 


Example: The first step is to find the equivalent 
resistance of R2 and R3. From the formula for two 
resistances їп parallel, 

са, = 1283, = 20x8- 160 

Rea = Т3 720+8° 28 


= 5,71 kilohms 


Ry 
5000 
Re 
Equivalent R 
of Ra ond Ry 
in porattel) 


Fig. 2-7 — An example of resistors in series-parallel. 
The equivalent circuit is at the right. The solution 
is worked out in the text. 


‘The total resistance in the circuit is then 


R= КІ + Кеа, = 5 + 5.71 kilohms 
= 10.71 kilohms 


The current is 
233 mA 


The voltage drops across R1 and Req аге 
El = IR = 23.3 X 5 = 117 volts 


mt accuracy. These total 250 volts, thus 

Checking the calculations so far, because the sum of the 

voltage drops must equal the applied voltage. Since E2 
R3, 


where I2 = Current through R2 
13 = Current through R3 


‘The total is 23.25 mA, which checks closely enough 
with 23.3 mA, the current through the whole circuit. 


POWER AND ENERGY 


Power — the rate of doing work — is equal to 
voltage multiplied by current. The unit of electrical 
power, called the watt, is equal to one volt 
multiplied by one ampere. The equation for power 
therefore is 


P-EI 


where P = Power in watts 
E = Emf in volts 
Current in amperes 


Common fractional and multiple units for 
power are the milliwatt, one one-thousandth of a 
watt, and the kilowatt, or one thousand watts. 


Example: The plate voltage on a transmitting vacuum 
tube is 2000 volts and the plate current is 350 milliamperes. 
(The current must be changed to amperes before substitution 
in the formula, and so is 0.35 amp.) Then 

P= EI = 2000 0.35 = 700 watts 


By substituting the Опт’; Law equivalent for Е 
and Г, the following formulas are obtained for 
power: 

E? 

PUE 

These formulas are useful in power calculations 

when the resistance and either the current or vol- 
tage (but not both) are known. 


P=PR 


Example: How much power will be used up in a 
4000-ohm resistor if the voltage applied to it is 200 volts? 
From the equation 
= Е® = (200 . 40,000 ~ 
P= à = QUU - 40.000 - 10 vans 
Ог, suppose a current of 20 milliamperes flows through a 
300-ohm resistor. Then 


Р = IR = (0.02)? X 300 = 0.0004 X 300 
= 0.12 watt 


Note that the current was changed from milliamperes to 
amperes before substitution in the formula, 


ELECTRICAL LAWS AND CIRCUITS 


Electrical power in a resistance is turned into 
heat. The greater the power the more rapidly the 
heat is generated. Resistors for radio work are 
made in many sizes, the smallest being rated to 
“dissipate” (or carry safely) about 1/8 watt. The 
largest resistors commonly used in amateur equip- 
ment will dissipate about 100 watts. 


Generalized Definition of Resistance 


Electrical power is not always turned into heat. 
The power used in running a motor, for example, is 
converted to mechanical motion. The power 
supplied to a radio transmitter is largely converted 
into radio waves. Power applied to a loudspeaker is 
changed into sound waves. But in every case of this 
kind the power is completely "used up" — it 
cannot be recovered. Also, for proper operation of 
the device the power must be supplied at a definite 
ratio of voltage to current. Both these features are 
Characteristics of resistance, so it can be said that 
any device that dissipates power has a definite 
value of "resistance." This concept of resistance as 
something that absorbs power at a definite 
voltage/current ratio is very useful, since it permits 
substituting a simple resistance for the load or 
powerconsuming part of the device receiving 
power, often with considerable simplification of 
calculations. Of course, every electrical device has 
some resistance of its own in the more narrow 
sense, so a part of the power supplied to it is 
dissipated in that resistance and hence appears as 
heat even though the major part of the power may 
be converted to another form. 


Efficiency 


In devices such as motors and vacuum tubes, 
the object is to obtain power in some other form 
than heat. Therefore power used in heating is 
considered to be a loss, because it is not the useful 
power. The efficiency of a device is the useful 
power output (in its converted form) divided by 
the power input to the device. In a vacuum-tube 
transmitter, for example, the object is to convert 
power from a dc source into ac power at some 
radio frequency. The ratio of the rf power output 
to the de input is the efficiency of the tube. That 
is, 


= Po. 
Eg. =} 
where Eff. = Efficiency (as а decimal) 


Power output (watts) 
Pi = Power input (watts) 


Example: If the dc input to the tube is 100 watts, and 
the rf power output is 60 watts, the efficiency is 


Efficiency is usually expressed as a percentage; that is, it 
tells what percent of the input power will be available as use- 
ful output. The efficiency in the above example is 60 per- 
cent, 


Energy 


In residences, the power company’s bill is for 
electrical energy, not for power. What you pay for 


Capacitance 


is the work that electricity does for you, not the 
rate at which that work is done. Electrical work is 
equal to power multiplied by time; the common 
unit is the watt-hour, which means that a power of 
one watt has been used for one hour. That is, 


W=PT where Energy in watt-hours 
Р = Power in watts 


T = Time in hours 
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Other energy units are the kilowatt-hour and 
the watt-second. These units should be self-explan- 
atory. 

Energy units are seldom used in amateur 
practice, but it is obvious that a small amount of 
power used for a long time can eventually result in 
а "power" bill that is just as large as though a large 
amount of power had been used for a very short 
time. 


CAPACITANCE 


Suppose two flat metal plates are placed close 
to each other (but not touching) and are connected 
{о a battery through a switch, as shown in Fig. 2-8. 
At the instant the switch is closed, electrons will be 
attracted from the upper plate to the positive 
terminal of the battery, and the same number will 
be repelled into the lower plate from the negative 
battery terminal. Enough electrons move into one 
plate and out of the other to make the emf 
between them the same as the emf of the battery. 

If the switch is opened after the plates have 
been charged in this way, the top plate is left with 
a deficiency of electrons and the bottom plate with 
an excess. The plates remain charged despite the 
fact that the battery no longer is connected. 
However, if a wire is touched between the two 
plates (short-circuiting them) the excess electrons 
on the bottom plate will flow through the wire to 
the upper plate, thus restoring electrical neutrality. 
The plates have then been discharged. 


vv 


| 


Metal Plates 


Fig. 2-8 — 
A simple 
capacitor. 


The two plates constitute an electrical capaci- 
for; a capacitor possesses fhe property of storing 
electricity. (The energy actually is stored in the 
electric field between the plates.) During the time 
the electrons are moving — that is, while the 
capacitor is being charged or discharged — a 
current is flowing in the circuit even though the 
circuit is “broken” by the gap between the 
capacitor plates. However, the current flows only 
during the time of charge and discharge, and this 
time is usually very short. There can be no 
continuous flow of direct current “through” a 
capacitor, but an alternating current can pass 
through easily if the frequency is high enough. 

The charge or quantity of electricity that can 
be placed on a capacitor is proportional to the 
applied voltage and to the capacitance of the 
capacitor. The larger the plate area and the smaller 
the spacing between the plate the greater the 
capacitance. The capacitance also depends upon 
the kind of insulating material between the plates; 
it is smallest with air insulation, but substitution of 
other insulating materials for air may increase the 


capacitance many times. The ratio of the 
capacitance with some material other than air 
between the plates, to the capacitance of the same 
capacitor with air insulation, is called the dielectric 
constant of that particular insulating material. The 
material itself is called a dielectric. The dielectric 
constants of a number of materials commonly used 
as dielectrics in capacitors are given in Table 2-11. 
If a sheet of polystyrene is substituted for air 
between the plates of a capacitor, for example, the 
capacitance will be increased 2.6 times. 


Units 


The fundamental unit of capacitance is the 
farad, but this unit is much too large for practical 
work. Capacitance is usually measured in micro- 
farads (abbreviated ШЕ) ог picofarads (pF). The 
microfarad is one-millionth of a farad, and the 
picofarad (formerly micromicrofarad) is one-mil- 
lionth of a microfarad. Capacitors nearly always 
have more than two plates, the alternate plates 
being connected together to form two sets as 
shown in Fig. 2-9. This makes it possible to attain a 
fairly large capacitance in a small space, since 
several plates of smaller individual area can be 


TABLE 241 
Dielectric Constants and Breakdown Voltages 


Puncture 
Voltage** 


Dielectric. 


Material Constant* 


240 


Bakelite, тіса- Шей 
Cellulose acetate 
Fiber 

Formica 

Glass, window 
Glass, Pyrex : 
3800—5600 
250 

200 

990 

1200 
500—700 
40—100 
1000 


Paper, Royalgrey 
Plexiglass 
Polyethylene 
Polystyrene 
Porcelain 
Quartz, fuxed 
Steatite, low-loss 150-315 
Teflon 1000—2000 


* At 1 MHz ** In volts per mil (0.001 inch) 
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Fig. 29 — A multiple-plate capacitor. Alternate 
plates are connected together. 


stacked to form the equivalent of a single large 
plate of the same total area. Also, all plates, except 
the two on the ends, are exposed to plates of the 
other group on both sides, and so are twice as 
effective in increasing the capacitance. 

The formula for calculating capacitance is: 


С= 0.224 КА [n - 1) 


Where C = Capacitance in pF. 
K = Dielectric constant of material between 
plates 
A = Area of one side of one plate in square 
inches 
jeparation of plate surfaces in inches 
lumber of plates 
If the plates in one group do not have the same 
area as the plates in the other, use the area of the 
smaller plates, 


Capacitors in Radio 


The types of capacitors used in radio work 
differ considerably in physical size, construction, 
and capacitance, Some representative types are 
shown in the photograph. In variable capacitors 
(almost always constructed with air for the 
dielectric) one set of plates is made movable with 
respect to the other set so that the capacitance can 
be varied. Fixed capacitors — that is, assemblies 
having a single, non-adjustable value of capacitance 
— also can be made with metal plates and with air 
as the dielectric, but usually are constructed from 
plates of metal foil with a thin solid or liquid 
dielectric sandwiched in between, so that a 
relatively large capacitance can be secured in a 
small unit. The solid dielectrics commonly used are 
mica, paper and special ceramics. An example of a 
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liquid dielectric is mineral oil. The electrolytic 
capacitor uses aluminum-foil plates with а 
semiliquid conducting chemical compound be- 
tween them; the actual dielectric is а very thin film 
of insulating material that forms on one set of 
plates through electrochemical action when a dc 
voltage is applied to the capacitor. The capacitance 
obtained with a given plate area in an electrolytic 
capacitor is very large, compared with capacitors 
having other dielectrics, because the film is so thin 
— much less than any thickness that is practicable 
with a solid dielectric. 

The use of electrolytic and oil-filled capacitors 
is confined to power-supply filtering and audio 
bypass applications. Mica and ceramic capacitors 
are used throughout the frequency range from 
audio to several hundred megacycles. 

Voltage Breakdown 


When a high voltage is applied to the plates of a 
capacitor, a considerable force is exerted on the 
electrons and nuclei of the dielectric. Because the 
dielectric is an insulator the electrons do not 
become detached from atoms the way they do in 
conductors. However, if the force is great enough 
the dielectric will “break down”; usually it will 
puncture and may char (if it is solid) and permit 
current to flow. The breakdown voltage depends 
upon the kind and thickness of the dielectric, as 
shown in Table 2-1. It is not directly proportional 
to the thickness; that is, doubling the thickness 
does not quite double the breakdown voltage. If 
the dielectric is air or any other gas, breakdown 15 
evidenced by a spark or arc between the plates, but 
if the voltage is removed the arc ceases and the 
capacitor is ready for use again, Breakdown will 
occur at a lower voltage between pointed or 
sharp-edged surfaces than between rounded and 
polished surfaces; consequently, the breakdown 
voltage between metal plates of given spacing in air 
can be increased by buffing the edges of the plates. 

Since the dielectric must be thick to withstand 
high voltages, and since the thicker the dielectric 
the smaller the capacitance for a given plate area, a 
high-voltage capacitor must have more plate area 
than a low-voltage one of the same capacitance. 
High-voltage high-capacitance capacitors are phys- 
ically large. 


Fixed and variable capacitors. The 
large unit at the left is a 
transmitting-type variable capaci- 
tor for rf tank circuits. To its 
right are other air-dielectric vari- 
ables of different sizes ranging 
from the midget "air padder” to 
the medium-power tank capacitor 
at the top center. The cased 
capacitors in the top row are for 
power-supply filters, the cylindri- 
cal-can unit being an electrolytic 
and the rectangular 'one a paper- 
dielectric capacitor, Various types 
of mica, ceramic, and рарег- 
dielectric capacitors are in the 
foreground. 


Inductance 


CAPACITORS IN SERIES AND 
PARALLEL 


The terms "parallel" and "series" when used 
with reference to capacitors have the same circuit 
meaning as with resistances. When a number of 
capacitors are connected in parallel, as in Fig. 2-10, 
{һе total capacitance of the group is equal to the 
sum of the individual capacitances, so 
C (total) = C1 + С2 + C3 + C4 + 

However, if two ог more capacitors ка 
connected in series, as in the second drawing, th 
total capacitance is less than that of the smallest 
capacitor in the group. The rule for finding the 
capacitance of a number of series-connected 
capacitors is fhe same as that for finding the 
resistance of a number of parallel-connected 
resistors. That is, 
€ (total) = TI 


азота 
and, for only two capacitors in series, 


С (total) = cu 


D——— 


Source 
G [^ [^ 


of EMF. т" T 
Au Ра ы Fig. 2-10 — Са- 


PARALLEL pacitors in paral- 
lel and in series. 


Source 
of EME 


SERIES 


The same units must be used throughout; that 
is, all capacitances must be expressed in either ШЕ 
or pF; both kinds of units cannot be used in the 
same equation. 

Capacitors are connected in parallel to obtain a 
larger total capacitance than is available in one 
unit, The largest voltage that can be applied safely 
to a group of capacitors in parallel is the voltage 
that can be applied safely to the one having the 
lowest voltage rating. 
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Fig. 2-11 — An example of capacitors connected in 
series. The solution to this arrangement is worked 
out in the text. 


When capacitors are connected in series, the 
applied voltage is divided up among them, the 
situation is much the same as when resistors are in 
series and there is a voltage drop across each. 
However, the voltage that appears across each 
capacitor of a group connected in series is in 
inverse proportion to its capacitance, as compared 
with the capacitance of the whole group. 


Example: Three capacitors having capacitances of 1, 2 
and 4 ИЕ, respectively, are connected in series as shown in 
Fig. 2-11. The total capacitance is 


= 0.571 pF 
‘The voltage across each capacitor is proportional to the total 
capacitance divided by- the capacitance of the capacitor in 
question, so the voltage across C1 is 


E1 = OST x 2000 = 1142 volis 


Similarly, the voltages across C2 and СЗ are 
£2 =321 x 2000 = 571 volis 


Ез «0371 x 2000 = 286 volts 
totaling approximately 2000 volts, the applied voltage. 


Capacitors are frequently connected in series to 
enable the group to withstand a larger voltage (at 
the expense of decreased total capacitance) than 
any individual capacitor is rated to stand, However, 
as.shown by the previous example, the applied 
voltages does not divide equally among the capaci- 
tors (except when all the capacitances are the 
same) so care must be taken to see that the voltage 
rating of no capacitor in the group is exceeded. 


INDUCTANCE 


It is possible to show that the flow of current 
through a conductor is accompanied by magnetic 
effects; a compass needle brought near the con- 
ductor, for example, will be deflected from its 
normal north-south position, The current, in other 
words, sets up a magnetic field. 

The transfer of energy to the magnetic field 
represents work done by the source of emf. Power 
is required for doing work, and since power is 
equal to current multiplied by voltage, there must 
be a voltage drop in the circuit during the time in 
which energy is being stored in the field. This 
voltage “drop” (which has nothing to do with the 


voltage drop in any resistance in the circuit) is the 
result of an opposing voltage "induced" in the 
circuit while the field is building up to its final 
value, When the field becomes constant the in- 
duced emf or back emf disappears, since по 
further energy is being stored. 

Since the induced emf opposes the emf of the 
source, it tends to prevent the current from rising 
rapidly when the circuit is closed. The amplitude 
of the induced emf is proportional to the rate at 
which the current is changing and to a constant 
associated with the circuit itself, called the induc- 
tance of the circuit. 


26 


Inductance depends on the physical characteris- 
tics of the conductor, If the conductor is formed 
into a coil, for example, its inductance is increased. 
A coil of many turns will have more inductance 
than one of few turns, if both coils are otherwise 
physically similar. Also, if a coil is placed on an 
iron core its inductance will be greater than it was 
without the magnetic core, 

The polarity of an induced emf is always such 
as 10 oppose any change in the current in the 
circuit. This means that when the current in the 
circuit is increasing, work is being done against the 
induced emf by storing energy in the magnetic 
field, If the current in the circuit tends to decrease, 
the stored energy of the field returns to the circuit, 
and thus adds to the energy being supplied by the 
source of emf, This tends to keep the current 
flowing even though the applied emf may be 
decreasing or be removed entirely. 

The unit of inductance is the henry. Values of 
inductance used in radio equipment vary over a 
wide range. Inductance of several henrys is re- 
quired in power-supply circuits (see chapter on 
Power Supplies) and to obtain such values of 
inductance it is necessary to use coils of many 
turns wound on iron cores. In radio-frequency 
circuits, the inductance values used will be mea- 
sured in millihenrys (a mH, one one-thousandth of 
a henry) at low frequencies, and in microhenrys 
(ИН, one one-millionth of a henry) at medium 
frequencies and higher. Although coils for radio 
frequencies may be wound on special iron cores 
(ordinary iron is not suitable) most rf coils made 
and used by amateurs are of the “ait-core” type; 
that is, wound on an insulating support consisting 
of nonmagnetic material. 

Every conductor has inductance, even though 
the conductor is not formed into a coil. The 
inductance of a short length of straight wire is 
small, but it may not be negligible because if the 
current through it changes its intensity rapidly 
enough the induced voltage may be appreciable. 
This will be the case in even a few inches of wire 
when an alternating current having a frequency of 
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Fig. 2-12 — Coil dimen- 
sions used in the in- 
ductance formula. The 
wire diameter does not 
enter into the formula. 


the order of 100 MHz. or 


higher is flowing. 
However, at much lower frequencies the induc- 
tance of the same wire could be ignored because 
the induced voltage would be negligibly small. 


Calculating Inductance 


The approximate inductance of single-layer 
air-core coils may be calculated from the simplified 
formula 

4212. 
Эа + 105 


where L = Inductance in microhenrys 
а = Coil radius in inches 
b - Coil length in inches 
n 7 Number of turns 


L (ИН) = 


The notation is explained in Fig. 2-12. This 
formula is a close approximation for coils having а 
length equal to or greater than 0.82 


Example: Assume a coil having 48 turns wound 32 turns 
per inch and a diameter of 3/4 inch. Thus a = 0.75 +2 = 
0375, = 48 +32 = 1.5, and n = 48, Substituting, 

315 X315 XABX 48. 17.6 pH 

X319 Q0X L5) 


To calculate the number of turns of a single- 
layer coil for a required value of inductance, 


Example: Suppose an inductance of 10 ИН is required. 
‘The form on which the coil is to be wound has 2 diameter 
of one inch and is long enoughto accommodate a coil of 
11/4 inches. Then а = 0.5, b = 1.25, and L = 10. 
Substituting, 


n= A05 t 125). ggg = ns 
E123) = УБ = 26.1 tu 


Inductors for power and radio 
frequencies. The two iron-core 
coils at the left are "chokes" for 
power-supply filters. The mount- 
ed air-core coils at the top center 
are adjustable inductors for trans- 
mitting tank circuits. The “pie- 
wound” coils at the left and in 
the foreground are radio-frequen- 
. The remaining 
coils are typical of inductors used 
in rf tuned circuits, the larger 
sizes being used principally for 
transmitters. 


Iron-Core Coils 


A 26-turn coil would be close enough in practical work. 
Since the coil will be 1.25 inches long, the number of turns 
per inch will be 26.1 + 1.25 =20.8. Consulting the wire 
table, we find that No. 17 enameled wire (or anything 
smaller) can be used. The proper inductance is obtained by 
‘winding the required number of turns on the form and then 
adjusting the spacing between the turns to make а 
uniformly spaced coil 1.25 inches long. 


Inductance Charts 


Most inductance formulas lose accuracy when 
applied to small coils (such as are used in vhf work 
and in low-pass filters built for reducing harmonic 
interference to television) because the conductor 
thickness is no longer negligible in comparison with 
the size of the coil. Fig. 2-13 shows the measured 
inductance of vhf coils, and may be used as a basis 
for circuit design. Two curves are given: curve A is 
for coils wound to an inside diameter of 1/2 inch; 
curve B is for coils of 3/4-inch inside diameter. In 
both curves the wire size is No. 12, winding pitch 8 
turns to the inch (1/8 inch center-to-center turn 
spacing). The inductance values given include leads 
1/2 inch long. 

The charts of Figs. 2-14 and 2-15 are useful for 
rapid determination of the inductance of coils of 
the type commonly used in radio-frequency 
circuits in the range 3-30 MHz. They are of 
sufficient accuracy for most practical work. Given 
the coil length in inches, the curves show the 
multiplying factor to be applied to the inductance 
value given in the table below the curve for a coil 
of the same diameter and number of turns per 
inch. 

Example: A coil 1 inch in diameter is 1 1/4 inches long 

and has 20 turns. Therefore it has 16 tums per inch, and 

from the table under Fig. 2-15 it is found that the reference 

inductance for a coil of this diameter and number of turns 


per inch is 16,8 Н. From curve B in the figure the 
multiplying factor is 0.35, so the inductance is 


16.8 X 0.35 = 5.9 uH 


The charts also can be used for finding suitable 
dimensions for а coil having a required value of 
inductance. 


Example: А coil having an inductance of 12 uH is 
required. It is to be wound on a form having a diameter of 
1 inch, the length available for the winding being not more 
than 1 1/4 inches. From Fig. 2-15, the multiplying factor 
for a ldnch diameter coil (curve B) having the maximum 
possible length of 1 1/4 inches is 0.35. Hence the number 
оГ turns per inch must be chosen for a reference inductance 
of at least 12/0.35, or 34 ИН. From the Table under Fig. 
2-15 it is seen that 16 turns per inch (reference inductance 
16.8 ШН) is too small. Using 32 turns per inch, the 
‘multiplying factor is 12/68, or 0.177, and from curve B this 
corresponds to a coil lengih of 3/4 inch, There will be 24 
tums in this length, since the winding "pitch" is 32 turns 
per inch, 


Machine-wound coils with the diameters and 
turns per inch given in the tables are available in 


many radio stores, under the trade names of “B&W 
Miniductor” and "Tllumitronic Air Dux.” 


IRON-CORE COILS 
Permeability 


Suppose that the coil in Fig. 2-16 is wound on 
an iron core having a cross-sectional area of 2 
square inches. When a certain current is sent 
through the coil it is found that there are 80,000 
lines of force in the соге, Since the area is 2 square 
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inches, the flux density is 40,000 lines per square 
inch, Now suppose that the iron core is removed 
and the same current is maintained in the coil, and 
that the flux density without the iron core is found 
to be 50 lines per square inch, The ratio of the flux 
density with the given core material to the flux 
density (with the same coil and same current) with 
an air core is called the permeability of the 
material. In this case the permeability of the iron is 
40,000/50 = 800. The inductance of the coil is 
increased 800 times by inserting the iron core 
since, other things being equal, the inductance will 
be proportional to the magnetic flux through the 
coil. 


The permeability of a magnetic material varies 
with the flux density. At low flux densities (or 
with an air core) increasing the current through the 
coil will cause a proportionate increase in flux, but 
at very high flux densities, increasing the current 
may cause no appreciable change in the flux. 
When this is so, the iron is said to be saturated. 
Saturation causes a rapid decrease in permeability, 
because it decreases the ratio of flux lines to those 
obtainable with the same current and an air core. 
Obviously, the inductance of an iron-core inductor 
is highly dependent upon the current flowing in 
the coil, In an aircore coil, the inductance is 
independent of current because air does not 
saturate. 

Iron core coils such as the one sketched in Fig. 
2-16 are used chiefly in power-supply equipment. 
They usually have direct current flowing through 
the winding, and the variation in inductance with 
current is usually undesirable, It may be overcome 
by keeping the flux density below the saturation 
point of the iron, This is done by opening the core 
so that there is a small “air gap,” as indicated by 
the dashed lines, The magnetic “resistance” intro- 
duced by such a gap is so large — even though the 
gap is only а small fraction of an inch — compared 
with that of the iron that the gap, rather than the 
iron, controls the flux density. This reduces the 
inductance, but makes it practically constant re- 
gardless of the value of the current. 


15 ЕЈ 
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Fig. 2-13 — Measured inductance of coils wound 
with No. 12 bare wire, 8 turns to the inch. The 
values include half-inch leads, 
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forced continually to supply energy to the iron to 
overcome this "inertia," Losses of this sort are 
called hysteresis losses. 

Eddy-current and hysteresis losses in iron in- 
crease rapidly as the frequency of the alternating 
current is increased. For this reason, ordinary iron 
cores can be used only at power and audio 
frequencies — up to, say, 15,000 cycles, Even so, а 
very good grade of iron or steel is necessary if the 
core is to perform well at the higher audio 
frequencies, Iron cores of this type are completely 
useless at radio frequencies. 

n 
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MULTIPLY INDUCTANCE VALUE IN TABLE BY 


o 5 


1 2 3 4 
LENGTH OF COIL IN INCHES 
Fig. 2-14 — Factor to be applied to the inductance 


of coils listed in the table below, for coil lengths up 
to 5 inches. 


Eddy Currents and Hysteresis 


When alternating current flows through a coil 
wound on an iron core an emf will be induced, as 
previously explained, and since iron is a conductor 
a current will flow in the core. Such currents 
(called eddy currents) represent a waste of power 
because they flow through the resistance of the 
iron and thus cause heating. Eddy-current losses 
can be reduced by laminating the core; that is, by 
cutting it into thin strips. These strips or lamina- 
tions must be insulated from each other by 
painting them with some insulating material such 
as varnish or shellac, 

There is also another type of energy loss: the 
iron tends to resist any change in its magnetic 
state, so a rapidly-changing current such as ac is 
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1 2 
LENGTH OF COIL IN INCHES 
Fig. 2-15 — Factor to be applied to the inductance 
of coils listed in the table below, as a function of 
coil length. Use curve A for coils marked A, and 
curve B for coils marked B. 
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For radio-frequency work, the losses in iron 
cores can be reduced to a satisfactory figure by 
grinding the iron into a powder and then mixing it 
with a “binder” of insulating material in such a 
way that the individual iron particles are insulated 
from each other. By this means cores can be made 
that will function satisfactorily even through the 
vhf range — that is, at frequencies up to perhaps 
100 MHz. Because a large part of the magnetic 
path is through a nonmagnetic material, the perme- 
ability of the iron is low compared with the values 


Time Constant 


Fig. 2-16 — Typical con- 
struction of an ігоп-соге 
inductor. The small air дар 
prevents magnetic satura- 
tion of the iron and thus 
maintains the inductance 
at high currents. 


obtained at power-supply frequencies. The core is 
usually in the form of a "slug" or cylinder which 
fits inside the insulating form on which the coil is 
wound, Despite the fact that, with this construc- 
tion, the major portion of the magnetic path for 
the flux is in air, the slug is quite effective in 
increasing the coil inductance. By pushing the slug 
in and out of the coil the inductance can be varied 
over a considerable range. 


INDUCTANCES IN SERIES AND 
PARALLEL 


When two or more inductors are connected in 
series (Fig. 2-17, left) the total inductance is equal 
to the sum of the individual inductances, provided 
the coils are sufficiently separated so that no coil is 
in the magnetic field of another. 

That is, 

Ligig =11+12+13+14+........... 

If inductors are connected in parallel (Fig. 2-17, 
right) — and the coils are separated sufficiently, the 


total inductance is given by 
Ltotat = 1 
E FE rE ре тор 
МОЗ ТА 


and for two inductances in parallel, 
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ц 
Fig. 2-17 — In- 
ductances in ser- 
~ Us ies and parallel. 
Ls 


Thus the rules for combining inductances in series 
and parallel are the same for resistances, if the coils 
are far enough apart so that each is unaffected by 


~ 
that induces МУ RE rd 
ап emf in the МУ 
turns of coil —— ^ 
No. 2. 


another’s magnetic field. When this is not so the 
formulas given above cannot be used. 


MUTUAL INDUCTANCE 


If two coils are arranged with their axes on the 
same line, as shown in Fig. 2-18, acurrent sent 
through Coil 1 will cause a magnetic field which 
“cuts” Coil 2. Consequently, an emf will be 
induced in Coil 2 whenever the field strength is 
changing. This induced emf is similar to the emf of 
self-induction, but since it appears in the second 
coil because of current flowing in the first, it is a 
“mutual” effect and results from the mutual 
inductance between the two coils. 

If all the flux set up by one coil cuts all the 
turns of the other coil the mutual inductance has 
its maximum possible value. If only a small part of 
the flux set up by one coil cuts the turns of the 
other the mutual inductance is relatively small. 
Two coils having mutual inductance are said to be 
coupled. 

The ratio of actual mutual inductance to the 
maximum possible value that could theoretically 
be obtained with two given coils is called the 
coefficient of coupling between the coils. It is 
frequently expressed as a percentage. Coils that 
have nearly the maximum possible (coefficient = 1 
or 100%) mutual inductance are said to be closely, 
or tightly, coupled, but if the mutual inductance is 
relatively small the coils are said to be loosely 
coupled. The degree of coupling depends upon the 
physical spacing between the coils and how they 
are placed with respect to each other. Maximum 
coupling exists when they have a common axis and 
are as close together as possible (one wound over 
the other), The coupling is least when the coils are 
far apart or are placed so their axes are at right 
angles. 

The maximum possible coefficient of coupling 
is closely approached only when the two coils are 
wound on a closed iron core. The coefficient with 
air-core coils may run as high as 0.6 or 0.7 if one 
coil is wound over the other, but will be much less 
if the two coils are separated. 


TIME CONSTANT 


Capacitance and Resistance 


Connecting a source of emf to a capacitor 
causes the capacitor to become charged to the full 
emf practically instantaneously, if there is no 


resistance in the circuit. However, if the circuit 
cóntains resistance, as in Fig. 2-19A, the resistance 
limits the current flow and an appreciable length of 
time is required for the emf between the capacitor 
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Fig. 2-19 — Illustrating the time constant of an RC 
circuit. 


plates to build up to the same value as the emf of 
the source. During this “building-up” period the 
current gradually decreases from its initial value, 
because the increasing emf stored on the capacitor 
offers increasing opposition to the steady emf of 
the source. 

Theoretically, the charging process is never 
really finished, but eventually the charging current 
drops to a value that is smaller than anything that 
can be measured. The time constant of such a 
circuit is the length of time, in seconds, required 
for the voltage across the capacitor to reach 63 per 
cent of the applied emf (this figure is chosen for 
mathematical reasons). The voltage across the 
capacitor rises with time as shown by Fig. 2-20. 

The formula for time constant is 


T=RC 


where T = Time constant in seconds 
С = Capacitance in farads 
R = Resistance in ohms 
Example: The time constant of a 244F capacitor and а 
250, 000: оваа (0.25 megohm) resistor is 
T= RC=0.25 X 2 = 05 second 


If the applied emf is 1000 volts, the voltage between the 
capacitor plates will be 630 volts at the end of 1/2 second. 


If C is in microfarads and R in megohms, the time 
constant also is in seconds. These units usually are 
more convenient. 

Ifa charged capacitor is discharged through a 
resistor, as indicated in Fig. 2-19B, the same time 
constant applies. If there were no resistance, the 
capacitor would discharge instantly when S was 
closed. However, since R limits the current flow 
the capacitor voltage cannot instantly go to zero, 
but it will decrease just as rapidly as the capacitor 
can rid itself of its charge through R. When the 
capacitor is discharging through a resistance, the 
time constant (calculated in the same way as 
above) is the time, in seconds, that it takes for the 
capacitor to lose 63 percent of its voltage; that is, 
for the voltage to drop to 37 percent of its initial 
value. 


Example: If the capacitor of the example above is 
charged to 1000 volts, it will discharge to 370 volts in 1/2 
second through the 250,000-ohm resistor. 


Inductance and Resistance 


A comparable situation exists when resistance 
and inductance are in series, In Fig. 2-21, first 
consider L to have no resistance and also assume 
that R is zero. Then closing 5 would tend to send а 
current through the circuit. However, the instanta- 
neous transition from no current to a finite value, 


ELECTRICAL LAWS AND CIRCUITS 


"WENYES: 


s 8 


VOLTAGE ACROSS CONDENSER З VOLTAGE ACROSS CONDENSER ӘХ 
ВЕБ Я 


o 


RC 


2RC ЗАС TIME 
Fig. 2-20 — How the voltage across a capacitor 
rises, with time, when charged through a resistor, 
The lower curve shows the way in which the 
voltage decreases across the capacitor terminals on 
discharging through the same resistor. 


however small, represents a very rapid change in 
current, and a back emf is developed by the 
self-inductance of L that is practically equal and 
opposite to the applied emf. The result is that the 
initial current is very small. 

The back emf depends upon the change in 
current and would cease to offer opposition if the 
current did not continue to increase, With no 
resistance in the circuit (which would lead to an 
infinitely large current, by Ohm's Law) the current 
would increase forever, always growing just fast 
enough to keep the emf of self-induction equal to 
the applied emf. 

When resistance is in series, Ohm's Law sets а 
limit to the value that the current can reach. The 
back emf generated in L has only to equal the 
difference between E and the drop across R, 
because that difference is the voltage actually 
applied to L. This difference becomes smaller as 
the current approaches the final Ohm's Law value. 
Theoretically, the back emf never quite disappears 
and so the current never quite reaches the Ohm’s 
Law value, but practically the differences becomes 
unmeasurable after a time. The time constant of an 
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Fig. 2-21 — Time constant of an LR circuit. 


Alternating Currents 


inductive circuit is the time in seconds required for 
the current to reach 63 percent of its final value. 
The formula is 


i 
TE 


where T= Time constant in seconds 
Inductance in Henrys 
R= Resistance in ohms 


The resistance of the wire in a coil acts as if it were 
in series with the inductance. 


Example: A coil having an inductance of 20 henrys and 
а resistance of 100 ohms has a time constant of 


те} = = 02 ком 


if there is no other resistance in the circuit, If a dc emf of 
10 volts is applied to such a coil, the final current, by 
‘Ohm's Law, is 


1 =f = ype 01 amp. or 100 mA 


"The current would rise from zero to 63 milliamperes in 0.2 
second after closing the switch. 


An inductor cannot be "discharged" in the 
same way as a capacitor, because the magnetic field 
disappears as soon as current flow ceases. Opening 
S does not leave the inductor "charged," The 
energy stored in the magnetic field instantly 
returns to the circuit when 5 is opened. The rapid 
disappearance of the field causes a very large 
voltage to be induced in the coil — ordinarily many 
times larger than the voltage applied, because the 
induced voltage is proportional to the speed with 
which the field changes. The common result of 
opening the switch in a circuit such as the one 
shown is that a spark or arc forms at the switch 
contacts at the instant of opening. If the induct- 
ance is large and the current in the circuit is high, a 
great deal of energy is released in a very short 
period of time, It is not at all unusual for the 
switch contacts to burn or melt under such 
circumstances, The spark or arc at the opened 
switch can be reduced or suppressed by connecting 
а suitable capacitor and resistor in series across the 
contacts, 
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Fig. 2-22 — Voltage across capacitor terminals in a 
discharging RC circuit, in terms of the initial 
charged voltage. To obtain time in seconds, 
multiply the factor t/RC by the time constant of 
the circuit. 


Time constants play an important part in 
numerous devices, such as electronic keys, timing 
and control circuits, and shaping of keying charac- 
teristics by vacuum tubes. The time constants of 
circuits are also important in such applications as 
automatic gain control and noise limiters. In nearly 
all such applications a resistance-capacitance (RC) 
time constant is involved, and it is usually neces- 
sary to know the voltage across the capacitor at 
some time interval larger or smaller than the actual 
time constant of the circuit as given by the formula 
above, Fig. 2-22 can be used for the solution of 
such problems, since the curve gives the voltage 
across the capacitor, in terms of percentage of the 
initial charge, for percentages between 5 and 100, 
at any time after discharge begins. 


Example: A 0.01-ШЕ capacitor is charged to 150 volts 
and then allowed to discharge through a 0,1-megohm 
resistor, How long will it take the voltage to fall to 10 
Volts? In percentage, 10/150 = 6.7%. From the chart, the 
factor corresponding to 6.7% is 2.7. The time constant of 
the circuit is equal to RC= 0.1 X 01 = „001. The time is 
therefore 2.7 X 0.001 = 0027 second, or 2.7 milliseconds, 


ALTERNATING CURRENTS 


PHASE 


The term phase essentially means “time,” or 
the time interval between the instant when one 
thing occurs and the instant when a second related 
thing takes place, The later event is said to lag the 
earlier, while the one that occurs first is said to 
lead. In ac circuits the current amplitude changes 
continuously, so the concept of phase or time 
becomes important, Phase can be measured in the 
ordinary time units, such as the second, but there 
is a more convenient method: Since each ac cycle 
occupies exactly the same amount of time as every 
other cycle of the same frequency, we can use the 
cycle itself as the time unit. Using the cycle as the 
time unit makes the specification ог measurement 
of phase independent of the frequency of the 
current, so long as only one frequency is under 
consideration at a time. When two ог more 


frequencies are to be considered, as in the case 
where harmonics are present, the phase measure- 
ments are made with respect to the lowest, or 
fundamental, frequency. 

The time interval or “phase difference” under 
consideration usually will be less than one cycle, 
Phase difference could be measured in decimal 
parts of a cycle, but it is more convenient to divide 
the cycle into 360 parts or degrees. A phase degree 
is therefore 1/360 of a cycle. The reason for this 
choice is that with sine-wave alternating current 
the value of the current at any instant is propor- 
tional to the sine of the angle that corresponds to 
the number of degrees — that is, length of time — 
from the instant the cycle began. There is no actual 
“angle” associated with an alternating current. Fig. 
2-23 should help make this method of measure- 
ment clear. 


32 


1 Cycle 


су 


Fig. 2-23 — An ас cycle is divided off into 360 
degrees that are used as a measure of time or phase. 


Measuring Phase 


The phase difference between two currents of 
the same frequency is the time or angle difference 
between corresponding parts of cycles of the two 
currents. This is shown in Fig. 2-24. The current 
labeled А leads the one marked B by 45 degrees, 
since A's cycles begin 45 degrees earlier in time. It 
is equally correct to say that B lags A by 45 
degrees. 

Two important special cases are shown in Fig. 
225. In the upper drawing B lags 90 degrees 
behind А; that is, its cycle begins just one-quarter 
cycle later than that of А. When one wave is 
passing through zero, the other is just at its 
maximum point. 

In the lower drawing А and B are 180 degrees 
out of phase. In this case it does not matter which 
one is considered to lead or lag. B is always positive 
while A is negative, and vice versa. The two waves 
are thus completely out of phase. 

The waves shown in Figs. 2-24 and 2-25 could 
represent current, voltage, or both. А and B might 
be two currents in separate circuits, or 4 might 
represent voltage and В current in the same circuit. 
If A and B represent two currents in the same 
circuit (or two voltages in the same circuit) the 
total or resultant current (or voltage) also is a sine 
wave, because adding any number of sine waves of 
the same frequency always gives a sine wave also of 
the same frequency. 


Phase in Resistive Circuits 

When an alternating voltage is applied to a 
resistance, the current flows exactly in step with 
the voltage. In other words, the voltage and current 
are in phase. This is true at any frequency if the 


Fig. 2-24 — When two waves of the same frequency 
start their cycles at slightly different times, the 
time difference or phase difference is measured in 
degrees. In this drawing wave B starts 45 degrees 
(one-eighth cycle) later than wave A, and so lags 45 
degrees behind A. 
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resistance is “pure” — that is, is free from the 
reactive effects discussed in the next section. 
Practically, it is often difficult to obtain a purely 
resistive circuit at radio frequencies, because the 
reactive effects become тоге pronounced as the 
frequency is increased. 

In a purely resistive circuit, or for purely 
resistive parts of circuits, Ohm’s Law is just as valid 
for ac of any frequency as it is for dc. 


REACTANCE 
Alternating Current in Capacitance 


In Fig, 2-26 a sine-wave ac voltage having a 
maximum value of 100 volts is applied to a 
capacitor. In the period OA, the applied voltage 
increases from zero to 38 volts; at the end of this 
period the capacitor is charged to that voltage. In 
interval АВ the voltage increases to 71 volts; that 
is, 33 volts additional. In this interval a smaller 
quantity of charge has been added than in OA, 
because the voltage rise during interval AB is 
smaller. Consequently the average current during 
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Fig. 2-25 — Two important special cases of phase 
difference. In the upper drawing, the phase 
difference between А and B is 90 degrees; in the 
lower drawing the phase difference is 180 degrees. 


AB is smaller than during OA. In the third interval, 
BC, the voltage rises from 71 to 92 volts, an 
increase of 21 volts. This is less than the voltage 
increase during AB, so the quantity of electricity 
added is less; in other words, the average current 
during interval BC is still smaller. In the fourth 
interval, CB, the voltage increases only 8 volts; the 
charge added is smaller than in any preceding 
interval and therefore the current also is smaller. 

By dividing the first quarter cycle into a very 
large number of intervals it could be shown that 
the current charging the capacitor has the shape of 
a sine wave, just as the applied voltage does. The 
current is largest at the beginning of the cycle and 
becomes zero at the maximum value of the voltage, 
so there is a phase difference of 90 degrees 
between the voltage and current, During the first 
quarter cycle the current is flowing in the normal 
direction through the circuit, since the capacitor is 
being charged. Hence the current is positive, as 
indicated by the dashed line in Fig. 2-26. 


Reactance 


AMPLITUDE 
а = 6 = + 


Fig. 2-26 — Voltage and current phase relationships 
when an alternating voltage is applied to a 
capacitor, 


In the second quarter cycle — that is, in the 
time from D to Н, the voltage applied to the 
capacitor decreases. During this time the capacitor 
loses its charge. Applying the same reasoning, it is 
plain that the current is small in interval DE and 
continues to increase during each succeeding inter- 
val. However, the current is flowing against the 
applied voltage because the capacitor is discharging 
into the circuit. The current flows in the negative 
direction during this quarter cycle. 

The third and fourth quarter cycles repeat the 
events of the first and second, respectively, with 
this difference — the polarity of the applied voltage 
has reversed, and the current changes to corres- 
pond. In other words, an alternating current flows 
in the circuit because of the alternate charging and 
discharging of the capacitance, As shown by Fig. 
2-26, the current starts its cycle 90 degrees before 
the voltage, so the current in a capacitor leads the 
applied voltage by 90 degrees. 


Capacitive Reactance 


The quantity of electric charge that can be 
placed on a capacitor is proportional to the applied 
emf and the capacitance. This amount of charge 
moves back and forth in the circuit once each 
cycle, and so the rate of movement of charge — 
that is, the current — is proportional to voltage, 
capacitance and frequency. If the effects of capaci- 
tance and frequency are lumped together, they 
form а quantity that plays a part similar to that of 
resistance in Ohm’s Law. This quantity is called 
reactance, and the unit for it is the ohm, just as in 
the case of resistance, The formula for it is 


sl 
Xc эле 

'apacitive reactance in ohms 
‘requency in cycles per second 
С = Capacitance in farads 

14 


Although the unit of reactance is the ohm, 
there is no power dissipation in reactance. The 
energy stored in the capacitor in one quarter of the 
cycle is simply returned to the circuit in the next. 

‘The fundamental units (cycles per second, 
farads) are too large for practical use in radio 
circuits, However, if the capacitance is in micro- 
farads and the frequency is in megacycles, the 
reactance will come out in ohms in the formula. 


33 


Example: The reactance of a capacitor of 470 pF 
(0.00047 МЕ) at a frequency of 7150 kHz (7.15 MHz) is 


x 7474 ohms 


"las. es tac 
Tape” 28XTASX 00047 


Inductive Reactance 


When an alternating voltage is applied to a pure 
inductance (one with no resistance — all practical 
inductors have resistance) the current is again 90 
degrees out of phase with the applied voltage. 
However, in this case the current Jags 90 degrees 
behind the voltage — the opposite of the capacitor 
current-voltage relationship. 

The primary cause for this is the back emf 
generated in the inductance, and since the ampli- 
tude of the back emf is proportional to the rate at 
which the current changes, and this in tum is 
proportional to the frequency, the amplitude of 
the current is inversely proportional to the applied 
frequency. Also, since the back emf is proportional 
to inductance for a given rate of current change, 
the current flow is inversely proportional to 
inductance for a given applied voltage and frequen- 
cy. (Another way of saying this is that just enough 
current flows to generate an induced emf that 
equals and opposes the applied voltage.) 

The coinbined effect of inductance and fre- 
quency is called inductive reactance, also expressed 
in ohms, and the formula for it is 


Жи, = 2nfL 


where Ху, = Inductive reactance in ohms 
f= Frequency in cycles per second 
L- Inductance in henrys 

3.14 


Example: The reactance of a 15-microhenry coil at a 
frequency of 14 MHz is 


Ху, = 270. = 628 X 14 X 15 = 1319 ohms 


In radio-frequency circuits the inductance 
values usually are small and the frequencies are 
large. If the inductance is expressed in millihenrys 
and the frequency in kilocycles, the conversion 
factors for the two units cancel, and the formula 
for reactance may be used without first converting 
to fundamental units. Similarly, no conversion is 
necessary if the inductance is in microhenrys and 
the frequency is in megacycles. 


А. 
AMPLITUDE 


Fig, 2-27 — Phase relationships between yoltage 
and current when an alternating voltage is applied 
to an inductance, 
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Fig. 2-28 — Inductive and capacitive геастапсе vs. frequency. Heavy lines represent multiples of 10, 
intermediate light lines multiples of 5; e.g., the light line between 10 MH and100UH represents5O МН, 
the light line between 0.1 ШР and 1 ШЕ represents 0.5 UF, etc. Intermediate values can beestimated 


with the help of the interpolation scale. 


Reactances outside the range of the chart may be found by applying appropriate factors to values 
within the chart range. For example, the reactance of 10 henrys at 60 cycles can be found by taking the 
reactance to 10 henrys at 600 cycles and dividing by 10 for the 10-times decrease in frequency. 


Example: The reactance of a coil having an inductance 
of 8 hentys, at a frequency of 120 cycles, is 


X = 2nfL = 6.28 X 120 X 8 = 6029 ohms 


The resistance of the wire of which the coil is 
wound has no effect on the reactance, but simply 
acts as though it were a separate resistor connected 
in series with the coil. 


Ohm’s Law for Reactance 


Ohm's Law for an ac circuit containing only 
reactance is 


where Е = Emf in volts 
1 = Current in amperes 
X = Reactance in ohms 


The reactance in the circuit may, of course, be 
either inductive or capacitive. 
Example: If a current of 2 amperes is flowing through 
the capacitor of the earlier example (reactance 
ohms) at 7150 KHz, the voltage drop across the capa 
E-IX = 2X 414 = 94,8 volts 


If 400 volts at 120 hertz is applied to the 8-henry 
inductor of the earlier example, the current through the 
coil will be 


1 


= E = 220, = 0.0663 amp. (66.3 mA) 


Reactance Chart 

The accompanying chart, Fig. 2-28, shows the 
reactance of capacitances from 1 pF to 100 ДЕ, 
and the reactance of inductances from 0.1 МН to 


10 henrys, for frequencies between 100 hertz and 
100 megahertz per second. The approximate value 


Impedance 


of reactance can be read from the chart or, where 
more exact values are needed, the chart will serve 
as a check on the order of magnitude of reactances 
calculated from the formulas given above, and thus 
avoid "decimal-point errors,” 


Reactances in Series and Parallel 


When reactances of the same kind are connect- 
ed in series or parallel the resultant reactance is 
that of the resultant inductance or capacitance. 
This leads to the same rules that are used when 
determining the resultant resistance when resistors 
are combined. That is, for series reactances of the 
same kind the resultant reactance is 


Х=Х! + Х2 + ХЗ + X4 


and for reactances of the same kind in parallel the 
resultant is 


x 
ER ad 
XI” X'x3*x4 
or for two in parallel, 
= ux 
XIF XI 


The situation is different when reactances of 
opposite kinds are combined. Since the current in a 
capacitance leads the applied voltage by 90 degrees 
and the current in an inductance lags the applied 
voltage by 90 degrees, the voltages at the terminals 
of opposite types of reactance are 180 degrees out 
of phase in a series circuit (in which the current has 
to be the same through all elements), and the 
currents in reactances of opposite types are 180 
degrees out of phase in a parallel circuit (in which 
the same voltage is applied to all elements). The 
180-degree phase relationship means that the cur- 
rents or voltages are of opposite polarity, so in the 
series circuit of Fig. 2-29A the voltage EL across 
the inductive reactance XL is of opposite polarity 
to the voltage ЕС across the capacitive reactance 
XC. Thus if we call XL “positive” and XC 
“negative” (a common convention) the applied 
voltage EAC is EL — EC. In the parallel circuit at В 
the total current, 7, is equal to JL — IC, since the 
currents are 180 degrees out of phase. 

In the series case, therefore, the resultant 
reactance of XL and XC is 


X7 Xy — Xc 
and in the parallel case 
х= 20100 
Хр— Хе 
H H 
И 
хэ E A n 
Бе + бе СЖ TUA 
inan prd 
а) 8 


Fig. 2-29 — Series and parallel circuits containing 
opposite kinds of reactance, 
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Note that in the series circuit the total react- 
ance is negative if XC is larger than XL; this 
indicates that the total reactance is capacitive in 
such a case, The resultant reactance in a series 
circuit is always smaller than the larger of the two 
individual reactances. 

In the parallel circuit, the resultant reactance is 
negative (ie., capacitive) if XL is larger than XC, 
and positive (inductive) if XL is smaller than XC, 
but in every case is always larger than the smaller 
of the two individual reactances. 

In the special case where XL = XC the total 
reactance is zero in the series circuit and infinitely 
large in the parallel circuit, 


Reactive Power 


In Fig. 2-29A the voltage drop across the 
inductor is larger than the voltage applied to the 
circuit, This might seem to be an impossible 
condition, but it is not; the explanation is that 
while energy is being stored in the inductor's 
magnetic field, energy is being returned to the 
circuit from the capacitor's electric field, and vice 
versa. This stored energy is responsible for the fact 
that the voltages across reactances in series can be 
larger than the voltage applied to them. 

In a resistance the flow of current causes 
heating and a power loss equal to /2R. The power 
in a reactance is equal to 72X, but is not а “loss”; it 
is simply power that is transferred back and forth 
between the field and the circuit but not used up 
in heating-anything. To distinguish this “nondis- 
sipated" power from the power which is actually 
consumed, the unit of reactive power is called the 
volt-ampere-reactive, or var, instead of the watt. 
Reactive power is sometimes called “wattless” 
power. 


IMPEDANCE 


When a circuit contains both resistance and 
reactance the combined effect of the two is called 
impedance, symbolized by the letter 2. (Impe- 
dance is thus a more general term than either 
resistance or reactance, and is frequently used even 
for circuits that have only resistance or reactance, 
although usually with a qualification — such as 
“resistive impedance” to indicate that the circuit 
has only resistance, for example.) 

The reactance and resistance comprising an 
impedance may be connected either in series or in 
parallel, as shown in Fig. 2-30. In these circuits the 
reactance is shown as a box to indicate that it may 
be either inductive or capacitive. In the series 
circuit the current is the same in both elements, 
with (generally) different voltages appearing across 
the resistance and reactance. In the parallel circuit 
the same voltage is applied to both elements, but 
different currents flow in the two branches. 

Since in a resistance the current is in phase with 
the applied voltage while in a reactance it is 90 
degrees out of phase with the voltage, the phase 
relationship between current and voltage in the 
circuit as a whole may be anything between zero 
and 90 degrees, depending on the relative amounts 
of resistance and reactance. 
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Fig. 2-30 — Series and parallel circuits containing 
resistance and reactance. 


Series Circuits 


When resistance and reactance are in series, the 
impedance of the circuit is 


Z=YR2+ X2 


where Z= Impedance in ohms 
R= Resistance in ohms 
X= Reactance in ohms 
The reactance may be either capacitive or induc- 
буе, If there are two or more reactances in the 
circuit they may be combined into a resultant by 
the rules previously given, before substitution into 
the formula above; similarly for resistances. 

The “square root of the sum of the squares” 
rule for finding impedance in a series circuit arises 
from the fact that the voltage drops across the 
resistance and reactance are 90 degrees out of 
phase, and so combine by the same rule that 
applies in finding the hypothenuse of а right-angled 
triangle when the base and altitude are known, 


Parallel Circuits 


With resistance and reactance in parallel, as in 
Fig. 2-30B, the impedance is 


YR2+ X2 


where the symbols have the same meaning as for 
series circuits. 

Just as in the case of series circuits, a number of 
reactances in parallel should be combined to find 
the resultant reactance before substitution into the 
formal above; similarly for a number of resistances 
in parallel. 


Equivalent Series and Parallel Circuits 


The two circuits shown in Fig. 2-30 are 
equivalent if the same current flows when a given 
voltage of the same frequency is applied, and if the 
phase angle between voltage and current is the 
same in both cases. It is in fact possible to 
“transform” any given series circuit into an equiv- 
alent parallel circuit, and vice versa. 

Transformations of this type often lead to 
simplification in the solution of complicated 
circuits. However, from the standpoint of practical 
work the usefulness of such transformations lies in 
the fact that the impedance of a circuit may be 
modified by the addition of either series ог parallel 
elements, depending on which happens to be most 
convenient in the particular case. Typical applica- 
tions are considered later in connection with tuned 
circuits and transmission lines. 


ELECTRICAL LAWS AND CIRCUITS 


Ohm's Law for Impedance 


Ohm's Law can be applied to circuits contain- 
ing impedance just as readily as to circuits having 
resistance or reactance only. The formulas are 


where E = Emf in volts 

I =Current in amperes 

Z = Impedance in ohms 
Fig. 231 shows a simple cireuit consisting of а 
resistance of 75 ohms and а reactance of 100 ohms in 
Series. From the formula previously given, the impedance is 

2= УВЕ = Y05)2* (00)2 = 125 
If the applied voltage is 250 volts, then 


250 2 amperes 
0 = 2 ampere 


This current flows through both the resistance and reac- 
tance, so the voltage drops are 

ER=1R = 2 Х 75 = 150 volts 

EXL=IXL = 2 X 100 = 200 volts 
The simple arithmetical sum of these two drops, 350 volts, 
is greater than the applied voltage because the two voltages 
are 90 degrees out of phase. Their actual resultant, when 
phase is taken into account, is 


/50)2+ (200)2 = 250 volts 


Power Factor 


In the circuit of Fig. 2-31 an applied emf of 
250 volts results in a current of 2 amperes, giving 
an apparent power of 250 X 2 = 500 watts. 
However, only the resistance actually consumes 
power. The power in the resistance is 


Р = IZR = (2)2 X 75 = 300 watts 


The ratio of the power consumed to the apparent 
power is called the power factor of the circuit, and 
in this example the power factor would be 
300/500 = 0.6. Power factor is frequently ex- 
pressed as a percentage; in this case, it would be 60 
percent. 

“Real” or dissipated power is measured in 
watts; apparent power, to distinguish it from real 
power, is measured in volt-amperes. It is simply ће 
product of volts and amperes and has no direct 
relationship to the power actually used up or 
dissipated unless the power factor of the circuit is 
known. The power factor of a purely resistive 
circuit is 100 percent or 1, while the power factor 
of a pure reactance is zero. In this illustration, the 
reactive power is VAR = [2X = (2)2 X 100 = 400 
volt-amperes. 


Re75 ohms 


2100 ohms. 


Fig. 2-31 — Circuit used as an example for 
impedance calculations. 


Transformers for Audio Frequencies 


Reactance and Complex Waves 


It was pointed out earlier in this chapter that a 
complex wave (a “nonsinusoidal” wave) can be 
resolved into a fundamental frequency and a series 
Of harmonic frequencies. When such a complex 
Voltage wave is applied to a circuit containing 
reactance, the current through the circuit will not 
have the same wave shape as the applied voltage. 
This is because the reactance of an inductor and 
capacitor depend upon the applied frequency, For 
the second-harmonic component of a complex 
wave, the reactance of the inductor is twice and 
the reactance of the capacitor one-half their 
respective values at the fundamental frequency; for 
the third harmonic the inductor reactance is three 
times and the capacitor reactance one-third, and so 
on. Thus the circuit impedance is different for each 
harmonic component. 

Just what happens to the current wave shape 
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depends upon the values of resistance and reac- 
tance involved and how the circuit is arranged. In a 
simple circuit with resistance and inductive reac- 
tance in series, the amplitudes of the harmonic 
currents will be reduced because the inductive 
reactance increases in proportion to frequency. 
When capacitance and resistance are in series, the 
harmonic current is likely to be accentuated 
because the capacitive reactance becomes lower as 
the frequency is raised, When both inductive and 
capacitive reactance are present the shape of the 
current wave can be altered in a variety of ways, 
depending upon the circuit and the “constants,” or 
the relative values of L, C, and R, selected. 

This property of nonuniform behavior with 
respect to fundamental and harmonics is an ex- 
tremely useful опе, It is the basis of “filtering,” ог 
the suppression of undesired frequencies in favor 
of а single desired frequency ог group of such 
frequencies. 


TRANSFORMERS FOR AUDIO FREQUENCIES 


Two coils having mutual inductance constitute 
a transformer. The coil connected to the source of 
energy is called the primary coil, and the other is 
called the secondary coil. 

The usefulness of the transformer lies in the 
fact that electrical energy can be transferred from 
one circuit to another without direct connection, 
and in the process can be readily changed from one 
voltage level to another. Thus, if a device to be 
operated requires, for example, 115 volts ac and 
only a 440-volt source is available, a transformer 
can be used to change the source voltage to that 
required. A transformer can be used only with ac, 
since no voltage will be induced in the secondary if 
the magnetic field is not changing. If dc is applied 
to the primary of a transformer, a voltage will be 
induced in the secondary only at the instant of 
closing or opening the primary circuit, since it is 
only at these times that the field is changing. 


THE IRON-CORE TRANSFORMER 


As shown in Fig. 2-32, the primary and 
secondary coils of a transformer may be wound on 
a core of magnetic material. This increases the 
inductance of the coils so that а relatively small 
number of turns may be used to induce a given 
value of voltage with a small current. A closed core 
(one having a continuous magnetic path) such as 
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Fig. 2-32 — The transformer. Power is transferred 
from the primary coil to the secondary by means 
of the magnetic field. The upper symbol at right 
indicates an iron-core transformer, the lower one 
an air-core transformer. 


that shown in Fig. 2-32 also tends to insure that 
practically all of the field set up by the current in 
the primary coil will cut the turns of the secondary 
сой. However, the core introduces a power loss 
because of hysteresis and eddy currents so this 
type of construction is normally practicable only 
at power and audio frequencies, The discussion in 
this section is confined to transformers operating 
at such frequencies. 


Voltage and Turns Ratio 


For a given varying magnetic field, the voltage 
induced in a coil in the field will be proportional to 
the number of turns in the coil. If the two coils of 
a transformer are in the same field (which is the 
case when both are wound on the same closed 
core) it follows that the induced voltages will be 
proportional to the number of turns in each coil. 
In the primary the induced voltage is practically 
equal to, and opposes, the applied voltage, as 
described earlier. Hence, 


Secondary voltage 
Primary applied voltage 
Number of turns on secondary 
пр= Number of turns on primary 


The ratio, ns/np is called the secondary-to-primary 
turns ratio of the transformer. 


Example: A transformer has a primary of 400 tums and 
a secondary of 2800 tums, and an emf of 115 volts is 
applied to the primary. 
gp - 
D хиз=тх из 


= 805 volts 

Also, if an emf of 805 volts is applied to the 2800-tum 
winding (which then becomes the primary) the output 
voltage from the 400-turn winding will be 115 volts, 

Either winding of a transformer can be used as the 
primary, providing the winding has enough tums (enough 
inductance) to induce a voltage equal to the applied voltage 
‘without requiring an excessive current flow. 
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Effect of Secondary Current 


The current that flows in the primary when no 
current is taken from the secondary is called the 
magnetizing current of the transformer. In any 
properly-designed transformer the primary induc- 
tance will be so large that the magnetizing current 
will be quite small. The power consumed by the 
transformer when the secondary is “open” — that 
is, not delivering power — is only the amount 
necessary to supply the losses in the iron core and 
in the resistance of the wire with which the 
primary is wound. 

When power is taken from the secondary 
winding, the secondary current sets up a magnetic 
field that opposes the field set up by the primary 
current. But if the induced voltage in the primary 
is to equal the applied voltage, the original field 
must be maintained. Consequently, the primary 
must draw enough additional current to set up a 
field exactly equal and opposite to the field set up 
Ђу the secondary current. 

In practical calculations on transformers it may 
be assumed that the entire primary current is 
caused by the secondary "load." This is justifiable 
because the magnetizing current should be very 
small in comparison with the primary “load” 
current at rated power output. 

If the magnetic fields set up by the primary and 
secondary currents are to be equal, the primary 
current multiplied by the primary turns must equal 
the secondary current multiplied by the secondary 
turns. From this it follows that 


л, 
= 
where, = Primary current 
T, = Secondary current 
пр = Number of turns on primary 


па = Number of turns on secondary 


Example: Suppose that the secondary of the trans- 
former in the previous example is delivering a current of 0.2 
ampere to a load. Then the primary current will be 


Msp, = 2800 x 0.2= - 
тета“ UBB X02=7 X02= 14 amp. 


Although the secondary voltage is higher than the primary 
voltage, the secondary current is lower than the primary 
current, and by the same ratio. 


Power Relationships; Efficiency 
A transformer cannot create power; it can only 
transfer it and change the emf. Hence, the power 
taken from the secondary cannot exceed that 
taken by the primary from the source of applied 
emf. There is always some power loss in the 
resistance of the coils and in the iron core, so in all 
practical cases the power taken from the source 
will exceed that taken from the secondary. Thus, 
Ро= ПР: 
where Ро = Power output from secondary 
Р; = Power input to primary 
Efficiency factor 
The efficiency, n, always is less than 1. It is usually 
expressed as a percentage; if n is 0.65, for 
instances, the efficiency is 65 percent. 
Example: A transformer has an efficiency of 85 percent 


at its full-load output of 150 watts. The power input to the 
primary at full secondary load will be 


=Po= 150. 
ћу -Po- 150 = 176.5 watts 


ELECTRICAL LAWS AND CIRCUITS 


A transformer is usually designed to have its 
highest efficiency at the power output for which it 
is rated. The efficiency decreases with either lower 
or higher outputs. On the other hand, the losses in 
the transformer are relatively small at low output 
but increase as more power is taken. The amount 
of power that the transformer can handle is 
determined by its own losses, because these heat 
fhe wire and core. There is a limit to the 
temperature rise that can be tolerated, because 
too-high temperature either will melt the wire or 
cause the insulation to break down. A transformer 
can be operated a reduced output, even though the 
efficiency is low,because the actual loss will be low 
under such conditions. 

The fulldoad efficiency of small power trans- 
formers such as are used in radio receivers and 
transmitters usually lies between about 60 and 90 
percent, depending upon the size and design. 


Leakage Reactance 


In a practical transformer not all of the 
magnetic flux is common {о both windings, 
although in well-designed transformers the amount 
of flux that “cuts” one coil and not the other is 
only a small percentage of the total flux. This 
leakage flux causes an emf of self-induction; 
consequently, there are small amounts of leakage 
inductance associated with both windings of the 
transformer. Leakage inductance acts in exactly 
the same way as an equivalent amount of ordinary 
inductance inserted in series with the circuit. It 
has, therefore, a certain reactance, depending upon 
the amount of leakage inductance and the 
frequency. This reactance is called leakage reac- 
tance. 

Current flowing through the leakage reactance 
causes a voltage drop. This voltage drop increases 
with increasing current, hence it increases as more 
power is taken from the secondary. Thus, the 
greater the secondary current, the smaller the 
secondary terminal voltage becomes. The resis- 
tances of the transformer windings also cause 
voltage drops when current is flowing; although 
these voltage drops are not in phase with those 
caused by leakage reactance, together they result in 
a lower secondary voltage under load than is 
indicated by the turns ratio of the transformer. 

At power frequencies (60 cycles) the voltage at 
the secondary, with a reasonably well-designed 
transformer, should not drop more than about 10 
percent from open-circuit conditions to full load. 
The drop in voltage may be considerably more 
than this in a transformer operating at audio 
frequencies because the leakage reactance increases 
directly with the frequency. 


Impedance Ratio 
In an ideal transformer — one without losses or 
leakage reactance — the following relationship is 
true: 


The Ігоп-Соге Transformer 
where Zp = Impedance looking into primary ter- 
minals from source of power 

Z, Impedance of load connected to sec- 
ondary 
Np/N, = Turns ratio, primary to secondary 


That is, a load of any given impedance соппес- 
ted to the secondary of the transformer will be 
transformed to a different value “looking into” the 
primary from the source of power. The impedance 
transformation is proportional to the square of the 
primary-to-secondary turns ratio. 


Example: A transformer has a primary-to-secondary 
turns ratio of 0.6 (primary has 6/10 as many turns as the 
secondary) and a load of 3000 ohms is connected to the 
secondary. The impedance looking into the primary then 
will be 
4. 3000 X (0.6)2 = 3000 X 0.36 

= 1080 ohms 


By choosing the proper turns ratio, the imped- 

ance of a fixed load can be transformed to any 
desired value, within practical limits, If transformer 
losses can be neglected, the transformed ог 
“reflected” impedance has the same phase angle as 
the actual load impedance; thus if the load is a 
pure resistance the load presented by the primary 
to the source of power also will be a pure 
resistance. 
‚ The above relationship may be used in practical 
work even though it is based on an "ideal" 
transformer. Aside from the normal design require- 
ments of reasonably low internal losses and low 
leakage reactance, the only requirement is that the 
primary have enough inductance to operate with 
low magnetizing current at the voltage applied to 
the primary. 

The primary impedance of a transformer — as it 
appears to the source of power — is determined 
wholly by the load connected to the secondary and 
by the turns ratio, If the characteristics of the 
transformer have an appreciable effect on the 
impedance presented to the power source, the 
transformer is either poorly designed or is not 
suited to the voltage and frequency at which it is 
being used. Most transformers will operate quite 
well at voltages from slightly above to well below 
the design figure. 


Impedance Matching 


Many devices require a specific value of load 
resistance (or impedance) for optimum operation. 


Fig. 2-33 — The equivalent circuit of a transformer 
includes the effects of leakage inductance and 
resistance of both primary and secondary windings. 
The resistance Re is an equivalent resistance 
representing the core losses, which are essentially 
constant for any given applied voltage and 
frequency. Since these are comparatively small, 
their effect may be neglected in many approximate 
calculations. 


CORE TYPE 


Fig. 2-34 — Two common types of transformer 
construction. Core pieces are interleaved to provide 
а continuous magnetic path, 


The impedance of the actual load that is to 
dissipate the power may differ widely from this 
value, so a transformer is used to change the actual 
load into an impedance of the desired value. This is 
called impedance matching. From the preceding, 


Np. үз» 


№ 5 


where N/N, = Required turns ratio, primary to 
secondary 
Primary impedance required 
Impedance of load connected to 
secondary 
Example: A vacuum-tube af amplifier requires a load of 
5000 ohms for optimum performance, and is to be 
connected to a loudspeaker having an impedance of 10 
‘ohms. The turns ratio, primary to secondary, required in 
the coupling transformer is 


N; 2. a m 
Nan = ҮШ 50-224 


"The primary therefore must have 22.4 times s many turns 
as the secondary. 

Impedance matching means, in general, adjust- 
ing the load impedance — by means of a trans- 
former or otherwise — to a desired value. However, 
there is also another meaning. It is possible to show 
that any source of power will deliver its maximum 
possible output when the impedance of the load is 
equal to the internal impedance of the source. The 
impedance of the source is said to be "matched" 
under this condition. The efficiency is only 50 
percent in such a case; just as much power is used 
up in the source as is delivered to the load. Because 
of the poor efficiency, this type of impedance 
matching is limited to cases where only a small 
amount of power is available and heating from 
power loss in the source is not important. 


7, 


Transformer Construction 


Transformers usually are designed so that the 
magnetic path around the core is as short as 
possible. A short magnetic path means that the 
transformer will operate with fewer turns, for a 
given applied voltage, than if the path were long. A 
short path also helps to reduce flux leakage and 
therefore minimizes leakage reactance. 

Two core shapes are їп common use, as shown 
in Fig. 2-34, In the shell type both windings are 
placed on the inner leg, while in the core type the 


İron Core 


Load 


Fig. 2-35 — The autotransformer is based on the 
transformer principle, but uses only one winding. 
The line and load currents in the common winding 
(A) flow in opposite directions, so that the 
resultant current is the difference between them. 
The voltage across A is proportional to the turns 
ratio. 


primary and secondary windings may be placed on 
Separate legs, if desired. This is sometimes done 
when it is necessary to minimize capacitive effects 
between the primary and secondary, or when one 
of the windings must operate at very high voltage. 

Core material for small transformers is usually 
silicon steel, called “transformer iron.” The core is 
built up of laminations, insulated from each other 
(by a thin coating of shellac, for example) to 
prevent the flow of eddy currents, The laminations 
are interleaved at the ends to make the magnetic 
path as continuous as possible and thus reduce flux 
leakage. 

The number of turns required in the primary 
for a given applied emf is determined by the size, 
shape and type of core material used, and the 
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frequency. The number of turns required is in- 
versely proportional to the cross-sectional area of 
the core. As a rough indication, windings of small 
power transformers frequently have about six to 
eight turns per volt on a core of 1-square-inch cross 
section and have a magnetic path 10 or 12 inches 
in length. A longer path or smaller cross section 
requires more turns per volt, and vice versa. 

In most transformers the coils are wound in 
layers, with a thin sheet of treated-paper insulation 
between each layer. Thicker insulation is used 
between coils and between coils and core. 


Autotransformers 


The transformer principle can be utilized with 
only one winding instead of two, as shown in Fig. 
2-35; the principles just discussed apply equally 
well A one-winding transformer is called an 
autotransformer. The current in the common 
section (A) of the winding is the difference 
between the line (primary) and the load (second- 
ary) currents, since these currents are out of phase. 
Hence if the line and load currents are nearly equal 
the common section of the winding may be wound 
with comparatively small wire. This will be the case 
only when the primary (line) and secondary (load) 
voltages are not very different, The’ auto- 
transformer is used chiefly for boosting or reducing 
the power-line voltage by relatively small amounts. 
Continuously-variable autotransformers are 
commercially available under a variety of trade 
names; "Variac" and “Powerstat” are typical 
examples. 


THE DECIBEL 


In most radio communication {һе received 
signal is converted into sound. This being the case, 
it is useful to appraise signal strengths in terms of 
relative loudness as registered by the ear. A 
peculiarity of the ear is that an increase or decrease 
in loudness is responsive to the ratio of the 
amounts of power involved, and is practically 
independent of absolute value of the power. For 
example, if a person estimates that the signal is 
“twice as loud” when the transmitter power is 
increased from 10 watts to 40 watts, he will also 
estimate that а 400-watt signal is twice 25 loud as a 
100-watt signal. In other words, the human ear has 
a logarithmic response. 

This fact is the basis for the use of the 
relative-power unit called the decibel (abbreviated 
dB). A change of one decibel in the power level is 
just detectable as а change in loudness under ideal 
conditions. The number of decibels corresponding 
to a given power ratio is given by the following 
formula: 


Е Ра 
dB = 10105 72 
Common logarithms (base 10) are used. 


Voltage and Current Ratios 


Note that the decibel is based on power ratios. 
Voltage or current ratios can be used, but only 
when the impedance is the same for both values of 


voltage, or current, The gain of an amplifier cannot 
be expressed correctly in dB if it is based on the 
ratio of the output voltage to the input voltage 
unless both voltages are measured across the same 
value of impedance. When the impedance at both 
points of measurement is the same, the following 
formula may be used for voltage or current ratios: 


ав=20 lose or 20 пов! 
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Fig. 2-36 — Decibel chart for power, voltage and 
current ratios for power ratios of 1:1 and 10:1, In 
determining decibels for current or voltage ratios 
the currents (or voltages) being compared must be 
referred to the same value of impedance. 
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Radio-Frequency Circuits 


Decibel Chart 

The two formulas are shown graphically in Fig. 
2-36 for ratios from 1 to 10. Gains (increases) 
expressed in decibels may be added arithmetically; 
losses (decreases) may be subtracted. A power 
decrease is indicated by prefixing the decibel figure. 
with a minus sign. Thus +6 dB means that the 
power has been multiplied by 4, while —6 dB 
means that the power has been divided by 4. 

The chart may be used for other ratios by 
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adding (ог subtracting, if a loss) 10 dB each time 
he ratio scale is multiplied by 10, for power ratios; 
or by adding (or subtracting) 20 dB each time the 
scale is multiplied by 10 for voltage or current 
ratios. For example, a power ratio of 2.5 is 4 dB 
(from the chart). A power ratio of 10 times 2.5, or 
25, is 14 dB (10 + 4), and a power ratio of 100 
times 2.5, or 250, is 24 dB (20 + 4). A voltage or 
current ratio of 4 is 12 dB, a voltage or current 
ratio of 40 is 32 dB (20 + 12), and one of 400 is 52 
dB (40+ 12). 
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RESONANCE IN SERIES CIRCUITS 


Fig. 2-37 shows a resistor, capacitor and in- 
ductor connected in series with a source of 
alternating current, the frequency of which can be 
varied over a wide range. At some low frequency 
the capacitive reactance will be much larger than 
the resistance of R, and the inductive reactance 
will be small compared with either the reactance of 
C or the resistance of R. (R is assumed to be the 
same at all frequencies.) On the other hand, at 
some very high frequency the reactance of C will 
be very small and the reactance of L will be very 
large. In either case the current will be small, 
because the net reactance is large. 

At some intermediate frequency, the reactances 
of C and L will be equal and the voltage drops 
across the coil and capacitor will be equal and 180 
degrees out of phase. Therefore they cancel each 
other completely and the current flow is deter- 
mined wholly by the resistance, К. At that 
frequency the current has its largest possible value, 
assuming the source voltage to be constant regard- 
less of frequency. A series circuit in which the 
inductive and capacitive reactances are equal is said 
to be resonant. 

The principle of resonance finds its most 
extensive application in radio-frequericy circuits. 
The reactive effects associated with even small 
inductances and capacitances would place drastic 
limitations on rf circuit operation if it were not 
possible to "cancel them out” by supplying the 
tight amount of reactance of the opposite kind — 
in other words, “tuning the circuit to resonance.” 


Resonant Frequency 


The frequency at which a series circuit is 
resonant is that for which XL =XC . Substituting 


2-37 — A series circuit containing L, C and R 
is “resonant” at the applied frequency when the 
reactance of C is equal to the reactance of L. 


the formulas for inductive and capacitive reactance 
gives 


fert. 
Die 

Frequency in cycles per second 
Inductance in henrys 
Capacitance in farads 
3.14 
These units are inconveniently large for radio- 
frequency circuits. A formula using more appro- 
priate units is 


where 


Frequency in kilohertz (kHz) 
Inductance in microhenrys (ИН) 
Capacitance in picofarads (pF) 


Example: The resonant frequency of a series circuit 
containing a 51H inductor and a 35-рЕ capacitor is 


EUM ENS UEM 
2тИС 628x У5Х 35 


= lt 1. 
“628X132 83 пани 


RELATIVE CURRENT 


various values of series resistance, The values are 
arbitrary and would not apply to all circuits, but 
represent a typical case. It is assumed that the 
reactances (at the resonant frequency) are 1000 
ohms. Note that at frequencies more than plus or 
minus ten percent away from the resonant 
frequency the current is заета unaffected 
by the resistance in the circuit. 
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The formula for resonant frequency is not affected 
by resistance in the circuit. 


Resonance Curves 


If a plot is drawn on the current flowing in the 
circuit of Fig. 2-37 as the frequency is varied (the 
applied voltage being constant) it would look like 
one of the curves in Fig. 2-38. The shape of the 
resonance curve at frequencies near resonance is 
determined by the ratio of reactance to resistance. 

ТЕ the reactance of either the coil or capacitor is 
of the same order of magnitude as the resistance, 
the current decreases rather slowly as the 
frequency is moved in either direction away from. 
resonance. Such a curve is said to be broad. On the 
other hand, if the reactance is considerably larger 
than the resistance the current decreases rapidly as 
the frequency moves away from resonance and the 
circuit is said to be sharp. A sharp circuit will 
respond a great deal more readily to the resonant 
frequency than to frequencies quite close to 
resonance; a broad circuit will respond almost 
equally well to a group or band of frequencies 
centering around the resonant frequency. 

Both types of resonance curves are useful. A 
sharp circuit gives good selectivity — the ability to 
respond strongly (in terms of current amplitude) at 
one desired frequency and discriminate against 
others. А broad circuit is used when the apparatus 
must give about the same response over a band of 
frequencies rather than to a single frequency alone. 


о 


Most diagrams of resonant circuits show only 
inductance and capacitance; no resistance is indi- 
cated. Nevertheless, resistance is always present. At 
frequencies up to perhaps 30 MHz this resistance is 
mostly in the wire of the coil. Above this fre- 
quency energy loss in the capacitor (principally in 
the solid dielectric which must be used to form an 
insulating support for the capacitor plates) also 
becomes a factor. This energy loss is equivalent to 
resistance. When maximum sharpness or selectivity 
is needed the object of design is to reduce the 
inherent resistance to the lowest possible value. 

The value of the reactance of either the 
inductor or capacitor at the resonant frequency of 
а seriesresonant circuit, divided by the series 
resistance in the circuit, is called the Q сену 
factor) of the circuit, ог 


Q=: 


whereQ= Quality factor 
X= Reactance of either coil or capacitor in 
ohms 
r= Series resistance in ohms 
Example: The inductor and capacitor in а series circuit 
sach have a reactance of 350 ohms at the resonant 
frequency, The resistance is 5 ohms. Then the Q is 


о-ї-3й-т 


The effect of Q on the sharpness of resonance 
of a circuit is shown by the curves of Fig. 2-39. In 
these curves the frequency change is shown in 
percentage above and below the resonant fre- 
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RELATIVE, CURRENT 


PER CENT CHANGE FROM RESONANT 
FREQUENCY 


Fig. 2-39 — Current in series-resonant circuits 


having different Qs. In this graph the current at 
resonance is assumed to be the same in all cases. 
The lower the Q, the more slowly the current 
decreases as the applied frequency is moved away 
from resonance. 


quency. Qs of 10, 20, 50 and 100 are shown; these 
values cover much of the range commonly used in 
radio work. The unloaded О of a circuit is 
determined by the inherent resistances associated 
with the components. 


Voltage Rise at Resonance 


When a voltage of the resonant frequency is 
inserted in series in a resonant circuit, the voltage 
that appears across either the inductor or capacitor 
is considerably higher than the applied voltage. The 
current in the circuit is limited only by the 
resistance and may have a relatively high value; 
however, the same current flows through the high 
reactances of the inductor and capacitor and causes 
large voltage drops. The ratio of the reactive 
voltage to the applied voltage is equal to the ratio 
of reactance to resistance. This ratio is also the Q 
of the circuit. Therefore, the voltage across either 
the inductor or capacitor is equal to QE where E is 
the voltage inserted in series. This fact accounts for 
the high voltages developed across the components 
Of series-tuned antenna couplers (see chapter on 
"Transmission Lines"). 


RESONANCE IN PARALLEL CIRCUITS 


When a variable-frequency source of constant 
voltage is applied to a parallel circuit of the type 
shown in Fig. 2-40 there is a resonance effect 
similar to that in a series circuit. However, in this 
case the "line" current (measured at the point 
indicated) is smallest at the frequency for which 
the inductive and capacitive reactances are equal. 
At that frequency the current through L is exactly 
canceled by the out-of-phase current through C, so 
that only the current taken by R flows in the line. 
At frequencies below resonance the current 
through Z is larger than that through C, because 
the reactance of L is smaller and that of C higher at 
low frequencies; there is only partial cancellation 
of the two reactive currents and the line current 
therefore is larger than the current taken by R 
alone. At frequencies above resonance the situation 
is reversed and more current flows through С than 


Resonance in Parallel Circuits 


Exc CER L 


Fig. 2-40 — Circuit illustrating parallel resonance. 


through L, so the line current again increases. The 
current at resonance, being determined wholly by 
R, will be small if R is large and large if R is small. 

The resistance R shown in Fig. 240 is not 
necessarily an actual resistor. In many cases it will 
be the series resistance of the coil "transformed" 
to an equivalent parallel resistance (see later). It. 
may be antenna or other load resistance coupled 
into the tuned circuit. In all cases it represents the 
total effective resistance in the circuit. 

Parallel and series resonant circuits are quite 
alike in some respects. For instance, the circuits 
given at A and B in Fig. 241 will behave 
identically, when an external voltage is applied, if 
(1) L and C are the same in both cases; and (2) R 
multiplied by r, equals the square of the reactance 
(at resonance) of either L or C. When these 
conditions are met the two circuits will have the 
same Q. (These statements are appioximate, but 
are quite accurate if the Q is 10 or more.) The 
circuit at A is a series circuit if it is viewed from 
the "inside" — that is, going around the loop 
formed by L, C andr — so its Q can be found from 
the ratio of X tor. 

Thus a circuit like that of Fig. 241A has an 
equivalent parallel impedance (at resonance) 


of =; Xis the reactance of either the 


inductor or the capacitor. Although R is not an 
actual resistor, to the source of voltage the 
parallel-resonant circuit "looks like” a pure resis- 
tance of that value, It is “pure” resistance because 
the inductive and capacitive currents are 180 
degrees out of phase and are equal; thus there is no 
reactive current in the line, In a practical circuit 
with a high-O capacitor, at the resonant frequency 
the parallel impedance is 
Z,-QX 


Resistive impedance at resonance 
Quality factor of inductor 

Reactance (in ohms) of either the in- 
ductor or capacitor 


where Z, 


(A) (B) 


Fig. 2-41 — Series and parallel equivalents when 
the two circuits are resonant. The series resistance, 
т, in A is replaced in B by the equivalent parallel 
resistance (А = X?c/r = Х21/7) and vice versa. 
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Fig. 2-42 — Relative impedance of parallel-resonant 
circuits with different Os. These curves are similar 
to those in Fig. 2-39 for current in a series-resonant 
circuit. The effect of Q on impedance is most 
marked near the resonant frequency. 


Example: The parallel impedance of a circuit with a coil 
Q of 50 and having inductive and capacitive reactance of 
300 ohms will be 


Z 


Х = 50 X 300 = 15,000 ohms 


At frequencies off resonance the impedance is 
по longer purely resistive because the inductive and 
capacitive currents are not equal. The off-resonant 
impedance therefore is complex, and is lower than 
the resonant impedance for the reasons previously 
outlined, 

The higher the Q of the circuit, the higher the 
parallel impedance, Curves showing the variation of 
impedance (with frequency) of a parallel circuit 
have just the same shape as the curves showing the 
variation of current with frequency in a series 
circuit. Fig. 2-42 is a set of such curves. A set of 
curves showing the relative response as a function 
of the departure from the resonant frequency 
would be similar to Fig. 2-39. The —3 dB band- 
width (bandwidth at 0.707 relative response) is 
given by 

Bandwidth —3 dB = 7/0 


where fo is the resonant frequency and Q the 
circuit О. It is also called the “half-power” 
bandwidth, for ease of recollection. 


Parallel Resonance in Low-Q Circuits 


The preceding discussion is accurate only for Qs 
of 10 or more. When the Q is below 10, resonance 
in a parallel circuit having resistance in series with 
the coil, as in Fig. 2-41A, is not so easily defined. 
There is a set of values for Z and C that will make 
the parallel impedance a pure resistance, but with 
these values the impedance does not have its 
maximum possible value. Another set of values for 
L and C will make the parallel impedance a 
maximum, but this maximum value is not a pure 
resistance. Either condition could be called 
“resonance,” so with low-Q circuits it is necessary 
to distinguish between maximum impedance and 
resistive impedance parallel resonance. The differ- 
ence between these Z and C values and the equal 
reactances of a series-resonant circuit is appreciable 
when the Q is in the vicinity of 5, and becomes 
more marked with still lower Q values. 


(А) (8) 
Fig. 2-43 — The equivalent circuit of a resonant 
circuit delivering power to a load, The resistor R 
represents the load resistance. At B the load is 
tapped across part of L, which by transformer 
action is equivalent to using a higher load 
resistance across the whole circuit, 


Q of Loaded Ci 


In many applications of resonant circuits the 
only power lost is that dissipated in the resistance 
of the circuit itself. At frequencies below 30 MHz 
most of this resistance is in the coil. Within limits, 
increasing the number of turns in the coil increases 
the reactance faster than it raises the resistance, so 
coils for circuits in which the Q must be high are 
made with relatively large inductance for the 
frequency. 

However, when the circuit delivers energy to a 
load (as in the case of the resonant circuits used in 
transmitters) the energy consumed in the circuit 
itself is usually negligible compared with that 
consumed by the load. The equivalent of such a 
circuit is shown in Fig. 2-43A, where the parallel 
resistor represents the load to which power is 
delivered. If the power dissipated in the load is at 
least ten times as great as the power lost in the 
inductor and capacitor, the parallel impedance of 
the resonant circuit itself will be so high compared 
with the resistance of the load that for all practical 
purposes the impedance of the combined circuit is 
equal to the load resistance. Under these condi- 
tions the Q of a parallel resonant circuit loaded by 
a resistive impedance is 


its 


where R = Parallel load resistance (ohms) 
X= Reactance (ohms) 


Example: A resistive load of 3000 ohms is connected 
across a resonant circuit in which the inductive and 
capacitive reactances are each 250 ohms. The circuit Q is 


inis В = 3000. 
Lab air ~ 1? 

The "effective" Q of a circuit loaded by а 
parallel resistance becomes higher when the re- 
actances are decreased. A circuit loaded with a 
relatively low resistance (a few thousand ohms) 
must have low-reactance elements (large capaci- 
tance and small inductance) to have reasonably 
high Q. 

Impedance Transformation 

An important application of the parallel- 
resonant circuit is as an impedance-matching device 
in the output circuit of a vacuum-tube rf power 
amplifier, As described in the chapter on vacuum 
tubes, there is an optimum value of load resistance 
for each type of tube and set of operating 
conditions. However, the resistance of the load to 
which the tube is to deliver power usually is 
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considerably lower than the value required for 
proper tube operation. To transform the actual 
load resistance to the desired value the load may be 
tapped across part of the coil, as shown in Fig. 
2-43B. This is equivalent to connecting a higher 
value of load resistance across the whole circuit, 
and is similar in principle to impedance transforma- 
tion with an ironcore transformer. In high- 
frequency resonant circuits the impedance ratio 
does not vary exactly as the square of the turns 
ratio, because all the magnetic flux lines do not cut 
every tum of the coil. A desired reflected im- 
pedance usually must be obtained by experimental 
adjustment. 

When the load resistance has a very low value 
(зау below 100 ohms) it may be connected in 
series in the resonant circuit (as in Fig. 2-41A, for 
example), in which case it is transformed to an 
equivalent parallel impedance as previously de- 
scribed. If the Q is at least 10, the equivalent 
parallel impedance is 


where Z,- Resistive parallel impedance at reso- 
nance 
Х = Reactance (in ohms) of either the coil 
or capacitor 
= Load resistance inserted in series 


If the Q is lower than 10 the reactance will have 
to be adjusted somewhat, for the reasons given in 
the discussion of low-Q circuits, to obtain a 
resistive impedance of the desired value. 

While the circuit shown in Fig. 2438 will 
usually provide an impedance step-up as with an 
iron-core transformer, the network has some 
serious disadvantages for some applications. For 
instance, the common connection provides по dc 
isolation and the common ground is sometimes 
troublesome in regards to ground-loop currents. 
Consequently, a network in which only mutual 
magnetic coupling is employed is usually prefer- 
able. However, no impedance step-up will result 
unless the two coils are coupled tightly enough. 
The equivalent resistance seen at the input of the 
network will always be lower regardless of the 
turns ratio employed. However, such networks are 
still useful in impedance-transformation applica- 
tions if the appropriate capacitive elements are 
used. A more detailed treatment of matching 
networks and similar devices will be taken up in 
the next section. 

Unfortunately, networks involving reactive 
elements are usually narrowband in nature and it 
would be desirable if such elements could be 
eliminated in order to increase the bandwidth. 
With the advent of ferrites, this has become 
possible and it is now relatively easy to construct 
actual impedance transformers that are both broad- 
band and permit operation well up into the vhf 
portion of the spectrum. This is also accomplished 
in part by tightly coupling the two (or more) coils 
that make up the transformer either by twisting 
the conductors together or winding them in a 
parallel fashion. The latter configuration is some- 
times called a bifiliar winding. 


Coupled Circuits and Filters 


COUPLED CIRCUITS AND FILTERS 


Simple Ladder Networks 


Two circuits are said to be coupled when a 
voltage or current in one network produces a 
voltage or current in the other one. The network 
where the energy originates is often called the 

circuit and the network that receives the 
enery is called the circuit. Such 
coupling is often of a desirable nature since in the 
process, unwanted frequency components or noise 
may be rejected or isolated and power transferred 
from a source to a load with greatest efficiency. On 
the other hand, two or more circuits may be 
coupled inadvertently and undesirable effects pro- 
duced. While a great number of coupling-circuit 
configurations are possible, one very important 
class covers so many practical applications that 
analysis of it will be covered in detail. 

Any two circuits that are coupled can be drawn 
schematically as shown in Fig. 1A. A voltage 
source represented by Бас with a source resistance 
Ry and a source reactance Хр is connected to the 
input of the coupling network, thus forming the 
primary circuit. At the output, a load reactance X, 
and a load resistance R, are connected as shown to 
form the secondary circuit. The circuit in the box 
could consist of ап infinite variety of resistors, 
capacitors, inductors, and even transmission lines. 
However, it will be assumed that the network can 
be reduced to a combination of series and shunt 
elements consisting only of inductors and capac- 
itors as indicated by the circuit shown in Fig. 1B. 
For obvious reasons, the circuit is often called a 
ladder network. In addition, if there are no 
resistive elements present, or if such elements can 
be neglected, the network is said to be dis- 
sipationless. 

If a network is dissipationless, all the power 
delivered to the input of the network will be 
dissipated in the load resistance Rg. This effect 
leads to important simplifications in computations 
involved in coupled networks. The assumption of a 
dissipationless network is usually valid with trans- 
mitting circuits since even a small network loss (0.5 
dB) will result in considerable heating at the higher 
power levels used in amateur applications. On the 
other hand, coupled circuits used in some receiving 
stages may have considerable loss. This is because 
the network may have some advantage and its high 
Joss can be compensated by additional am- 
plification in another stage. However, such devices 
form a relatively small minority of coupled net- 
works commonly encountered and only the dis- 
sipationless case will be considered in this section. 


Effective Attenuation and Insertion Loss 


The most important consideration in any 
coupled network is the amount of power delivered 
to the load resistance, R,, from the source, Eac, 
with the network present. Rather than specify the 
source voltage each time, a comparison is made 
with the maximum available power from any 
source with a given primary resistance, Rp. The 


value of Rp might be considered as the impedance 
level associated with a complex combination of 
sources, transmission lines, coupled networks, and 
even antennas. Typical values of Ry are 520,750, 
3002, and 6002. The maximum available power is 


given by: 
P, Е, ac? 
max ag — 


If the network is also dissipationless, the power 
delivered to the load resistance, Rg, is just the 
power “dissipated” in Rin. This power is related to 
the input current by: 
Po 7 lin? Rin 
and the current in terms of the other variables is: 
Е, 


Ур + Rin? + (Хр + Хы)? 


Tin = 


Combining the foregoing expressions gives a very 
useful formula for the ratio of power delivered to a 
load in terms of the maximum available power. 
This ratio expressed in decibels is given by: 


Po 
Айп=  —10log(5—) = 
in, 


108 4RinRp 
CU рвы + (Ху + Хаи) 


and is sometimes called the effective attenuation. 

In the special case where Хр and X, are either 
zero or can be combined into a coupling network, 
and where Rp is equal to Rs, the effective 


COUPLING 
NETWORK 


ЊЕ 


(A) 


(8) 
Fig. 1 — A representative coupling circuit (А) and 
ladder network (В). 
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attenuation is also equal to the insertion loss of the 
network. The insertion loss is the ratio of the 
power delivered to the load with the coupling 
network in the circuit to the power delivered to 
the load with the network absent. Unlike the 
effective attenuation which is always positive when 
defined by the previous formula, the insertion loss 
can take on negative values if Ry is not equal to А; 
or if Хр and X, are not zero, In effect, the insertion 
loss would represent a power gain under these 
conditions, The intepretation of this effect is that 
maximum available power does not occur with the 
coupling network out of the circuit because of the 
unequal source and load resistances and the non- 
zero геасіапсеѕ. With the network in the circuit, 
the resistances are now "matched" and the reac- 
tances are said to be “tuned out". The action of 
the coupling network in this instance is very similar 
to that of a transformer (which was discussed in a 
previous section) and networks consisting of 
“рше” inductors and capacitors are often used for 
this purpose. Such circuits are often referred to as 
matching networks. On the other hand, it is often 
desired to deliver the greatest amount of power to 
a load at some frequencies while rejecting energy at 
other frequencies. A device that accomplishes this 
action is called a filter. In the case of unequal 
source and load resistance, it is often possible to 
combine the processes of filtering and matching 
into one network. 


Solving Ladder-Network Problems 


From the last section, it is evident that if the 
values of Rin and Xin of Fig. 1A can be de- 
termined, the effective attenuation and possibly 
the insertion loss are also easily found. Being able 
to solve this problem has wide applications in rf 
circuits. For instance, design formulas for filters 
often include a simplifying assumption that the 
load resistance is constant with frequency. In the 
case of many circuits, this assumption is not true. 
However, if the value of R, and X, at any 
particular frequency is known, the attenuation of 
the filter can be determined even though it is 
improperly terminated. 

Unfortunately, while the solution to any ladder 
problem is possible from a theoretical standpoint, 
practical difficulties are encountered as the net- 
Work complexity increases. Many computations to 
a high degree of accuracy may be required, making 
the process a tedious one. Consequently, the 
availability of a calculator or similar computing 
device is recommended. The approach used here is 
adapted readily to any calculating method in- 
cluding the use of an inexpensive pocket cal- 
culator. 


Susceptance and Admittance 


The respective reactances of an inductor and a 
capacitor are given by: 


Xy = а. 


In a simple series circuit, the total resistance is just 
the sum of the individual resistances in the network 
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Fig. 2 — Resistances and reactances add in series 
circuits while conductances and susceptances add 
їп parallel circuits. (Formulas shown are for 
numerical values of X and B.) 


and the total reactance is the sum of the reac- 
tances. However, it is important to note the sign of 
the reactance. Since capacitive reactance is negative 
and inductive reactance is positive, it is possible 
that the sum of the reactances might be zero even 
though the individual reactances are not zero. Ina 
series circuit, it will be recalled that the network is 
said to be resonant at the frequency where the 
reactances cancel. 

A complementary condition exists in a parallel 
combination of circuit elements and it is con- 
venient to introduce the concepts of admittance , 
conductance, and susceptance. In the case of a 
simple resistance, the conductance is just the 
reciprocal. That is, the conductance of a 50-2 
resistance is 1/50 or 2 X 107° . The reciprocal unit 
of the ohm is the mho. For simple inductances and 
capacitances, the formulas for the respective recip- 
rocal entities are: 


-1 


BL = зг 


Вс -2sfC 


and are defined as susceptances. In а parallel 
combination of conductances and susceptances, 
the total conductance is the sum of the individual 
conductances and the total susceptances is the sum 
of the individual susceptances taking the respective 
signs of the latter into account. A comparison 
between the way resistance and reactance add and 
the manner in which conductance and susceptance 
add is shown in the example of Fig. 2. An entity 
called admittance can be defined in terms of the 
total conductance and total susceptance by the 
formula: 


У= Ста + Вт? 


and is often denoted by the symbol Y. If the 
impedance of a circuit is known, the admittance is 
just the reciprocal. Likewise, if the admittance of а 
circuit is known, the impedance is the reciprocal of 
the admittance. However, conductance, reactance, 
resistance, and susceptance are not so simply 
related. If the total resistance and total reactance 
of a series circuit are known, the conductance and 
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(А) 


Fig. 3 — Application of conversion formulas can be 
used to transform a shunt conductance and suscep- 
tance to a series equivalent circuit. The converse is 
illustrated at (B). 


susceptance of the circuit are related to the latter 
by the formulas: 


Rr 


x 
| a e t 
Ry? + Хт® 


Вт? +Хт2 


On the other hand, if the total conductance and 
total susceptance of a parallel combination are 
known, the equivalent resistance and reactance can 
be found from the formulas: 


ст 


-Br 
ВЕ C 
Gy? +Вт? 


X* r? 
These relations are illustrated in Fig. 3A and Fig. 
3B respectively. While the derivation of the math- 
ematical expressions will not be given, the im- 
portance of the change of sign cannot be stressed 
too highly. Solving network problems with a 
calculator is merely a matter of bookkeeping, and 
failure to take the sign change associated with the 
transformed reactance and susceptance is the most 
common source of error. 


A Sample Problem 


The following example illustrates the manner in 
which the foregoing theory can be applied to a 
practical problem. A filter with the schematic 
diagram shown in Fig. 4A is supposed to have an 
insertion loss at 6 MHz of 3 decibels when 
connected between a 52-0 load and a source with 
а 52-0 primary resistance (both Xp and X, are 
zero). Since this is a case where the effective 
attenuation is equal to the insertion loss, the 
previous formula for effective attenuation applies. 
Therefore, it is required to find Rin and Xin. 

Starting at the output, the values for the 
conductance and susceptance of the parallel RC 
circuit must be determined first. The conductance 
js just the reciprocal of 520 and the previous 
formula for capacitive susceptance gives the value 
shown in parentheses in Fig. 4A. (The upside-down 
Q is the symbol for mho.) The next step is to 
apply the formulas for resistance and reactance in 
terms of the conductance and susceptance and the 
results give a 26-0 resistance in series with a 
—26-. capacitive reactance as indicated in Fig. 4B. 
The reactance of the inductor can now be added to 
give a total reactance of 78.019. The conductance 
and susceptance formulas can now be applied and 
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the results of both of these operations is shown in 
Fig. 4C. Finally, adding the susceptance of the 
510.1-pF capacitor (Fig. 4D) gives the circuit at 
Fig. 4E and applying the formulas once more gives 
the value of Rin and Xin (Fig. 4F). If the latter 
values are substituted into the effective attenuation 
formula, the insertion loss and effective atten- 
uation are 3.01 dB, which is very closs to the value 
specified. The reader might verify that the in- 
sertion loss is 0.167, 0.37, and 5.5 dB at 3.5, 4.0, 
and 7.0 MHz respectively. If a plot of insertion loss 
versus frequency was constructed this would give 
the frequency response of the filter. 


Frequency Sealing and Normalized Impedance 

Quite often, it is desirable to be able to change 
a coupling network at one frequency and im- 
pedance level to another one. For example, sup- 
pose it was desired to move the 3-dB point of the 
filter in the preceding illustration from 6 to 7 MHz. 
An examination of the reactance and susceptance 
formulas reveals that multiplying the frequency by 
some constant k and dividing both the inductance 
and capacitance by the same value of К leaves the 
equations unchanged. Thus, if the capacitances and 
inductance in Fig. 4A are multiplied by 6/7, all the 
reactances and susceptances in the new circuit will 
now have the same value at 7 MHz that the old one 
had at 6 MHz. 


[3] 


tc) 


[2] 


4 — Problem illustrating network reduction to 
find insertion loss. 
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Fig. 5 — Ideal filter response curves are shown at 
(A) and characteristics of practical filters are 
shown at (B). 


It is common practice with many filter tables 
especially, to present all the circuit components 
for a number of designs at some convenient 
frequency. Translating the design to some desired 
frequency is simply accomplished by multiplying 
all the components by some constant factor. The 
most common frequency used is the value of f such 
that 2af is equal to 1.0. This is sometimes called a 
radian frequency of 1.0 and corresponds to 0.1592 
Hz. To change a “one-radian” filter to a new 
frequency fj (in Hz), all that is necessary is to 
multiply the inductances and capacitances by 
0.1592/fo. 

In a similar manner, if one resistance (or 
conductance) is multiplied by some factor n, all 
the other resistances (or conductances) and reac- 
tances (or susceptances) must be multiplied by the 
same factor in order to preserve the network 
characteristics. For instance, if the secondary 
resistance, К is multiplied by n, all circuit in- 
ductances must be multiplied by п and the circuit 
capacitances divided by п (since capacitive reac- 
tance varies as the inverse of C). If, in addition to 
converting the filter of Fig. 4A to 7 MHz from 6 
MHz, it was also desired to change the impedance 
level from 52 to 6008, the inductance would have 
to be multiplied by (6/7)(600/52) and the capac- 
itances by (6/7)(52/600). 


Using Filter Tables 


In a previous example, it was indicated that the 
frequency response of a filter could be derived by 
solving for the insertion loss of the ladder network 
for a number of frequencies. The question might 
be asked if the converse is possible. That is, given a 
desired frequency response, could a network be 
found that would have this response? The answer is 
a qualified yes and the technical nomenclature for 
this sort of process is network synthesis. Fre- 
quency responses can be “cataloged” and, if a 
suitable one can be found, the corresponding 
network elements can be determined from an 
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associated table. Filters derived by network 
synthesis and similar methods (such as optimized 
computer designs) are often referred to as “modern 
filters” even though the theory has been in 
existence for years. The term is useful in dis- 
tinguishing such designs from those of an older 


approximate method called “image-parameter” 
theory. 


Butterworth Filters 


Filters can be grouped into four general cate- 
gories as illustrated in Fig. SA. Low-pass filters 
have zero insertion loss up to some critical fre- 
quency (fe) ог cutoff frequency and then provide 
high rejection above this frequency. (The latter 
condition is indicated by the shaded lines in Fig. 
SA.) Band-pass filters have zero insertion loss 
between two cutoff frequencies with high rejection 
outside of the prescribed "bandwidth." (Band-stop 
filters reject a band of frequencies while passing all 
others.) And high-pass filters reject all frequencies 
below some cutoff frequency. 

The attenuation shapes shown in Fig. 5A are 
ideal and can only be approached or approximated 
in practice. For instance, if the filter in the 
preceding problem was used for low-pass purposes 
in an 80-meter transmitter to reject harmonics on 
40 meters, its performance would leave a lot to be 
desired. While insertion loss at 3.5 MHz was 
acceptable, it would likely be too high at 4.0 MHz 
and rejection would probably be inadequate at 7.0 
MHz. 3 

Fortunately, design formulas exist for this type 
of network and form а class called Butterworth 
filters. The name is derived from the shape of the 
curve for insertion-loss vs. frequency and is some- 
times called a maximally flat response. A formula 
for the frequency response curve is given by: 


A = 101010 [: (2) 4 
c 


where fe is the frequency for an insertion loss of 
3.01 dB, and К is the number of circuit elements. 
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Fig. 6 — Schematic diagram of a Butterworth 
low-pass filter. (See Table | for element values.) 


High-Pass Butterworth Filters 
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Table | 


12 
с2 


ТА 
Fig.6B LI са 


k 


2,0000 
1.4142 
1,0000 
0.7654 
0.6180 
0.5176 
0.4450 
0.3902 
0.3473 
0.3129 


1.4142 
2.0000 
1.8478 
1.6180 
1.4142 
1.2470 
11111 
1.0000 
0.9080 


1 
2 
3 
4 
5 
6 
7 
8 
9 
1 


0 


cs 
15 


0.4450 
1.1111 
1.5321 


1.7820 


0.3902 
1.0000 0,3473 


1.4142 0.9080 


The shape of a Butterworth low-pass filter is shown 
in the left-hand portion of Fig. 5B. (Another type 
that is similar in nature, only one that allows some 
“ripple” in the passband, is also shown in Fig. 5B. 
Here, a high-pass characteristic illustrates a 
Chebyshev response.) 

As can be seen from the formula, increasing the 
number of elements will result in a filter that 
approaches the “ideal” low-pass shape. For 
instance, a 20-element filter designed for a 3.01-dB 
cutoff frequency of 4.3 MHz, would have an 
insertion loss at 4 MHz of 0.23 dB and 84.7 dB at 
7 MHz. However, practical difficulties would make 
such a filter very hard to construct. Therefore, 
some compromises are always required between a 
theoretically perfect frequency response and ease 
of construction, 


Element Values 


Once the number of elements, К, is determined, 
the next step is to find the network configuration 
corresponding to К. (Filter tables sometimes have 
sets of curves that enable the user to select the 
desired frequency response curve rather than use а 
formula, Once the curve with the fewest number of 
elements for the specified passband and stop-band 
insertion loss is found, the filter is then fabricated 
around the corresponding value of k.) Table 1 gives 
normalized element values for values of k from 1 
to 10. This table is for a 1-0 source and load 
resistance (reactance zero) and a 3.01-dB cutoff 
frequency of 1 radian/second (0.1592 Hz). There 
are two possible circuit configurations and these 
are shown in Fig. 6. Here, a 5-element filter is given 
as an example with either a shunt element next to 
the load (Fig. 6A) or a series element next to the 
load (Fig. 6B). Either filter will have the same 
response. 

After the values for the 1-9, l-radian/second 
“prototype” filter are found, the corresponding 
values for the actual frequency/impedance level 
can be determined (see the section on frequency 
and impedance scaling). The prototype inductance 
and capacitance values are multiplied by the ratio 
(0.1592/7.) where f, is the actual 3.01-dB cutoff 
frequency. Next, this number is multiplied by the 


load resistance in the case of an inductor and 
divided by the load resistance if the element is a 
capacitance. For instance, the filter in the 
preceding example is for a 3-clement design (К 
equal to 3) and the reader might verify the values 
for the components for ап /. of 6 MHz and load 
resistance of 520. 


High-Pass Butterworth Filters 


The formulas for change of impedance and 
frequency from the 1-0, l-radian/second proto- 
type to some desired level can also be conveniently 
written as: 


Y 
ЭЁ ‘prototype 
where R is the load resistance in ohms, fe is the 
desired 3.01-dB frequency in Hz. Then, L and C 
give the actual circuit-element values in henrys and 
farads in terms of the prototype element values 

from table 1. 

However, the usefulness of the low-pass proto- 
type does not end here. If the following set of 
equations is applied to the prototype values, circuit 
elements for a high-pass filter can be obtained. The 
filter is shown in Fig. 7A and Fig. 7B which 
correspond to Fig. 6A and Fig. 6B in table 1. The 
equations for the actual high-pass circuit values in 
terms of the low-pass prototype are given by 


R 
1= Бети Lprototype С 


1 
R2nfCprot. 


and the frequency response curve can be obtained 


from: 
У E) 3 
A=10log |1 +] — 
às | (4 


For instance, a high-pass filter with 3 elements, a 
3.01-аВ f, of 6 MHz and 529, has a СІ and C3 of 
510 pF and an L2 of 0.6897 uH. The insertion loss 
at 3.5 and 7 MHz would be 14.21 and 145 dB 
respectively. 


R 
par Re 
2afoLprot. 
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Fig. 7 — Network configuration of a Butterworth 
high-pass filter. The low-pass prototype can be 
transformed as described in the text. 


Butterworth Band-Pass Filters 


Band-pass filters can also be designed through 
the use of Table I. Unfortunately, the process is 
not as straightforward as it is for low-pass and 
high-pass filters if a practical design is to be 
obtained. In essence, a low-pass filter is resonated 
to some “center frequency" with the 3.01-dB 
cutoff frequency being replaced by the filter 
bandwidth. The ratio of the bandwidth to center 
frequency must be relatively large otherwise com- 
ponent values tend to become unmanageable. 

While there are many variations of specifying 
such filters, a most useful approach is to determine 
an upper and lower frequency for a given at- 
tenuation. The center frequency and bandwidth 
are then given by: 


fo* N ifa BW-fj-fi 


If the bandwidth specified is nor the 3.01-dB. 
bandwidth (BW,), the latter can be determined 
from: 


BW 


A a. 
1010 — 1 | 2K 


in the case of a Butterworth response or from 
tables of curves. A is the required attenuation at 
the cutoff frequencies. The upper and lower cutoff 
frequencies (су, and fej) are then given by: 


“BW, + (ЖИ + 45 


Ја =— з 


feu = Га + BWe 


BW, = 


A somewhat more convenient method is to pick 
a 3.01-4B bandwidth (the wider the better) around 
some center frequency and compute the at- 
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tenuation at other frequencies of interest by using 
the transformation: 
3) 


which can be substituted into the insertion-loss 
formula or table of curves. 

As an example, suppose it is desired to build a 
band-pass filter for the 15-meter Novice band in 
order to eliminate the possibility of radiation on 
the 14- and 28-MHz bands. For a starting choice, 
16 and 25 MHz will be picked as the 3.01-dB 
points giving a 3-dB bandwidth of 9 MHz. For 
these two points, fo will be 20 MHz. It is common 
practice to equate the number of branch elements 
or filter resonators to certain mathematical entities 
called “poles” and the number of poles is just the 
value of k for purposes of discussion here. For a 
3-pole filter (К of 3), the insertion loss will be 
12.79 and 11.3 dB at 14 and 28 MHz respectively. 

C1, C3 and L2 are then calculated for a 9-MHz 
low-pass filter and the elements for this filter are 
resonated to 20 MHz as shown in Fig. 8A. The 
response shape is plotted in Fig. 8B and it appears 
to be unsymmetrical about fọ. In spite of this fact, 
such filters are called symmetrical band-pass filters 
and fo is the “center frequency.” 

If the response is plotted against a logarithmic 
frequency scale, the symmetry will become ap- 
parent. Consequently, using a logarithmic plot is 
helpful in designing filters of this type. 

Examination of the component values reveals 
that while the filter is practical, it is a bit untidy 
from a construction standpoint. Rather than using 
a single 340.1-pF capacitor, paralleling a number of 
smaller valued units would be advisable. En- 
countering difficulty of this sort is typical of most 
filter designs, consequently, some tradeoffs be- 
tween performance, complexity, and ease of con- 
struction are usually required. 


fo 
BW, 


Coupled Resonators 


А problem frequently encountered in rf circuits 
is that of a coupled resonator. Applications include 
simple filters, oscillator tuned circuits, and even 
antennas. The circuit shown in Fig. 9A is il- 
lustrative of the basic principles involved. A series 
RLC circuit and the external terminals ab are 
"coupled" through a common capacitance, Cm. 
Applying the formulas for conductance and sus- 
ceptance in terms of series reactance and resistance 
gives the following set of formulas: 


~ Rr 
Gab = Rote 
- Xx 
Fab = Bem yr 


The significance of these equations can be seen 
with the aid of Fig. 9B. At some point, the series 
inductive reactance will cancel the series capacitive 
reactance (at a point slightly below f; where the 
conductance curve reaches a peak). Depending 


Piezoelectric Crystals 


sn 


Fig. 8 — A Butterworth Bandpass filter. (Capaci- 
tance values are in picofarads.) 


upon the value of the coupling susceptance, Bm, it 
is possible that another point can be found where 
the total input susceptance is zero. The input 
conductance at this frequency, fo, is then Go- 

Since Со is less than the conductance at the 
peak of the curve, 1/Со or Ro is going to be greater 
than Кү. This effect can be applied when it is 
desired to match a low-value load resistance (such 
as found in a mobile whip antenna) to a more 
practical value. Suppose А; and С, in Fig. 9А are 
100 and 21 pF respectively, and represent the 
equivalent circuit of a mobile antenna. Find the 
value of L, and Cm which will match this antenna 
10 а 52-0 feed line at a frequency of 3900 kHz. 
Substituting the foregoing values into the formulas 
for input conductance gives: 

+ AO 
52  102*X2 


Solving for X (which is the total series reactance) 
gives a value of 20.492. The reactance of a 21-pF 
capacitor at 3900 kHz is 1943.30 so the inductive 
reactance must be 1963.70. (While either а pos- 
itive or negative reactance will satisfy the equation 
for Gap, а positive value is required to tune out 
Bem if the coupling element was a shunt inductor, 
the total reactance would have to be capacitive or 
negative in value.) Thus, the required inductance 
value for L, will be 80.1 uH. In order.to obtain a 
perfect match, the input susceptance must be zero 
and the value of Bem can be found from the 
equation: 
20.49 
05 Bem — тоз + (20492 

siving а susceptance value of .04 mhos which 
corresponds to a capacitance of 1608 pF. 


Piezoelectric Crystals 
A somewhat different form of resonator con- 
sists of a quartz crystal between two conducting 
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plates. If a voltage is applied to the plates, the 
resultant electric field causes a mechanical stress in 
the crystal. Depending upon the size and “cut” of 
the crystal, a frequency will exist at which the 
crystal begins to vibrate. The effect of this me- 
chanical vibration is to simulate a series RLC 
circuit as in Fig. 9A. There is a capacitance 
associated with the crystal plates which appears 
across the terminals (Cm in Fig. 9A). Conse- 
quently, this circuit can also be analyzed with the 
aid of Fig. ЭВ. At some frequency (f, in Fig. 10), 
the series reactance is zero and Gap in the 
preceding formula will just be 1/R,. Typical values 
for А, range from 10 КО and higher. However, the 
equivalent inductance of the mechanical circuit is 
normally extremely high (over 10,000 henries in 
the case of some low-frequency units) which 
results in а very high circuit О (30,000). Above f}, 
the reactance is “inductive” and at fz, the suscep- 
tance of the series resonator is just equal to the 
susceptance of the crystal holder, Bem. Here, the 
total susceptance is zero. Since Bem is usually very 
small, the equivalent series susceptance is also 
small. This means the value for X in the suscep- 
tance formula will be very large and consequently 
Gap Will be small, which corresponds to a high 
input resistance. A plot of the magnitude of the 
impedance is shown in Fig. 10. The dip at fy is 
called the series-resonant mode and the peak at fy 
is referred to as the parallelresonant or “anti- 
resonant” mode. When specifying crystals for 
oscillator applications, the type of mode must be 
given along with external capacitance across the 
holder or type oscillator circuit to be used. 
Otherwise, considerable difference in actual oscil- 


Fig. 9 — A capacitively coupled resonator is shown 
at (A). See text for explanation of figure shown at 
(B). 
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Fig. 10 — Frequency response of a quartz-crystal 
resonator. The minimum value is only approximate 
since holder capacitance is neglected. 


lator frequency will be observed. The effect can be 
used to advantage and the frequency of a crystal 
oscillator can be "pulled" with an external reactive. 
element or even frequency modulated with a 
device that converts voltage or current fluctuations 
into changes in reactance. 


Coefficient of Coupling 


If the solution to the mobile whip-antenna 
problem is examined, it can be seen that for a given 
frequency, Rp, Lr, and Сү, only one value of Cm 
results in an input load that appears as a pure 
resistance. While such a condition might be defined 
as resonance, the resistance value obtained is not 
necessarily (ће one required for maximum transfer 
of power. 

A definition that is helpful in determining how 
to vary the circuit elements in order to obtain the 
desired input resistance is called the coefficient of 
coupling. The coefficient of coupling is defined as 
the ratio of the common or mutual reactance and 
the square root of the product of two specially 
defined reactances. If the mutual reactance is 
capacitive, one of the special reactances is the sum 
of the series capacitive reactances of the primary 
mesh (with the resonator disconnected) and the 
other one is the sum of the series capacitive 
reactances of the resonator (with the primary 
disconnected). Applying this definition to the 
circuit of Fig. 9A, the coefficient of coupling, k, is 
given by: 


How meaningful the coefficient of coupling will 
be depends upon the particular circuit config- 
uration under consideration and which elements 
are being varied. For example, suppose the value of 
І, in the mobile-whip antenna problem was fixed 
at 100 ШН and Ср, and С, were allowed to vary. (It 
will be recalled that C, is 21 pF and represents the 
antenna capacitance. However, the total resonator 
capacitance could be changed by adding a series 
capacitor between Cm and the antenna, Thus, C, 
could be varied from 21 pF to some lower value 
but not a higher one.) 

A calculated plot of K versus input resistance, 
Rin; is shown in Fig. 11. Note the unusually high 
change in k when going from resistance values near 
109 to slightly higher ones. 

Similar networks can be designed to work with 
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any ratio of input resistance and load resistance" 
but it is evident small ratios are going to pose 
difficulties. For larger ratios, component tolerances 
are more relaxed. For instance, Сү might consist 
of switchable fixed capacitors with C, being 
variable. With a given load resistance, Cm essen- 
tially sets the value of the reactance and thus the 
input resistance while C, and Zp provide the 
required reactance for the conductance formula. 
However, if Lp is varied, К varies also. Generally 
speaking, higher values of L, (and consequently 
circuit Q) require lower values óf k. 

At this point, the question arises as to the 
significance and even the merit of such definitions 
as coefficient of coupling and Q. If the circuit 
element values are known, and if the configuration 
can be resolved into a ladder network, important 
properties such as input impedance and atten- 
uation can be computed directly for any fre- 
quency. On the other hand, circuit information 
might be obscured or even lost by attempting to 
attach too much importance to an arbitrary de- 
finition. For example, the plot іп Fig. 11 merely 
indicates Cm and С, are changing with respect to 
one another. But it doesn’t illustrate how they are 
changing. Such information is important in prac- 
tical applications and even a simple table of Са 
and С; vs. Rin for a particular А, would be much 
more valuable than a plot of k. 

Similar precautions have to be taken with the 
interpretation of circuit Q. Selectivity and Q are 
simply related for single resonators and circuit 
components but the situation rapidly deteriorates 
with complex configurations. For instance, adding 
loss or resistance to circuit elements would seem to 
contradict the idea that low-loss or high-Q circuits 
provide the best selectivity. However, this is 
actually done in some filter designs to improve 
frequency response. In fact, the filter with the 
added loss has identical characteristics to one with 
“pure” elements. The method is called pre- 
distortion and is very useful in designing filters 
where practical considerations require the use of 
circuit elements with parasitic or undesired 
resistance. 

‘As the frequency of operation is increased, 
discrete components become smaller until а point 
is reached where other forms of networks have to 
be used. Here, entities such as k and Q are 
sometimes the only means of describing such 
networks. Another definition of Q that is quite 
useful in this instance is that it is equal to the ratio 
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11 — Variation of k with input resistance for 
t of Fig. 9. 


Matching Networks 


Fig. 12 — Two types of magnetically 
coupled circuits. At (A), only mutual 
magnetic coupling exists while the cir- 
cuit at (B) contains a common induc- 
tance also. Equivalents of both circuits 
аге shown at the right which permit the 
application of the ladder-network analy- 
sis discussed in this section. (If the sign 
of voltage is unimportant, T1 can be 
eliminated.) 4 


of 2л (energy stored per rf cycle)|(energy lost per 
rf cycle). 


Mutually Coupled Inductors 


A number of very useful rf networks involve 
coupled inductors. In a previous section, there was 
some discussion on iron-core transformers which 
represent a special case of the coupled-inductance 
problem. The formulas presented apply to in- 
stances where the coefficient of coupling is very 
close to 1.0. While it is possible to approach this 
condition at frequencies in the rf range, many 
practical circuits work at values of К that are 
considerably less than 1.0. A general solution is 
rather complex but many practical applications can 
often be simplified and solved through use of the 
ladder-network method. In particular, the sign of 
the mutual inductance must be taken into account 
if there are a number of coupled circuits or if the 
phase of the voltage between two coupled circuits 
is important. à 

The latter consideration can be illustrated with 
the aid of Fig. 12A. An exact circuit for the two 
mutually coupled coils on the left is shown on the 
right. T1 is an "ideal" transformer that provides 
the “isolation” between terminals ab and cd. If the 
polarity of the voltages between these terminals 
can be neglected, the transformer can be elim- 
inated and just the circuit before terminals c'd' 
substituted. A second circuit is shown in Fig. 12B. 
Here, it is assumed that the winding sense doesn’ 
change between 11 and 12. If so, then the circuit 
on the right of Fig. 12B can be substituted for the 
tapped coil shown at the left. 

Coefficients of coupling for the circuits in Figs. 
12A and 128 are given by: 

M 


ГЕРЕ аа ЕЕЗ 
МЕЛ (Ел + 12 + 2M) 
If 11 and 12 do not have the same value, ап 
interesting phenonemon takes place as the coupling 
is increased. A point is reached where the mutual 
inductance exceeds the inductance of the smaller 
coil. The interpretation of this effect can be 
illustrated with the aid of Fig. 13. While all of the 
flux lines (as indicated by the dashed lines) 
associated with L1 also encircle turns of L2, there 
are additional ones that encircle extra turns of L2, 
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also. Thus, there аге more Пих lines for М than 
there are for 11. Consequently, M becomes larger 
than Ll. Normally, this condition is difficult to 
obtain with air-wound coils but the addition of 
ferrite material greatly increases the coupling. As К 
increases so that M is larger than L1 (Fig. 13), the 
network begins to behave more like a transformer 
and for a К of 1, the equivalent circuit of Fig. 12А 
yields the transformer equations of a previous 
section. On the other hand, for small values of К, 
the network becomes merely three coils arranged. 
in а “Т” fashion. One advantage of the circuit of 
Fig. 12A is that there is no direct connection 
between the two coils. This property is important 
from an isolation standpoint and can be used to 
suppress unwanted currents fhat are aften re- 
sponsible for RFI difficulties. 


Matching Networks 


In addition to filters, ladder networks are 
frequently used to match one impedance value to 
another one. While there are many such circuits, a 
few of them offer particular advantages such as 
simplicity of design formulas or minimum number 
of elements. Some of the more popular ones are 
shown in Fig. 14. Shown at Fig. 14A and 14B, are 
two variations of an "L" network, These networks 
are relatively simple to design. 

The situation is somewhat more complicated 
for the circuits shown at 14C and 14D. For a given 
value of input and output resistance, there are 
many networks that satisfy the conditions for a 
perfect match. The difficulty can be resolved by 
introducing the “dummy variable" labeled №. 


Fig. 13 — Diagram illustrating how M can be larger 
than one of the self inductances. This represents 
the transition. from lightly coupled circuits to 
conventional transformers since an impedance step. 
up is possible without the addition of capacitive 
elements. 
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Fig. 14 — Four matching networks that can be 
used to couple a source and load with different 
resistance values. (Although networks are drawn 
with АТ appearing as the source resistance, all can 
be applied with R2 at the source end.) 


From a practical standpoint, N should be 
selected in order to optimize circuit component 
values, Either values of У that are too low or too 
high result in networks that are hard to construct. 

Networks with mutual magnetic coupling have 
been used for matching purposes in a wide variety 
of applications. The most common configuration 


ELECTRICAL LAWS AND CIRCUITS 


consists of two coils positioned in proximity to 
each other so that a mutual inductance is present, 
Unfortunately, such networks do not lend them- 
selves to design very readily. However, if the 
various circuit elements are known, the problem 
can be analyzed with the aid of the equivalent 
circuit shown in Fig. 12. 

For instance, suppose measurements indicated 
the “self inductance” of the primary coil was 21,6 
дй and the self inductance of the secondary coil 
was measured as 11.7 uH. Also assume the coeffi- 
cient of coupling was .082 which results in a 
mutual inductance of 1.3 uH. If a load resistance 
of 52 ohms is connected across the secondary coil, 
what is the impedance seen at the primary termi- 
nals at a frequency of 3.7 MHz? 

The solution to the problem is found by first 
computing the equivalent inductances in the T 
network and then the reactances. Referring to Fig. 
12, the reactance of L1 — M is 472 ohms, of the 
shunt arm M, 30.2 ohms, and the reactance of L2 
— M is 242 ohms. If the ladder-network analysis is 
applied to this new circuit, the input impedance 
consists of a 0.62-ohm resistance in series with a 
498-ohm inductive reactance. If the parallel equiva- 
lent circuit associated with this impedance is 
found, the network appears as а 402-К 0 resistance 
in parallel with a 498-ohm inductive reactance. If a 
498-ohm capacitive reactance was connected across 
the primary terminals, this network could be used 
to match а S2-ohm load to 402-КО source ог 
conversely, Note that the resistance transformation 
here is not accomplished in the same way that it is 
with conventional iron-core transformers but by 
means of reactive elements. However, the reader 
might verify that if the coefficient of coupling is 
increased to 0.82, the result is a 63.3-ohm resis- 
tance in series with an inductive reactance of 176.4 
ohms, Here, the resistance has been transformed in 
the manner of an ordinary transformer although it 
is far from being one that could be considered 
ideal. 


UHF CIRCUITS 


RESONANT LINES 


In resonant circuits as employed at the lower 
frequencies it is possible to consider each of the 
reactance components as a separate entity. The 
fact that an inductor has a certain amount of 
self-capacitance, as well as some resistance, while a 
capacitor also possesses a small self-inductance, can 
usually be disregarded. 

At the very-high and ultrahigh frequencies it is 
not readily possible to separate these components. 
Also, the connecting leads, which at lower frequen- 
cies would serve merely to join the capacitor and 
coil, now may have more inductance than the coil 
itself. The required inductance coil may be no 
more than a single turn of wire, yet even this single 
turn may have dimensions comparable to a wave- 
length at the operating frequency. Thus the energy 
in the field surrounding the "coil" may in part be 
radiated. At a sufficiently high frequency the loss 
by radiation may répresent a major portion of the 
total energy in the circuit. 


For these reasons it is common practice to 
utilize resonant sections of transmission line as 
tuned circuits at frequencies above 100 MHz or so. 
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Fig. 2-80 — Equivalent coupling circuits for 
parallel-line, coexial-line and conventional resonant 


Waveguides 


A quarter-wavelength line, or any odd multiple 
thereof, shorted at one end and open at the other 
exhibits large standing waves, as described in the 
section on transmission lines. When a voltage of the 
frequency at which such a line is resonant is 
applied to the open end, the response is very 
similar to that of a parallel resonant circuit, The 
equivalent relationships are shown in Fig. 2-60. At 
frequencies off resonance the line displays qualities 
comparable with the inductive and capacitive 
reactances of a conventional tuned circuit, so 
sections of transmission line can be used in much 
the same manner as inductors and capacitors. 

To minimize radiation loss the two conductors 
of a parallel-conductor line should not be more 
than about one-tenth wavelength apart, the spacing 
being measured between the conductor axes. On 
the other hand, the spacing should not be less than 
about twice the conductor diameter because of 
“proximity effect,” which causes eddy currents 
and an increase in loss. Above 300 MHz it is 
difficult to satisfy both these requirements simulta- 
neously, and the radiation from an open line tends 
to become excessive, reducing the Q. In such case 
the coaxial type of line is to be preferred, since it is 
inherently shielded, 

Representative methods for adjusting coaxial 
lines to resonance are shown in Fig. 2-61. At the 
left, a sliding shorting disk is used to reduce the 
effective length of the line by altering the position 
of the short-circuit. In the center, the same effect 
is accomplished by using a telescoping tube in the 
end of the inner conductor to vary its length and 
thereby the effective length of the line. At the 
right, two possible methods of using parallel-plate 
capacitors are illustrated. The arrangement with 
the loading capacitor at the open end of the line 
has the greatest tuning effect per unit of capaci- 
tance; the alternative method, which is equivalent 
to tapping the capacitor down on the line, has less 
effect on the Q of the circuit, Lines with capacitive 
“loading” of the sort illustrated will be shorter, 
physically, than unloaded lines resonant at the 
same frequency. 

Two methods of tuning parallel-conductor lines 
are shown in Fig. 2-62. The sliding short-circuiting 
strap can be tightened by means of screws and nuts 
to make good electrical contact. The parallel-plate 
capacitor in the second drawing may be placed 
anywhere along the line, the tuning effect becom- 
ing less as the capacitor is located nearer the 
shorted end of the line. Although a low-capaci- 
tance variable capacitor of ordinary construction 
can be used, the circular-plate type shown is 
symmetrical and thus does not unbalance the line. 
It also has the further advantage that no insulating 
material is required. 


WAVEGUIDES 


А waveguide is a conducting tube through 
which energy is transmitted in the form of electro- 
magnetic waves, The tube is not considered as 
carrying а current in the same sense that the wires 
of а two-conductor line do, but rather as a 
boundary which confines the waves to the enclosed 
space. Skin effect prevents any electromagnetic 


Fig. 2-61 — Methods of tuning coaxial resonant 
lines. 


effects from being evident outside the guide. The 
energy is injected at one end, either through 
capacitive or inductive coupling or by radiation, 
and is received at the other end. The waveguide 
then merely confines the energy of the fields, 
which are propagated through it to the receiving 
end by means of reflections against its inner walls. 

Analysis of waveguide operation is based on the 
assumption that {һе guide material is a perfect 
conductor of electricity. Typical distributions of 
electric and magnetic fields in a rectangular guide 
are shown in Fig. 2-63. It will be observed that the 
intensity of the electric field is greatest (as indi- 
cated by closer spacing of the lines of force) at the 
center along the x dimension, Fig. 2-63(B), dimin- 
ishing to zero at the end walls, The latter is a 
necessary condition, since the existence of any 
electric field parallel to the walls at the surface 
would cause an infinite current to flow їп a perfect 
conductor. This represents an impossible situation. 


Modes of Propagation 


Fig, 2-63 represents a relatively simple distribu- 
tion of the electric and magnetic fields. There is in 
general an infinite number of ways in which the 
fields can arrange themselves in a guide so long as 
there is no upper limit to the frequency to be 
transmitted, Each field configuration is called a 
mode. All modes may be separated into two 
general groups. One group, designated TM (trans- 
verse magnetic), has the magnetic field entirely 
transverse to the direction of propagation, but has 
a component of electric field in that direction. The 
other type, designated TE (transverse electric) has 
fhe electric field entirely transverse, but has a 
component of magnetic field in the direction of 
propagation. TM waves are sometimes called E 
waves, and TE waves are sometimes called H waves, 
but the TM and TE designations are preferred. 

The particular mode of transmission is identi- 
fied by the group letters followed by two subscript 
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Fig. 262 — 
resonant lines, 


Methods of tuning parallel-type 
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Fig. 263 — Field distribution in a rectangular 
waveguide. The ТЕ] о mode of propagation is 
depicted. 


numerals; for example, ТЕ о ТИ 1, etc. The 
number of possible modes increases with frequency 
for a given size of guide. There is only one possible 
mode (called the dominant mode) for the lowest 
frequency that can be transmitted. The dominant 
mode is the one generally used in practical work. 


Waveguide Dimensions 


In the rectangular guide the critical dimension 
is x in Fig. 2-63; this dimension must be more than 
one-half wavelength at the lowest frequency to be 
transmitted, In practice, the y dimension usually is 
made about equal to 1/2 x to avoid the possibility 
of operation at other than the dominant mode. 

Other cross-sectional shapes than the rectangle 
can be used, the most important being the circular 
pipe. Much the same considerations apply as in the 
rectangular case. 

Wavelength formulas for rectangular and circu- 
lar guides are given in the following table, where x 
is the width of a rectangular guide and r is the 
radius of а circular guide. АП figures are in terms of 
the dominant mode, 


Rectangular Circular 


Cutoff wavelength 2х 341г 

Longest wavelength trans- 
mitted with little attenu- 
ation 

Shortest wavelength before 
next mode becomes pos- 
sible 


1.67 32r 


lix 28r 


ELECTRICAL LAWS AND CIRCUITS 
Cavity Resonators 


Another kind of circuit particularly applicable 
at wavelengths of the order of centimeters is the 
cavity resonator, which may be looked upon as a 
section of a waveguide with the dimensions chosen 
so that waves of a given length can be maintained 
inside. 

Typical shapes used for resonators are the 
cylinder, the rectangular box and the sphere, as 
shown in Fig. 2-64. The resonant frequency de- 
pends upon the dimensions of the cavity and the 
mode of oscillation of the waves (comparable to 
fhe transmission modes in a waveguide). For the 
lowest modes the resonant wavelengths аге as 
follows: 


Cylinder . 261r 
Square box... .. 141 
Sphere . . sive ДИР 


The resonant wavelengths of the cylinder and 
square box are independent of the height when the 
height is less than a half wavelength. In other 
modes of oscillation the height must be a multiple 
of a half wavelength as measured inside the cavity. 
A cylindrical cavity can be tuned by a sliding 
shorting disk when operating in such a mode, 
Other tuning methods include placing adjustable 
tuning paddles or “slugs” inside the cavity so that 
the standing-wave pattern of the electric and 
magnetic fields can be varied. 

A form of cavity resonator in practical use is 
the re-entrant cylindrical type shown in Fig. 2-65. 
In construction it resembles a concentric line 
closed at both ends with capacitive loading at the 
top, but the actual mode of oscillation may differ 
considerably from that occuring in coaxial lines. 
The resonant frequency of such a cavity depends 
upon the diameters of the two cylinders and the 
distance d between the cylinder ends. 

Compared with ordinary resonant circuits, cav- 
ity resonators have extremely high Q. A value of 0 
of the order of 1000 or more is readily obtainable, 
and О values of several thousand can be secured 
with good design and construction. 
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Fig. 2-64 — Forms of cavity resonators. 


Modulation, i oM ies and Beats 
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Fig. 2-65 — Re-entrant cylindrical cavity resonator. 


Coupling to Waveguides and Cavity 
Resonators 


Energy may be introduced into or abstracted 
from a waveguide or resonator by means of either 
the electric or magnetic field. The energy transfer 
frequently is through a coaxial line, two methods 
of coupling to which are shown in Fig. 2-66. The 
probe shown at A is simply a short extension of 
the inner conductor of the coaxial line, so oriented 
that it is parallel to the electric lines of force. The 
loop shown at B is arranged so that it encloses 
some of the magnetic lines of force. The point at 
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(8) 
Fig. 2-66 — Coupling to waveguides and resonators. 


which maximum coupling will be secured depends 
upon the particular mode of propagation in the 
guide or cavity; the coupling will be maximum 
when the coupling device is in the most intense 
field. 

Coupling can be varied by turning the probe ог 
loop through а 90-degree angle. When the probe is 
perpendicular to the electric lines the coupling will 
be minimum; similarly, when the plane of the loop 
is parallel to the magnetic lines the coupling will 
have its minimum value. 


MODULATION, HETERODYNING, AND BEATS 


Since one of the most widespread uses of radio 
frequencies is the transmission of speech and 
music, it would be very convenient if the audio 
spectrum to be transmitted could simply be shifted 
up to some radio frequency, transmitted as radio 
waves, and shifted back down to audio at the 
receiving point. Suppose the audio signal to be 
transmitted by radio is a pure 1000-hertz tone, and 
we wish to transmit the signal at 1 MHz (1,000,000 
hertz. One possible way to do this might be to add 
1.000 MHz and 1 kHz together, thereby obtaining 
a radio frequency of 1.001 MHz. No simple 
method for doing this directly has been devised, 
although the effect is obtained and used in 
“single-sideband transmission.” 

When two different frequencies are present 
simultaneously in an ordinary circuit (specifically, 
one in which Ohm’s Law holds) each behaves as 
though the other were not there. The total or 
resultant voltage (or current) in the circuit will be 
the sum of the instantancous values of the two at 
every instant. This is because there can be only one 
value of current or voltage at any single point in a 


Fig. 267 — Amplitude-vs.-time and amplitude-vs.- 
frequency plots of various signals. (A) 1-1/2 cycles 
of an audio signal, assumed to be 1000 hz in this 
example. (B) A radio-frequency signal, assumed to 
be 1 MHz; 1500 hertz are completed during the 
same time as the 1-1/2 cycles in A, so they cannot 
be shown accurately. (C) The signals of A and B in 
the same circuit; each maintains its own identity. 
(D) The signals of A and B in a circuit where the 
amplitude of A can control the amplitude of B. 
The 1-MHz signal is modulated by the 1000-hz 
signal. 

E, F, G and H show the spectrums for the 
signals in A, B, C and D, respectively. Note the new 
frequencies in H, resulting from the modulation 
process. 


circuit at any instant. Figs. 267A and В show two 
such frequencies, and C shows the resultant. The 
amplitude of the 1-MHz current is not affected by 
the presence of the 1-kHz current, but the axis is 
shifted back and forth at the 1-kHz rate. An 
attempt to transmit such a combination as a radio 
wave would result in only the radiation of the 


Amplitude 
Amplitude 
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1-МН2 frequency, since the 1-kHz frequency re- 
tains its identity as an audio frequency and will not 
radiate. 

There are devices, however, which make it 
possible for one frequency to control the ampli- 
tude of the other. If, for example, a 1-kHz tone is 
used to control a 1-MHz signal, the maximum rf 
output will be obtained when the 1-kHz signal is at 
the peak of one alternation and the minimum will 
occur at the peak of the next alteration. The 
process is called amplitude modulation, and the 
effect is shown in Fig. 2-670. The resultant signal 
is now entirely at radio frequency, but with its 
amplitude varying at the modulation rate (1 kHz). 
Receiving equipment adjusted to receive the 1-MHz 
rf signal can reproduce these changes in amplitude, 
and reveal what the audio signal is, through a 
process called detection. 

It might be assumed that the only radio 
frequency present in such a signal is the original 
1.000 MHz, but such is not the case. Two new 
frequencies have appeared. These are the sum (1.00 
+ .001) and the difference (1.000 — .001) of the 
two, and thus the radio frequencies appearing after 
modulation are 1.001, 1.000 and .999 MHz. 

When an audio frequency is used to control the 
amplitude of a radio frequency, the process is 
generally called “amplitude modulation,” as men- 
tioned, but when a radio frequency modulates 
another radio frequency it is called heterodyning. 
The processes are identical. A general term for the 
sum and difference frequencies generated during 
heterodyning or amplitude modulation is “beat 
frequencies,” and a more specific one is upper side 
frequency, for the sum, and lower side frequency 
for the difference. 

In the simple example, the modulating signal 
was assumed to be a pure tone, but the modulating 
signal can just as well be a band of frequencies 
making up speech or music, In this case, the side 
frequencies are grouped into the upper sideband 
and the lower sideband. Fig. 2-67H shows the side 
frequencies appearing as a result of the modulation 
process, 

Amplitude modulation (am) is not the only 
possible type nor is it the only one in use. Such 
signal properties as phase and frequency can also 
be modulated. In every case the modulation 
process leads to the generation of a new set (or 
sets) of radio frequencies symmetrically disposed 
about the original radio (carrier) frequency. 
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Fig. 2-68 — Actual oscilloscope photograph show- 
ing the signals described in the text and shown in 
the drawings of Fig. 2-67. 


TOROIDAL INDUCTORS AND TRANSFORMERS 


With many builders, miniaturization is the 
watchword. This is especially true when working 
with solid-state and etched-circuit projects. One of 
the deterrents encountered in designing small- 
volume equipment is the squeezing in of bulky 
inductors — slug-tuned or air wound — into a 
compact assembly. Toroids offer a practical solu- 
tion to the problem of mass. The good points do 
not end there, however; toroidal-wound inductors 
not only fit into small places, they offer exception- 
ally high values of tuned-circuit Q, a definite 


attribute when selectivity in an important con- 
sideration in equipment performance. Ordinarily, 
air-wound inductors which provide comparable Q 
are many times larger than are their toroidal 
kinsmen. The correct type of core material must be 
used in order to realize the best possible Q at.a 
particular frequency. 

Minimum interaction between the tuned stages 
of a given piece of equipment is usually of 
paramount importance to the builder. Here is 
where the toroid perforris well; a toroidal inductor 
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is self-shielding. That is to say, its magnetic flux is 
very nearly all contained within the coil itself. This 
feature cuts down stray inductive coupling be- 
tween adjacent circuits and permits the toroid to 
be mounted physically close to other components 
— including the chassis and cabinet walls — without 
impairment of its efficiency. The latter is not true 
of ordinary rf or af inductors. Because the flux is 
contained within the toroid coil, tighter coupling 
between windings, when a primary and secondary 
are used, is possible. 

The high permeability of ferrite toroid cores 
permits the user to employ fewer turns in the 
tuned-circuit inductor. With fewer turns of wire 
required, larger wire gauges can be used, with a 
resultant reduction in heating and /2R losses. This 
feature is especially beneficial in transistorized 
equipment where high collector currents are fre- 
quently requiréd. 

It is best to understand that the word “to- 
roidal” refers to а physical format — doughnut 
shape — rather than to a specific device or type of 
material. Toroid cores come in a host of sizes, are 
manufactured by many firms (each with a different 
identifying code for the type of core material 
used), and are fashioned from a wide variety of 
materials. Some cores are made by rolling up great 
lengths of thin silicon steel tape (Hypersil) into a 
toroidal form. Such cores are held together by 
means of plastic covers, or are wrapped with glass 
tape which holds the core intact while insulating it 
from the wire which is wound on it. This type of 
core is commonly used for low-frequency power 
applications such as dc-to-dc, and dc-to-ac con- 
yerters. For audio and rf applications powdered 
iron and ferrite (a newer type of ceramic) material 
are generally used. Ferrite acts like an insulating 
material, making it unnecessary in all instances to 
place a layer of tape between the core and the 
winding of the transformer or inductor. 


Choosing a Core 


There is no simple rule that can be used for 
selecting a toroid core for a particular job. Many 
things must be considered notably the intended 
frequency of operation, the operating frequency 
versus the physical size and permeability of the 
core, and whether or not the core will be used in a 
small- or large-signal tuned circuit. The higher the 
permeability rating of the material, the fewer will 
be the number of turns required to obtain a 
specific inductance value. For example: if a core of 
certain size has a permeability rating of 400, it 
might require, say, 25 turns of wire to give an 
inductance of 10 LIH. Therefore, where minimum 
JR loss in the winding is desirable, the higher 
permeability is better. A core with a larger cross- 
sectional area (computed from inside diameter, 
outside diameter, and core height) will reduce the 
required number of turns also. These are but a few 
possibilites to consider when selecting a core. Q1 
material is rated for rf applications up to 10 MHz, 
Q? stock is good to 50 MHz, and Q3 ferrite is rated 
to 225 MHz. These three ranges handle most rf 
needs. 1 If the improper material is chosen for a 
given frequency of operation, the core material will 
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not provide a high-Q inductor.In fact, the wrong 
material can completely ruin a tuned circuit. ТЕ too 
large a core (physical size) is used in the upper hf 
region, or at vhf, it may be impossible to wind a 
suitable coil on the toroid because so little wire 
will be required to provide the needed value of 
inductance. For this reason, the smaller cores, and 
those with low permeability ratings, should be used 
in the upper frequency range. 

It is helpful to have some knowledge of the 
core types offered by the various companies before 
ordering a toroid for a particular project. Indiana 
General offers a specification sheet for each of 
their core materials (see Table I). Each sheet lists 
such data as permeability, flux density,residual 
magnetism, usable frequency range, and the loss 
factor at a specified frequency. Bulletin 101A lists 
the physical dimensions of their cores and also 
gives the cross-sectional area of each model in 
square inches. With this information one can 
calculate the required number of tums for a 
specific inductance value, using a selected core size. 
With the foregoing information at our disposal, the 
formula given here will enable the constructor to 
determine the inductance of a toroid when the 
number of turns is known: 


І = ( 0.0046 uN?h. 10810 ye )uH 
D 


WhereL = inductance 
117 permeability of the material 
М = number of turns 
OD -outer diameter of core (cm.) 
ID - inner diameter of core (cm.) 
h = height of core (in cm.) 


To obtain dimensions in centimeters, multiply 
inches by 2.54. The inductance nomogram given 
in Fig. 2-70 can be used when designing toroidal 
inductors which are to be wound on the standard 
cores offered by Indiana General. 


Specific Applications 


Because toroids can be used in circuits that 
handle anything from microwatts to kilowatts, 
they can be put to good use in almost any 
tuned-circuit or transformer application. 

Most amateurs are familiar with balun trans- 
formers, having used them at one time or another 
in their antenna systems. Toroids find widespread 
use as balun transformers because they provide a 
broad-band transformer that is compact and offers 
good power-transfer efficiency. An article which 
describes how to contruct homemade toroidal 
baluns was published in August 1964 QST. Core 
size with respect to four different power levels — 
150 to 1000 watts — is treated in the article. 

Toroidal inductors are useful when applied to 
circuits in which a high degree of selectivity is 
desired. A high-Q toroidal tuned circuit in the rf 
and mixer stages of a communications receiver can 
aid image rejection more than is possible with 
conventional slug-tuned inductors. 

101, 02, and Q3 designations used here are 
those assigned to cores made by Indiana General 


Keasbey, NJ 08832. Other manufactures of 
materials use different identifying codes. 
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Another application for toroidal inductors is in 
transistorized transmitting and receiving equipment 
and in some vacuum-tube circuits — where 
broad-band input, interstage, or output rf trans- 
formers are desired. Toroids can be used in such 
circuits to provide good efficiency and small 
physical size. The broad-band transformer requires 
no tuning controls when properly designed for a 
given frequency range — а particularly useful 
feature in mobile equipment. It is not difficult to 
design a broad-band transformer 2 that will work 
over a range of 3 to 30 MHz, but one must take 
precautions against the radiation of harmonic 
energy when using this kind of transformer in the 
final stage of a transmitter. 

Compact equipment calls for the close spacing 
of component parts, often requiring that the tuned 
circuits of several stages be in close physical 
proximity. This sort of requirement often leads to 
electrical instability of one or more of the stages, 
because of unwanted interstage coupling, thus 
impairing the performance of the equipment. 
Because the toroidal transformer or inductor is 
self-shielding, it is possible to place the tuned 
circuits much closer together than when using 
conventional inductors. The self-shielding feature 
also makes it possible to mount a toroid against a 
circuit board, or against a metal chassis or cabinet 
wall, without significantly affecting their Q. 
Normally, the most noticeable effect of moving a 
toroid closer to or farther away from a metal 


2C.L. Ruthroff, “Some Broadband Trans- 
formers”, Proc. IREs Vol. 47, p. 137, Aug. 1959. 
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ELECTRICAL LAWS AND CIRCUITS 


surface is a change in overall circuit capacitance, 
which in turn slightly affects the resonant fre- 
quency of the toroidal tuned circuit. Because fewer 
turns of wire are needed for a toroid coil than for 
ordinary ai-wound or slug-tuned inductors, the 
assembly can be made extremely compact — a 
much sought-after feature in miniaturized equip- 
ment. 

Inductors and transformers which are wound 
on toroid cores are subject to the same general 
conditions that are common to the laminated 
iron-core types treated earlier in this chapter. A 
sufficient amount of cross-sectional area is nec- 
essary for a given amount of power in order to 
prevent saturation and heating. Either of these 
conditions will seriously impair the efficiencyd a 
circuit. When toroids are used in circuits where 
high pk-pk rf voltage is (or can be) present, the 
core should be wrapped with glass tape or some 
insulating material of similar characteristics. Tef- 
loninsulated wire should be used to prevent 
flashover between turns, or between the winding 
and the core. 

Additional design data and information on 
making one's own toroid cores are given in, 
"Toroida-Wound Inductors,” QST for January 
1968, page 11. Industrial data files and application 
notes are available from the manufacturers of 
ferrite products. 

SIndiana General Comp. 
Ferrites, Keasbey, NJ 08832. Also, Ferroxcube 
Corp. Of, America, Saugerties, NY 12477 and 


don Associates, 12033 Otsego St., N. Holly- 
wood, CA 91607. 
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Chapter 3 


Vacuum-Tube Principles 


CURRENT IN A VACUUM 


The outstanding difference between the 
vacuum tube and most other electrical devices is 
that the electric current does not flow through a 
conductor but through empty space — a vacuum. 
This is only possible when "free" electrons — that 
is, electrons that are not attached to atoms — are 
somehow introduced into the vacuum. Free 
electrons in an evacuated space will be attracted to 
а positively charged object within the same space, 
or will be repelled by a negatively charged object. 
The movement of the electrons under the 
attraction or repulsion of such charged objects 
constitutes the current in the vacuum. 

The most practical way to introduce a 
sufficiently large number of electrons into the 
evacuated space is by thermionic emission. 


Thermionic Emission 


If a piece of metal is heated to incandescence in 
a vacuum, electrons near the surface are given 
enough energy of motion to fly off into the 
surrounding space. The higher the temperature, the 
greater the number of electrons emitted. The name 
for the emitting metal is cathode. 

If the cathode is the only thing in the vacuum, 
most of the emitted electrons stay in its immediate 
vicinity, forming a cloud" about the cathode. The 
reason for this is that the electrons in the space, 
being negative electricity, for a negative charge 
(space charge) in the region of the cathode. The 


Transmitting tubes are їп the back and center rows. 
g tubes are in the front row (1. to r.): 
iature, pencil, planar triode (two), Nuvistor and 
inch diameter cathode-ray tube. 


Fig, 3-1 — Conduction by thermionic emission in a 
vacuum tube, The A battery is used to heat the 
cathode to a temperature that will cause it to emit 
electrons, The B battery makes the plate positive 
with respect to the cathode, thereby causing the 
emitted electrons to be attracted to the plate, 
Electrons captured by the plate flow back through 
the B battery to the cathode, 


space charge repels those electrons nearest the 
cathode, tending to make them fall back on it. 

Now suppose a second conductor is introduced 
into the vacuum, but not connected to anything 
else inside the tube. If this second conductor is 
given a positive charge by connecting a voltage 
source between it and the cathode, as indicated in 
Fig. 3-1, electrons emitted by the cathode are 
attracted to the positively charged conductor. An 
electric current then flows through the circuit 
formed by the cathode, the charged conductor, 
and the voltage source. In Fig. 3-1 this voltage 
source is a battery (“B” battery); a second battery 
(“A” battery) is also indicated for heating the 
cathode to the proper operating temperature. 

The positively charged conductor is usually a 
metal plate or cylinder (surrounding the cathode) 
and is called an anode or plate. Like the other 
working parts of a tube, it is a tube element or 
electrode. The tube shown in Fig. 31 is a 
two-element or two-electrode tube, one element 
being the cathode and the other the anode or plate. 

Since electrons are negative electricity, they 
will be attracted to the plate only when the plate is 
positive with respect to the cathode. If the plate is 
given a negative charge, the electrons will be 
repelled back to the cathode and no current will 
flow. The vacuum tube therefore can conduct only 
in one direction, 


Cathodes 


Before electron emission can occur, the cathode 
must be heated to a high temperature. However, it 
is not essential that the heating current flow 
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Fig. 3-2 — Types of cathode construction. Directly 
heated cathodes or “filaments” are shown at A, B, 
and С. The inverted V filament is used in small 
receiving tubes, the M in both receiving and 
transmitting tubes. The spiral filament is a trans- 
mitting tube type. The indirectly heated cathodes 
at D and E show two types of heater construction, 
one a twisted loop and the other bunched heater 
wires, Both types tend to cancel the magnetic 
fields set up by the current through the heater. 


through the actual material that does the emitting; 
the filament or heater can be electrically separate 
from the emitting cathode. Such a cathode is called 
indirectly heated, while an emitting filament is 
called a directly heated cathode. Fig. 3-2 shows 
both types in the forms which they commonly 
take. 

Much greater electron emission can be obtain- 
ed, at relatively low temperatures, by using special 
cathode materials rather than pure metals. One of 
these is thoriated tungsten or tungsten in which 
thorium is dissolved. Still greater efficiency is 
achieved in the oxide-coated cathode, a cathode in 
which rare-earth oxides form a coating over a metal 
base. 

Although the oxide-coated cathode has the 
highest efficiency, it can be used successfully only 
in tubes that operate at rather low plate voltages. 
Its use is therefore confined to receiving-type tubes 
and to the smaller varieties of transmitting tubes. 
The thoriated filament, on the other hand, will 
operate well in high-voltage tubes. 


Plate Current. 


If there is only a small positive voltage on the 
plate, the number of electrons reaching it will be 
small because the space charge (which is negative) 
prevents those electrons nearest the cathode from 
being attracted to the plate. As the plate voltage is 
increased, the effect of the space charge is 
increasingly overcome and the number of electrons 
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Fig. 3-3 — The diode, or two-element tube, and а 
typical curve showing how the plate current 
depends upon the voltage applied to the plate. 
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attracted to the plate becomes larger. That is, the 
plate current increases with increasing plate 
voltage. 

Fig. 3-3 shows a typical plot of plate current vs, 
plate voltage for a two-clement tube or diode. A 
curve of this type can be obtained with the circuit 
shown, if the plate voltage is increased in small 
steps and a current reading taken (by means of the 
current-indicating instrument — a milliammeter) at 
each voltage. The plate current is zero with no 
plate voltage and the curve rises until a saturation 
point is reached. This is where the positive charge 
on the plate has substantially overcome the space 
charge and almost all the electrons are going to the 
plate, At higher voltages the plate current stays at 
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Fig. 3-4 — Rectification in a diode. Current flows 
only when the plate is positive with respect to the 
cathode, so that only half-cycles of current flow 
through the load resistor, R. 


practically the same value. 

The plate voltage multiplied by the plate 
current is the power input to the tube. In a circuit 
like that of Fig. 3-3 this power is all used in 
heating the plate. If the power input is large, the 
plate temperature may rise to a very high value 
(the plate may become red or even white hot). The 
heat developed in the plate is radiated to the bulb 
of the tube, and in turn radiated by the bulb to the 
surrounding air. 


RECTIFICATION 


Since current can flow through a tube in only 
one direction, a diode can be used to change 
alternating current into direct current. It does this 
by permitting current to flow only when the anode 
is positive with respect to the cathode. There is no 
current flow when the plate is negative. 

Fig. 3-4 shows a representative circuit. Alternat- 
ing voltage from the secondary of the transformer, 
Т, is applied to the diode tube in series with a load 
resistor, R. The voltage varies as is usual with ac, 
but current flows through the tube and R only 
when the plate is positive with respect to the 
cathode — that is, during the half-cycle when the 
upper end of the transformer winding is positive. 
During the negative half-cycle there is simply a gap 
in the current flow. This rectified alternating 


Vacuum-Tube Amplifiers 


current therefore is an intermittent direct current. 

The load resistor, R, represents the actual 
circuit in which the rectified alternating current 
does work. All tubes work with a load of one type 
or another; in this respect a tube is much like a 
generator or transformer. A circuit that did not 
provide a load for the tube would be like a 
short-circuit across a transformer; no useful 
purpose would be accomplished and the only result 
would be the generation of heat in the transformer. 
So it is with vacuum tubes; they must cause power 
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to be developed in a load in order to serve a useful 
purpose. Also, to be efficient most of the power 
must do useful work in the load and not be used in 
heating the plate of the tube, Thus the voltage 
drop across the load should be much higher than 
the drop across the diode. 

With the diode connected as shown in Fig. 3-4, 
the polarity of the current through the load is as 
indicated. If the diode were reversed, the polarity 
of the voltage developed across the load R would 
be reversed. 


VACUUM-TUBE AMPLIFIERS 


TRIODES 
Grid Control 


If a third element — called the control grid, or 
simply grid — is inserted between the cathode and 
plate as in Fig. 3-5, it can be used to control the 
effect of the space charge. If the grid is given a 
positive voltage with respect to the cathode, the 
positive charge will tend to neutralize the negative 
space charge. The result is that, at any selected 
plate voltage, more electrons will flow to the plate 
than if the grid were not present. On the other 
hand, if the grid is made negative with respect to 
the cathode the negative charge on the grid will 
add to the space charge. This will reduce the 
number of electrons that can reach the plate at any 
selected plate voltage. 

The grid is inserted in the tube to control the 
space charge and not to attract electrons to itself, 
so it is made in the form of a wire mesh or spiral. 
Electrons then can go through the open spaces in 
the grid to reach the plate. 


Characteristic Curves 


For any particular tube, the effect of the grid 
voltage on the plate current can be shown by a set 
of characteristic curves. A typical set of curves is 
shown in Fig. 3-6, together with the circuit that is 
used for getting them. For each value of plate 
voltage, there is a value of negative grid voltage 
that will reduce the plate current to zero; that is, 
there is a value of negative grid voltage that will cut 
off the plate current. 


Fig. 3-5 — Construction 
of an elementary triode 
vacuum tube, showing 
the directly-heated 
cathode (filament), grid 
(with an end view of 
the grid wires) and 
plate. The relative den- 
sity of the space charge 
is indicated roughly by 
the dot density. 
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Fig. 3-6 — Grid-voltage-vs.-plate-current curves at 

various fixed values of plate voltage (Ep) for a 

typical small triode. Characteristic curves of this 

type.can be taken by varying the battery voltages 

in the circuit at the right. 


The curves could be extended by making the 
grid voltage positive as well as negative. When the 
grid is negative, it repels electrons and therefore 
none of them reaches it; in other words, no current 
flows in the grid circuit. However, when the grid is 
positive, it attracts electrons and a current (grid 
current) flows, just as current flows to the positive. 
plate. Whenever there is grid current there is an 
accompanying power loss in the grid circuit, but so 
long as the grid is negative no power is used. 

It is obvious that the grid can act as a valve to 
control the flow of plate current. Actually, the grid 
has a much greater effect on plate current flow 
than does the plate voltage. A small change in grid 
voltage is just as effective in bringing about a given 
change in plate current as is a large change in plate 
voltage. 

The fact that a small voltage acting on the grid 
55 equivalent to a large voltage acting on the plate 
indicates the possibility of amplification with the 
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Fig. 3-7 — Dynamic characteristics of a small triode 
with various load resistances from 5000 to 100,000 
ohms. 


triode tube. The many uses of the electronic tube 
nearly all are based upon this amplifying feature. 
The amplified output is not obtained from the 
tube itself, but from the voltage source connected 
between its plate and cathode. The tube simply 
controls the power from this source, changing it to 
the desired form. 

To utilize the controlled power, a load must be 
connected in the plate or “output” circuit, just as 
in the diode case. The load may be either а 
resistance or an impedance. The term “impedance” 
is frequently used even when the load is purely 
resistive, 


Tube Characteristics 


The physical construction of a triode deter- 
mines the relative effectiveness of the grid and 
plate in controlling the plate current. The control 
of the grid is increased by moving it closer to the 
cathode or by making the grid mesh finer. 

The plate resistance of a vacuum tube is the ac 
resistance of the path from cathode to plate. For a 
given grid voltage, it is the quotient of a small 
change in plate voltage divided by the resultant 
change in plate current. Thus if a l-volt change in 
plate voltage caused a plate-current change of. .01 
mA (.00001 ampere), the plate resistance would 
be 100,000 ohms. 

The amplification factor (usually designated by 
the Greek letter 4) of a vacuum tube is defined as 
the ratio of the change in plate voltage to the 
change in grid voltage to effect equal changes in 
plate current. If, for example, an increase of 10 
plate volts raised the plate current 1.0 mA, and an 
increase in (negative) grid voltage of 0.1 volt were 
required to return the plate current to its original 
value, the amplification factors of triode tubes 
would be 100. The amplification factors of triode 
tubes range from 3 to 100 or so. A high- tube is 
one with an amplification of perhaps 30 or more, 
medium-j1 tubes have amplification factors in the 
approximate range 8 to 30 and low-4 tubes in the 
range below 7 or 8. The џ of a triode is useful in 
computing stage gains. 


VACUUM-TUBE PRINCIPLES 


The best all-around indication of the effective- 
ness of a tube as an amplifier is its grid-plate 
transconductance — also called mutual conduct- 
ance or gg. It is the change in plate current divided 
by the change in grid voltage that caused the 
change; it can be found by dividing the 
amplification factor by the plate resistance. Since 
current divided by voltage is conductance, 
transconductance is measured in the unit of 
conductance, the mho. 

Practical values of transconductance are very 
small, so the micromho (one millionth of a mho) is 
the commonly used unit. Different types of tubes 
have transconductances ranging from a few 
hundred to several thousand. The higher the 
transconductance the greater the posible amplifica- 
tion. 


AMPLIFICATION 


The way in which a tube amplifies is best 
known by a type of graph called the dynamic 
characteristic. Such a graph, together with the 
circuit used for obtaining it, is shown in Fig. 3-7. 
The curves are taken with the plate-supply voltage 
fixed at the desired operating value. The difference 
between this circuit and the one shown in Fig. 3-6 
is that in Fig. 3-7 a load resistance is connected in 
series with the plate of the tube. Fig. 3-7 thus 
shows how the plate current will vary, with 
different grid voltages, when the plate current is 
made to flow through a load and thus do useful 
work. 

The several curves in Fig. 3-7 are for various 
values of load resistance. When the resistance is 
small (as in the case of the 5000-ohm load) the 
plate current changes rather rapidly with a given 
change in grid voltage. If the load resistance is high 
(as in the 100,000-ohm curve), the change in plate 
current for the same grid-voltage change is 
relatively small; also, the curve tends to be 
straighter. 

Fig. 3-8 is the same type of curve, but with the 
circuit arranged so that a source of alternating 
voltage (signal) is inserted between the grid and the 
grid battery ("C" battery). The voltage of the grid 
battery is fixed at —5 volts, and from the curve it is 
seen that the plate current at this grid voltage is 2 
milliamperes. This current flows when the load 
resistance is 50,000 ohms, as indicated in the 
circuit diagram, If there is no ac signal in the grid 
circuit, the voltage drop in the load resistor is 
50,000 x .002 = 100 volts, leaving 200 volts 
between the plate and cathode. 

When a sine-wave signal having a peak value of 
2 volts is applied in series with the bias voltage in 
the grid circuit, the instantaneous voltage at the 
grid will swing to —3 volts at the instant the signal 
reaches its positive peak, and to —7 volts at the 
instant the signal reaches its negative peak. The 
maximum plate current will occur at the instant 
the grid voltage is —3 volts. А shown by the graph, 
it will have a value of 2.65 milliamperes. The 
minimum plate current occurs at the instant the 
grid voltage is —7 volts, and has a value of 1.35 
mA, At intermediate values of grid voltage, 
intermdiate plate-current values will occur. 


Amplification 
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Fig, 3-8 — Amplifier operation. When the plate 
current varies in response to the signal applied to 
the grid, a varying voltage drop appears across the 
load, Rp, as shown by the dashed curve. Ep. Ip is 
the plate current. 


The instantaneous voltage between the plate 
and cathode of the tube also is shown on the 
graph. When the plate current is maximum, the 
instantaneous voltage drop in Rp is 50,000 x 
.00265 = 132.5 volts; when the plate current is 
minimum the instantaneous voltage drop in Rp is 
50,000 x .00135 = 67.5 volts. The actual voltage 
between plate and cathode is the difference 
between the platesupply potential, 300 volts, and 
the voltage drop in the load resistance, The 
plate-to-cathode voltage is therefore 167.5 volts at 
maximum plate current and 232.5 volts at 
minimum plate current. 

This varying plate voltage is an ac voltage 
superimposed on the steady plate-cathode poten- 
tial of 200 volts (as previously determined for 
no-signal conditions), The peak value of this ac 
output voltage is the difference between either the 
maximum or minimum plate-cathode voltage and 
the no-signal value of 200 volts. In the illustration 
this difference is 232.5 — 200 or 200 — 167.5; that 
is, 32.5 volts in either case. Since the grid signal 
voltage has а peak value of 2 volts, the 
voltage-amplification ratio of the amplifier is 
32.5/2 or 16.25. That is, approximately 16 times 
as much voltage is obtained from the plate circuit 
asis applied to the grid circuit. 

‘As shown by the drawings in Fig. 3-8, the 
alternating component of the plate voltage swings 
in the negative direction (with reference to the 
no-signal value of plate-cathode voltage) when the 
grid voltage swings in the positive direction, and 
vice versa. This means that the alternating 
component of plate voltage (that is, the amplified 
signal) is 180 degrees out of phase with the signal 
voltage on the grid. 
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Bias 


The fixed negative grid voltage (called grid bias) 
in Fig, 3-8 serves a very useful purpose. One object 
of the type of amplification shown in this drawing 
is to obtain, from the plate circuit, an alternating 
voltage that has the same wave shape as the signal 
voltage applied to the grid. To do so, an operating 
point on the straight part of the curve must be 
selected. The curve must be straight in both 
directions from the operating point at least far 
enough to accommodate the maximum value of 
the signal applied to the grid. If the grid signal 
swings the plate current back and forth over a part 
of the curve that is not straight, as in Fig, 3-9, the 
shape of the ac wave in the plate circuit will not be 
the same as the shape of the grid-signal wave. In 
such a case the output wave shape will be 
distorted. 

A second reason for using negative grid bias is 
that any signal whose peak positive voltage does 
not exceed the fixed negative voltage on the grid 
cannot cause grid current to flow. With no current 
flow there is no power consumption, so the tube 
will amplify without taking any power from the 
signal source. (However, if the positive peak of the 
signal does exceed the negative bias, current will 
flow in the grid circuit during the time the grid is 
positive.) 

Distortion of the output wave shape that results 
from working over a part of the curve that is not 
straight (that is, a nonlinear part of the curve) has 
the effect of transforming a sine-wave grid signal 
into a more complex waveform. As explained in an 
earlier chapter, a complex wave can be resolved 
into a fundamental and a series of harmonics. In 
other words, distortion from nonlinearity causes 
the generation of harmonic frequencies — frequen- 
cies that are not present in the signal applied to the 
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Fig. 3-9 — Harmonic distortion resulting from 
choice of an operating point on the curved part of 
the tube characteristic. The lower half-cycle of 
plate current does not have the same shape as the 
upper half-cycle. 
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Fig. 3-10 — Three types of coupling are in common 
use at audio frequencies, These are resistance 
coupling, impedance coupling, and transformer 
coupling. In all three cases the output is shown 
coupled to the grid circuit of a subsequent amplifi- 
er tube, but the same types of circuits can be used 
to couple to other devices than tubes. 


grid. Harmonic distortion is undesirable in most 
amplifiers, although there are occasions when 
harmonics are deliberately generated and used. 


Audio Amplifier Output Circuits 


The useful output of a vacuum-tube amplifier is 
the alternating component of plate current or plate 
voltage. The dc voltage on the plate of the tube is 
essential for the tube's operation, but it almost 
invariably would cause difficulties if it were 
applied, along with the ac output voltage, to the 
load. The output circuits of vacuum tubes are 
therefore arranged so that the ac is transferred to 
the load but the dc is not. 

Three types of coupling are in common use at 
audio-frequencies, These are resistance coupling, 
impedance coupling, and transformer coupling. 
They are shown in Fig. 3-10. In all three cases the 
output is shown coupled to the grid circuit of a 
subsequent amplifier tube, but the same types of 
circuits can be used to couple to other devices than 
tubes. 

In the resistance-coupled circuit, the ac voltage 
developed across the plate resistor Rp (that is, the 
ac voltage between the plate and cathode of the 
tube) is applied to a second resistor, Rg, through a 
coupling capacitor, Ce. The capacitor “blocks off” 
the dc voltage on the plate of the first tube and 
prevents it from being applied to the grid of tube 
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B. The latter tube has negative grid bias supplied 
by the battery shown. No current flows on the grid 
circuit of tube B and there is therefore no dc 
voltage drop in Rg; in other words, the full voltage 
of the bias battery is applied to the grid of tube В. 

The grid resistor Rg, usually has a rather high 
value (0.5 to 2 megohms). The reactance of the 
coupling capacitor, Се, must be low enough 
compared with the resistance of Rg so that the ac 
voltage drop in C, is negligible at the lowest 
frequency to be amplified. If Rg is at least 0.5 
megohm, а 0.1-UF capacitor will be amply large for 
the usual range of audio frequencies. 

So far as the alternating component of plate 
voltage is concerned, it will be realized that if the 
voltage drop in Cy is negligible then Rp and Rg are 
effectively in parallel (although they are quite 
separate so far as de is concerned). The resultant 
parallel resistance of the two is therefore the actual 
load resistance for the tube. That is why Rg is 
made as high in resistance as possible; then it Will 
have the least effect on the load represented by 
Rp. 
Phe impedance-coupled circuit differs from 
that using resistance coupling only in the 
substitution of a high inductance (as high as several 
hundred henrys) for the plate resistor. The 
advantage of using an inductor rather than а 
resistor at this point is that the impedance of the 
inductor is high for audio frequencies, but its 
resistance, is relatively low. Thus it provides а 
higher value of load impedance for ac without an 
excessive dc voltage drop, and consequently the 
power-supply voltage does not have to be high for 
effective operation. 

The transformercoupled amplifier uses a 
transformer with its primary connected in the plate 
circuit of the tube and its secondary connected to 
the load (in the circuit shown, a following 
amplifier). There is no direct connection between 
the two windings, so the plate voltage on tube A is 
isolated from the grid of tube B. The transformer- 
coupled amplifier has the same advantage as the 
impedance-coupled circuit with respect to loss of 
de voltage from the plate supply. Also, if the 
secondary has more turns than the primary, the 
output voltage will be "stepped up" in proportion 
to the turns ratio. 

Resistance coupling is simple, inexpensive, and 
will give the same amount of amplification — or 
voltage gain — over a wide range of frequencies; it 
will give substantially the same amplification at 
any frequency in the audio range, for example. 
Impedance coupling will give somewhat more gain, 
with the same tube and same plate-supply voltage, 
than resistance coupling. However, it is not quite 
во good over a wide frequency range; it tends to 
“peak,” or give maximum gain, over a comparative- 
ly marrow band of frequencies. With а good 
transformer the gain of a transformercoupled 
amplifier can be kept fairly constant over the 
audio-frequency range. On the other hand, 
transformer coupling in voltage amplifiers (see 
below) is best suited to triodes having amplifica- 
tion factors of about 20 or less, for the reason that. 
the primary inductance of a practicable transform- 
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Fig. 3-11 — An elementary power-amplifier circuit 
in which the power-consuming load is coupled to 
the plate circuit through an impedance-matching 
transformer. 


er cannot be made large enough to work well with 
a tube having high plate resistance. 


Class A Amplifiers 


An amplifier in which voltage gain is the 
primary consideration is called a voltage amplifier. 
Maximum voltage gain is secured when the load 
resistance or impedance is made as high as possible 
in comparison with the plate resistance of the tube. 
In such a case, the major portion of the voltage 
generated will appear across the load. 

Voltage amplifiers belong to a group called 
Class A amplifiers. A Class A amplifier is one 
operated so that the wave shape of the output 
voltage is the same as that of the signal voltage 
applied to the grid. If a Class A amplifier is biased 
so that the grid is always negative, even with the 
largest signal to be handled by the grid, it is called 
a Class Ау amplifier. Voltage amplifiers are always 
Class Ај amplifiers, and their primary use is in 
driving a following Class Ay amplifier. 


Power Amplifiers 


The end result of any amplification is that the 
amplified signal does some work. For example, an 
audio-frequency amplifier usually drives а loud- 
speaker that in turn produces sound waves. The 
greater the amount of af power supplied to the 
speaker the louder the sound it will produce. 

Fig. 3-11 shows an elementary power-amplifier 
circuit, It is simply a transformer-coupled amplifier 
with the load connected to the secondary. 
Although the load is shown as a resistor, it actually 
would be some device, such as a loudspeaker, that 
employs the power usefully. Every power tube 
requires a specific value of load resistance from 
plate to cathode, usually some thousands of ohms, 
for optimum operation. The resistance of the 
actual load is rarely the right value for “matching” 
this optimum load resistance, so the transformer 
turns ratio is chosen to reflect the power value of 
resistance into the primary. The turns ratio may be 
either step-up or step-down, depending on whether 
the actual load resistance 15 higher or lower than 
the load the tube wants. 

The power-amplification ratio of an amplifier is 
the ratio of the power output obtained from the. 
plate circuit to {һе power required from the ac 
signal in the grid circuit. There is no power lost in 
the grid circuit of a Class Ај amplifier, so such an 
amplifier has an infinitely large power-amplifica- 
tion ratio. However, it is quite possible to operate a 
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Class A amplifier in such a way that current flows 
in its grid circuit during at least part of the cycle. 
In such a case power is used up in the grid circuit 
and the power amplification ratio is not infinite. A 
tube operated in this fashion is known as a Class 
Аз amplifier. It is necessary to use a power 
amplifier to drive a Class Ag amplifier, because а 
voltage amplifier cannot deliver power without 
serious distortion of the wave shape. 

Another term used in connection with power 
amplifiers is power sensitivity. In the case of a 
Class Ај amplifier, it means the ratio of power 
output to the grid signal voltage that causes it, If 
grid current flows, the term usually means the ratio 
of plate power output to grid power input. 

The ac power that is delivered to a load by an 
amplifier tube has to be paid for in power taken 
from the source of plate voltage and current. In 
fact, there is always more power going into the 
plate circuit of the tube than is coming out as 
useful output. The difference between the input 
and output power is used up in heating the plate of 
the tube, as explained previously. The ratio of 
useful power output to de plate input is called the 
plate efficiency. The higher the plate efficiency, 
the greater the amount of power that can be taken 
from a tube having a given plate-dissipation rating. 


Parallel and Push-Pull , 


When it is necessary to obtain more power 
output than one tube is capable of giving, two or 
more similar tubes may be connected in parallel. In 
this case the similar elements in all tubes are 
connected together. This method is shown in Fig. 
3-12 for a transformercoupled amplifier. The 
power output is in proportion to the number of 
tubes used; the grid signal or exciting voltage 
required, however, is the same as for one tube. 

If the amplifier operates in such a way as to 
consume power in the grid circuit, the grid power 
required is in proportion to the number of tubes 
used. 


зе = 


Fig. 3-12 — Parallel and push-pull af amplifier 
circuits. 
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COMBINED 
OUTPUT 


Fig. 3-13 — Class B amplifier operation. 


An increase in power output also can be 
secured by connecting two tubes in push-pull. In 
this case the grids and plates of the two tubes are 
connected to opposite ends of a balanced circuit as 
shown in Fig. 3-12. At any instant the ends of the 
secondary winding of the input transformer, 71, 
will be at opposite polarity with respect to the 
cathode connection, so the grid of one tube is 
swung positive at the same instant that the grid of 
the other is swung negative. Hence, in any 
push-pull-connected amplifier the voltages and 
currents of one tube are out of phase with those of 
the other tube. 

In push-pull operation the even-harmonic 
(second, fourth, etc.) distortion is balanced out in 
the plate circuit. This means that for the same 
power output the distortion will be less than with 
parallel operation. 

The exciting voltage measured between the two 
grids must be twice that required for one tube. If 
the grids consume power, the driving power for the 
push-pull amplifier is twice that taken by either 
tube alone. 


Cascade Amplifiers 

It is readily possible to take the output of one 
amplifier and apply it as a signal on the grid of a 
second amplifer, then take the second amplifier's 
output and apply it to a third, and so on. Each 
amplifier is called a stage, and stages used 
successively are said to be in cascade. 


Class B Amplifiers 

Fig. 3-13 shows two tubes connected in a 
push-pull circuit. If the grid bias is set at the point. 
where (when no signal is applied) the plate current 
is just cut off, then a signal can cause plate current 
to flow in either tube only when the signal voltage 
applied to that particular tube is positive with 
respect to the cathode. Since in the balanced grid 
circuit the signal voltages on the grids of the two 
tubes always have opposite polarities, plate current 
flows only in one tube at a time. 
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The graphs show the operation of such an 
amplifier. The plate current of tube B is drawn 
inverted to show that it flows in the opposite 
direction, through the primary of the output 
transformer, to the plate current of tube А. Thus 
each half of the output-transformer primary works 
alternately to induce a half-cycle of voltage in the 
secondary. In the secondary of T2, the original 
waveform is restored. This type of operation is 
called Class B amplification. 

The Class B amplifier has considerably higher 
plate efficiency than the Class A amplifier. 
Furthermore, the dc plate current of a Class B 
amplifier is proportional to the signal voltage on 
the grids, so the power input is small with small 
signals. The dc plate power input to a Class A 
amplifier is the same whether the signal is large, 
small, or absent altogether; therefore the maximum 
dc plate input that can be applied to a Class A 
amplifier is equal to the rated plate dissipation of 
the tube or tubes. Two tubes in a Class B amplifier 
can deliver approximately twelve times as much 
audio power as the same two tubes in a Class A 
amplifier. 

A Class B amplifier usually is operated in such a 
way as to secure the maximum possible power 
output. This requires rather large values of plate 
current, and to obtain them the signal voltage must 
completely overcome the grid bias during at least 
part of the cycle, so grid current flows and the grid 
circuit consumes power. While the power require- 
ments are fairly low (as compared with the power 
output), the fact that the grids are positive during 
only part of the cycle means that the load on the 
preceding amplifier or driver stage varies in 
magnitude during the cycle; the effective load 
resistance is high when the grids are not drawing 
current and relatively low when they do take 
current. This must be allowed for when designing 
the driver. 

Certain types of tubes have been designed 
specifically for Class B service and can be operated 
without fixed or other form of grid bias (zero-bias 
tubes). The amplification factor is so high that the 
plate current is small without signal. Because there 
is no fixed bias, the grids start drawing current 
immediately whenever a signal is applied, so the 
grid-current flow is continuous throughout the 
cycle. This makes the load on the driver much 
more constant than is the case with tubes of lower 
Ju biased to plate-current cut off. 

Class B amplifiers used at radio frequencies are 
known as linear amplifiers because they are 
adjusted to operate in such a way that the power 
output is proportional to the square of the rf 
exciting voltage. This permits amplification of a 
modulated rf signal without distortion. Push-pull is 
not required in this type of operation; a single tube 
can be used equally well. 


Class AB Amplifiers 


А Class AB audio amplifier is a push-pull 
amplifier with higher bias than would be normal 
for pure Class A operation, but less than the 
cut-off bias required for Class B. At low signal 
levels the tubes operate as Class A amplifiers, and 


Feedback 


the plate current is the same with or without 
signal. At higher signal levels, the plate current of 
one tube is cut off during part of the negative cycle 
of the signal applied to its grid, and the plate 
current of the other tube rises with the signal. The 
total plate current for the amplifier also rises above 
the no-signal level with a large signal is applied. 

In a properly designed Class AB amplifier the 
distortion is as low as with a Class A stage, but the 
efficiency and power output are considerably 
higher than with pure Class A operation. A Class 
AB amplifier can be operated either with or 
without driving the grids into the positive region. A 
Class AB amplifier is опе in which the grids are 
never positive with respect {о the cathode; 
therefore по driving power is required — only 
voltage. A Class AB amplifier is one that has 
grid-current flow during part of the cycle if the 
applied signal is large; it takes a small amount of 
driving power. The Class AB» amplifier will deliver 
somewhat more power (using the same tubes) but 
the Class AB, amplifier avoids the problem of 
designing a driver that will deliver power, without 
distortion, into a load of highly variable resistance. 


Operating Angle 


Inspection of Fig, 3-13 shows that either of the 
two vacuum tubes іѕ working for only half the ac 
cycle and idling during the other half. It is 
convenient to describe the amount of time during 
which plate current flows in terms of electrical 
degrees. In Fig. 3-13 each tube has “180-degree” 
excitation, a half-cycle being equal to 180 degrees. 
The number of degrees during which plate current 
flows is called the operating angle of the amplifier. 
From the descriptions given above, it should be 
clear that a Class A amplifier has 360-degree 
excitation, because plate current flows during the 
whole cycle. In a Class AB amplifier the operating 
angle is between 180 and 360 degrees (in each 
tube) depending on the particular operating 
conditions chosen, The greater the amount of 
negative grid bias, the smaller the operating angle 
becomes. 

‘An operating angle of less than 180 degrees 
leads to a considerable amount of distortion, 
because there is no way for the tube to reproduce 
even a half-cycle of the signal on its grid. Using two 
tubes in push-pull, as in Fig. 3-13, would merely 
put together two distorted halfcycles. An 
operating angle of less than 180 degrees therefore 
cannot be used if distortionless output is wanted. 


Class С Amplifiers 


In power amplifiers operating at radio frequen- 
cies distortion of the rf wave form is relatively 
unimportant. ‘For reasons described later in this 
chapter, an rf amplifier must be operated with 
tuned circuits, and the selectivity of such circuits 
“filters out” the rf harmonics resulting from 
distortion, 

А radio-frequency power amplifier therefore 
can be used with an opetating angle of less than 
180 degrees. This is called Class C operation. The 
advantage is that the plate efficiency is increased, 
because the loss in the plate is proportional, among 
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other things, to the amount of time during which 
the plate current flows, and this time is reduced by 
decreasing the operating angle. 

Depending on the type of tube, the optimum 
load resistance for a Class C amplifier ranges from 
about 1500 to 5000 ohms. It is usually secured by 
using tuned-circuit arrangements, of the type 
described in the chapter on circuit fundamentals, 
to transform the resistance of the actual load to 
the value required by the tube. The grid is driven 
well into the positive region, so that grid current 
flows and power is consumed in the grid circuit. 
The smaller the operating angle, the greater the 
driving voltage and the larger the grid driving 
power required to develop full output in the load 
resistance, The best compromise between driving 
power, plate efficiency, and power output usually 
results when the minimum plate voltage (at the 
peak of the driving cycle, when the plate current 
reaches its highest value) is just equal to the peak 
positive grid voltage. Under these conditions the 
operating angle is usually between 120 and 150 
degrees and the plate efficiency lies in the range of 
60 to 80 percent. While higher plate efficiencies 
are possible, attaining them requires excessive 
driving power and grid bias, together with higher 
plate voltage than is “normal” for the particular 
tube type. 

With proper design and adjustment, a Class C 
amplifier can be made to operate in such a way 
that the power input and output are proportional 
to the square of the applied plate voltage. This is 
an important consideration when the amplifier is 
to be plate-modulated for radiotelephony, as 
described in the chapter on amplitude modulation. 


FEEDBACK 


It is possible to take a part of the amplified 
energy in the plate circuit of an amplifier and 
insert it into the grid circuit, When this is done the 
amplifier is said to have feedback. 

If the voltage that is inserted in the grid circuit 
is 180 degrees out of phase with the signal voltage 
acting on the grid, the feedback is called negative, 
or degenerative. On the other hand, if the voltage is 
fed back in phase with the grid signal, the feedback 
is called positive, or regenerative. 


Negative Feedback 


With negative feedback the voltage that is fed 
back opposes the signal voltage. This decreases the 
amplitude of the voltage acting between the grid 
and cathode and thus has the effect of reducing the 
voltage amplification. That is, a larger exciting 
voltage is required for obtaining the same output 
voltage from the plate circuit, 

The greater the amount of negative feedback 
(when properly applied) the more independent the 
amplification becomes of tube characteristics and 
circuit conditions. This tends to make the 
frequency-response characteristic of the amplifier 
flat — that is, the amplification tends to be the 
same at all frequencies within the range for which 
the amplifier is designed. Also, any distortion 
generated in the plate circuit of the tube tends to 
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Fig. 3-14 — Simple circuits for producing feedback. 


“puck itself out? Amplifiers with negative 
feedback are therefore comparatively free from 
harmonic distortion. These advantages are worth 
while if the amplifier otherwise has enough voltage 
gain for its intended use. 

In the circuit shown at A in Fig. 3-14 resistor 
Rg is in series with the regular plate resistor, Rp 
and thus is a part of the load for the tube. 
Therefore, part of the output voltage will appear 
across Re. However, Re also is connected in series 
with the grid circuit, and so the output voltage that 
appears across Re is in series with the signal 
voltage. The output voltage across Re opposes the 
signal voltage, so the actual ac voltage between the 
grid and cathode is equal to the difference between 
the two voltages. 

The circuit shown At B in Fig. 3-14 can be used 
to give either negative or positive feedback. The 
secondary of a transformer is connected back into 
the grid circuit to insert a desired amount of 
feedback voltage. Reversing the terminals of either 
transformer winding (but not both simultaneously) 
will reverse the phase. 


Positive Feedback 


Positive feedback increases the amplification 
because the feedback voltage adds to the original 
signal voltage and the resulting larger voltage on 
the grid causes a larger output voltage. The 
amplification tends to be greatest at one frequency 
(which depends upon the particular circuit 
arrangement) and harmonic distortion is increased. 
If enough energy is fed back, a self-sustaining 
oscillation — in which energy at essentially one 
frequency is generated by the tube itself — will be 
set up. In such case all the signal voltage on the 
gtid can be supplied from the plate circuit; no 
external signal is needed because any small 
irregularity in the plate current — and there are 
always some irregularities — will be amplified 
and thus give the oscillation an opportunity to 
build up. Positive feedback finds a major 
application in such “oscillators,” and in addition is 
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‚ used for selective amplification at both audio and 


radio frequencies, the feedback being kept below 
the value that causes self-oscillation, 


INTERELECTRODE CAPACITANCES 


Each pair of elements in a tube forms a small 
capacitor “plate.” There are three such capaci- 
tances in a triode — that between the grid and 
cathode, that between the grid and plate, and that 
between the plate and cathode. The capacitances 
are very small — only a few picofarads at most — 
but they frequently have a very pronounced effect 
on the operation of an amplifier circuit. 


Input Capacitance 


It was explained previously that the ac grid 
voltage and ac plate voltage of an amplifier having 
a resistive load are 180 degrees out of phase, using 
the cathode of the tube as a reference point. 
However, these two voltages are in phase going 
around the circuit from plate to grid as shown in 
Fig. 3-15. This means that their sum is acting 
between the grid and plate; that is, across the 
grid-plate capacitance of the tube. 


Аз а result, a capacitive current flows around 
the circuit, its amplitude being directly proportion- 
al to the sym of the ac grid and plate voltages and 
to the grid-plate capacitance. The source of the 
grid signal must furnish this amount of current, in 
addition to the capacitive current that flows in the 
grid-cathode capacitance. Hence the signal source 
“sees” an effective capacitance that is larger than 
the grid-cathode capacitance. This is known as the 
Miller Effect. 

The greater the voltage amplification the 
greater the effective input capacitance, The input 
capacitance of а resistance-coupled amplifier is 
given by the formula 


Cinput = Сек + Сер (А + 1) 


where С is the grid-to-cathode capacitance, Сар 
is the grid-to-plate capacitance, and A is the voltage 
amplification. The input capacitance may be as 
much as several hundred picofarads when the 
voltage amplification is large, even though the 
interelectrode capacitances are quite small. 


Fig. 3-15 — The ac voltage appearing between the 
grid and plate of the amplifier is the sum of the 
signal voltage and the output voltage, as shown by 
this simplified circuit. Instantaneous polarities are 
indicated. 


Screen-Grid Tubes 


Output Capacitance 
The principal component of the output 
capacitance of an amplifier is the actual plate-to- 
cathode capacitance of the tube. The output 
capacitance usually need not be considered in 
audio amplifiers, but becomes of importance at 
radio frequencies. 


Tube Capacitance at RF 


At radio frequencies the reactances of even very 
small interelectrode capacitances drop to very low 
values. A resistance-coupled amplifier gives very 
little amplification at rf, for example, because the 
reactances of the interelectrode “capacitors” are so 
low that they practically short-circuit the input 
and output circuits and thus the tube is unable to 
amplify. This is overcome at radio frequencies by 
using tuned circuits for the grid and plate, making 
the tube capacitances part of the tuning capaci- 
tances, In this way the circuits can have the high 
resistive impedances necessary for satisfactory 
amplification, 

The grid-plate capacitance is important at radio 
frequencies because its reactance, relatively low at 
rf, offers a path over which energy can be fed back 
from the plate to the grid. In practically every case 
the feedback is in the right phase and of sufficient 
amplitude to cause self-oscillation, so the circuit 
‘becomes useless as an amplifier, 

Special “neutralizing” circuits can be used to 
prevent feedback but they are, in general, not too 
satisfactory when used in radio receivers. They are, 
however, used in transmitters. 


SCREEN-GRID TUBES 


The grid-plate capacitance can be reduced to a 
negligible value by inserting a second grid between 
the control grid and the plate, as indicated in Fig. 
3-16, The second grid, called the screen grid, acts 


‘SCREEN 
‘GRID 


Fig. 3-16 — Representative arrangement of ele- 
ments in a screen-grid tetrode, with part of plate 
and screen cut away. This is “single-ended” con- 
struction with a button base, typical of mi 
receiving tubes. To reduce capacitance between 
control grid and plate the leads from these ele- 
ments are brought out at opposite sit ; actual 
tubes probably would have additional shielding 
between these leads. 
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as an electrostatic shield to prevent capacitive 
coupling between the control grid and plate, It is 
made in the form of a grid or coarse screen so that 
electrons can pass through it. 

Because of the shielding sction of the screen 
grid, the positively charged plate cannot attract 
electrons from the cathode as it does in a triode. In 
order to get electrons to the plate, it is necessary to 
apply a positive voltage (with respect to the 
cathode) to the screen. The screen then attracts 
electrons much as does the plate in a triode tube. 
In traveling toward the screen the electrons acquire 
such velocity that most of them shoot between the 
screen wires and then are attracted to the plate. A 
certain proportion do strike the screen, however, 
with the result that some current also flows in the 
screen-grid circuit. 

To be a good shield, the screen grid must be 
connected to the cathode through a circuit that has 
low impedance at the frequency being amplified. A 
bypass capacitor from screen grid to cathode, 
having a reactance of not more than a few hundred 
ohms, is generally used. 

А tube having a cathode, control grid, screen 
grid and plate (four elements) is called a tetrode. 


Pentodes 


When an electron traveling at appreciable velo- 
city through a tube strikes the plate it dislodges 
other electrons which "splash" from the plate into 
the interelement space. This is called 

emission, ‘In a triode the negative grid repels the 
secondary electrons back into the plate and they 
cause no disturbance. In the screen-grid tube, 
however, the positively charged screen attracts the 
secondary electrons, causing a reverse current to 
flow between screen and plate. 

To overcome the effects of secondary emission, 
a third grid, called the suppressor grid, may be 
inserted between the screen and plate. This grid 
acts as a shield between the screen grid and plate so 
the secondary electrons cannot be attracted by the 
screen grid. They are hence attracted back to the 
plate without appreciably obstructing the regular 
plate-current flow. A five-element tube of this type 
is called a pentode. 

Although the screen grid in either the tetrode 
or pentode greatly reduces the influence of the 
plate upon plate-current flow, the control grid still 
can control the plate current in essentially the 
same way that it does in a triode. Consequently, 
the grid-plate transconductance (or mutual con- 
ductance) of a tetrode or pentode will be of the 
same order of value as in a triode of corresponding 
structure. On the other hand, since a change in 
plate voltage has very little effect on the plate-cur- 
rent flow, both the amplification factor and plate 
resistance of a pentode or tetrode are very high. In 
small receiving pentodes the amplification factor is 
of the order of 1000 or higher, while the plate 
resistance may be from 0.5 to 1 or more megohms. 
Because of the high plate resistance, the actual 
voltage amplification possible with a pentode is 
very much less than the large amplification factor 
might indicate. A voltage gain in the vicinity of 50 
to 200 is typical of a pentode stage. 
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In practical screen-grid tubes the grid-plate 
capacitance is only a small fraction of a picofarad. 
This capacitance is too small to cause an appreci- 
able increase in input capacitance as described in 
the preceding section, so the input capacitance of a 
sereen-grid tube is equal to the capacitance be- 
tween the plate and screen. 

In addition to their applications as radio-fre- 
quency amplifiers, pentodes or tetrodes also are 
used for audio-frequency power amplification. In 
tubes designed for this purpose the chief function 
of the screen is to serve as an accelerator of the 
electrons, so that large values of plate current can 
be drawn at relatively low plate voltages. Such 
tubes have quite high power sensitivity compared 
with triodes of the same power output, although 
harmonic distortion is somewhat greater. 


Beam Tubes 


A beam tetrode is a four-element screen-grid 
tube constructed in such a way that the electrons 
are formed into concentrated beams on their way 
to the plate. Additional design features overcome 
the effects of secondary emission so that a suppres- 
sor grid is not needed. The “beam” construction 
makes it possible to draw large plate currents at 
relatively low plate voltages, and increases the 
power sensitivity. 

For power amplification at both audio and 
тафо frequencies beam tetrodes have largely sup- 
planted the non beam types because large power 
outputs can be secured with very small amounts of 
grid driving power. 


Variable Tubes 


The mutual conductance of a vacuum tube 
decreases when its grid bias is made more negative, 
assuming that the other electrode voltages are held 
constant. Since the mutual conductance controls 
the amount of amplification, it is possible to adjust 
the gain of the amplifier by adjusting the grid bias, 
This method of gain control is universally used in 
radio-frequency amplifiers designed for receivers. 

The ordinary type of tube has what is known as 
a sharp-cutoff characteristic. The mutual conduct- 
ance decreases at a uniform rate as the negative 
bias is increased. The amount of signal voltage that 
such a tube can handle without causing distortion 
is not sufficient to take care of very strong signals. 
To overcome this, some tubes are made with a 
variable-4 characteristic — that is, the amplification 
factor decreases with increasing grid bias. The 
variable tube can handle a much larger signal 
than the sharp-cutoff type before the signal swings 
either beyond the zero grid-bias point or the 
plate-current cutoff point. 


INPUT AND OUTPUT IMPEDANCES 


The input impedance of а vacuum-tube amplifi- 
er is the impedance "seen" by the signal source 
when connected to the input terminals of the 
amplifier. In the types of amplifiers previously 
discussed, the input impedance is the impedance 
measured between the grid and cathode of the tube 
with operating voltages applied. At audio frequen- 
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cies the input impedance of a Class Ај amplifier is 
for all practical purposes the input impedance of 
the stage. If the tube is driven into the grid-current 
region there is in addition a resistance component 
in the input impedance, the resistance having an 
average value equal to E2/P, where E is the rms 
driving voltage and P is the power in watts 
consumed in the grid. The resistance usually will 
vary during the ac cycle because grid current may 
flow only during part of the cycle; also, the 
grid-voltage/grid-current characteristic is seldom 
linear. 

The output impedance of amplifiers of this 
type consists of the plate resistance of the tube 
shunted by the output capacitance. 

At radio frequencies, when tuned circuits are 
employed, the input and output impedances are 
usually pure resistances; any reactive components 
are "tuned out" in the process of adjusting the 
circuits to resonance at the operating frequency. 


OTHER TYPES OF AMPLIFIERS 


In the amplifier circuits so far discussed, the 
signal has been applied between the grid and 
cathode and the amplified output has been taken 
from the plate-to-cathode circuit. That is, the 
cathode has been the meeting point for the input 
and output circuits. However, it is possible to use 
any one of the three principal elements as the 
common point. This leads to two additional kinds 
of amplifiers, commonly called the grounded-grid 
amplifier (or grid-separation circuit) and the cath- 
ode follower. 

These two circuits are shown in simplified form 
in Fig. 3-17. In both circuits the resistor R 
represents the load into which the amplifier works; 
the actual load may be resistance-capacitance- 
coupled, transformer-coupled, may be a tuned 
circuit if the amplifier operates at radio frequen- 
cies, and so on. Also, in both circuits the batteries 
that supply grid bias and plate power are assumed 
to have such negligible impedance that they do not 
enter into the operation of the circuits. 


Grounded-Grid Amplifier 


In the grounded-grid amplifier the input signal 
is applied between the cathode and grid, and the 


Fig. 3-17 — 
the upper 
cuit, the grid is 
the junction 
point between 
the input and 
output circuits 
in the lower 
drawing, the 
plate is the junc- 
tion. In either 
case the output 
is developed in 
the load resistor, 
R, end may be 
coupled to a fol- 
lowing amplifier 
by the usual 
methods. 


Cathode Circuits and Grid Bias 


output is taken between the plate and grid. The 
grid is thus the common element. The ac compon- 
ent of the plate current has to flow through the 
signal source to reach the cathode. The source of 
signal is in series with the load through the 
plate-to-cathode resistance of the tube, so some of 
fhe power in the load is supplied by the signal 
source. In transmitting applications this fed- 
through power is of the order of 10 percent of the 
total power output, using tubes suitable for 
grounded-grid service. 

The input impedance of the grounded-grid 
amplifier consists of a capacitance in parallel with 
an equivalent resistance representing the power 
furnished by the driving source of the grid and to 
the load. This resistance is of the order of a few 
hundred ohms. The output impedance, neglecting 
the interelectrode capacitances, is equal to the 
plate resistance of the tube. This is the same as in 
the case of the grounded-cathode amplifier. 

The grounded-grid amplifier is widely used at 
vhf and uhf, where the more conventional amplifi- 
er circuit fails to work properly. With a triode tube 
designed for this type of operation, an rf amplifier 
can be built that is free from the type of feedback 
that causes oscillation, This requires that the grid 
act as a shield between the cathode and plate, 
reducing the plate-cathode capacitance to a very 
low value. 


Cathode Follower 


The cathode follower uses the plate of the tube 
as the common element. The input signal is applied 
between the grid and plate (assuming negligible 
impedance in the batteries) and the output is taken 
between cathode and plate. This circuit is degener- 
ative; in fact, all of the output voltage is fed back 
into the input circuit out of phase with the grid 
signal. The input signal therefore has to be larger 
than the output voltage; that is, the cathode 
follower gives a loss in voltage, although it gives the 
same power gain as other circuits under equivalent 
operating conditions, 

‘An important feature of the cathode follower is 
its low output impedance, which is given by the 
formula (neglecting interelectrode capacitances) 


А 
Zou^ тер 


where ғр is the tube plate resistance and [Lis the 
amplification factor. Low output impedance is a 
valuable characteristic in an amplifier designed to 
cover a wide band of frequencies. In addition, the 
input capacitance is only a fraction of the grid-to- 
cathode capacitance of the tube, a feature of 
further benefit in a wide-band amplifier. The 
cathode follower is useful as a step-down imped- 
ance transformer, since the input impedance is high 
and the output impedance is low. 


CATHODE CIRCUITS AND GRID BIAS 


Most of the equipment used by amateurs is 
powered by the ac line, This includes the filaments 
ог heaters of vacuum tubes. Although supplies for 
the plate (and sometimes the grid) are usually 
rectified and filtered to give pure dc — that is, 
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direct current that is constant and without a 
superimposed ac component — the relatively large 
currents required by filaments and heaters usually 
make а rectifier-type de supply impracticable, 


Filament Hum 


Alternating current is just as good as direct 
current from the heating standpoint, but some of 
the ac voltage is likely to get on the grid and cause 
a low-pitched “ac hum” to be superimposed on the 
output. 

Hum troubles are worst with directly-heated 
cathodes or filaments, because with such cathodes 
there has to be a direct connection between the 
source of heating power and the rest of the circuit. 
The hum can be minimized by either of the 
connections shown in Fig, 3-18, In both cases the 
grid- and plate-return circuits are connected to the 
electrical midpoint (center tap) of the filament 
supply. Thus, so far as the grid and plate are 
concerned, the voltage and current on one side of 
the filament are balanced by an equal and opposite 
voltage and current on the other side. The balance 
is never quite perfect, however, so filament-type 
tubes are never completely hum-free. For this 
reason directly-heated filaments are employed for 
the most part in power tubes, where the hum 
introduced is extremely small in comparison with 
the power-output level. 

With indirectly heated cathodes the chief prob- 
lem is the magnetic field set up by the heater. 
Occasionally, also, there is leakage between the 
heater and cathode, allowing a small ac voltage to 
get to the grid. If hum appears, grounding one side 
of the heater supply usually will help to reduce it, 
although sometimes better results are obtained if 
the heater supply is center-tapped and the center- 
Чар grounded, as in Fig. 3-18, 


Cathode Bias 


In the simplified amplifier circuits discussed in 
this chapter, grid bias has been supplied by a 
battery. However, in equipment that operates from 
the power line, cathode bias is almost universally 
used for tubes that are operated in Class A 
(constant dc input). 

The cathode-bias method uses a resistor (cath- 
ode resistor) connected in series with the cathode, 
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Fig. 3-18 — Filament center-tapping methods for 
use with directly heated tubes. 
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‘Signal 
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Fig. 3-19 — Cathode biasing. R is the cathode 
resistor and C is the cathode bypass capacitor. 


as shown at R in Fig. 3-19. The direction of 
plate-current flow is such that the end of the 
resistor nearest the cathode is positive. The voltage 
drop across R therefore places a negative voltage 
on the grid. This negative bias is obtained from the 
steady dc plate current. 

If the alternating component of plate current 
flows through R when the tube is amplifying, the 
voltage drop caused by the ac will be degenerative 
(note the similarity between this circuit and that of 
Fig. 3-14A). To prevent this the resistor is by- 
passed by a capacitor, C, that has very low 
Teactance compared with the resistance of R. 
Depending on the type of tube and the particular 
kind of operation, R may be between about 100 
and 3000 ohms. For good bypassing at the low 
audio frequencies, C should be 10 to 50 micro- 
farads (electrolytic capacitors are used for this 
purpose). At radio frequencies, capacitances of 
about 100 pF to 0.1 ДЕ are used; the small values 
are sufficient at very high frequencies and the 
largest at low and medium frequencies. In the 
range 3 to 30 megahertz a capacitance of .01 ШЕ 
is satisfactory. 

The value of cathode resistor for an amplifier 
having negligible dc resistance in its plate circuit 
(transformer or impedance coupled) can easily be 
calculated from the known operating conditions of 
the tube. The proper grid bias and plate current 
always are specified by the manufacturer. Knowing 
these, the required resistance can be found by 
applying Ohm’s Law. 


Example: It is found from tube tables that the tube to 


be used should have a negative grid bias of 8 volts and that 
at this bias the plate current will be 12 milliamperes (0.012 
amp). The required cathode resistance is then 


R= Re 8 = 667 ohms 


The nearest standard value, 680 ohms, would be close 
‘enough. The power used in the resistor is 


P= EI=8X 012 = 0,096 watt 


А 1/4-watt or 1/2-watt resistor would have ample rating. 


The current that flows through R is the total 
cathode current. In an ordinary triode amplifier 
this is the same as the plate current, but in a 
screen-grid tube the cathode current is the sum of 
the plate and screen currents. Hence these two 
currents must be added when calculating the value 
of cathode resistor required for a screen-grid tube. 


VACUUM-TUBE PRINCIPLES 


‘Example: A receiving pentode requires 3 volts negative 
bias. At this bias and the recommended plate and screen 
voltages, its plate current is 9 mA and its screen current is 2 
mA. The cathode current is therefore 11 mA (0.011 amp). 
The requited resistance is 


R=G- фт 7272 ohms 


А 270-ohm resistor would be satisfactory, The power in the 
resistor is 


P=EI=3X0.011= .033 watt 


The cathode-resistor method of biasing is self- 
regulating, because if the tube characteristics vary 
slightly from the published values (as they do in 
practice) the bias will increase if the plate current 
is slightly high, or decrease if it is slightly low. This 
tends to hold the plate current at the proper value. 

Calculation of the cathode resistor for a resist- 
ance-coupled amplifier is ordinarily not practicable 
by the method described above, because the plate 
current in such an amplifier is usually much smaller 
than the rated value given in the tube tables. 
However, representative data for the tubes com- 
monly used as resistance-coupled amplifiers are 
given in the chapter on audio amplifiers, including 
cathode-resistor values. 


“Contact Potential” Bias 


In the absence of any negative bias voltage on 
the grid of a tube, some of the electrons in the 
space charge will have enough velocity to reach the 
grid. This causes a small current (of the order of 
microamperes) to flow in the external circuit 
between the grid and cathode. If the current is 
made to flow through a high resistance — a 
megohm or so — the resulting voltage drop in the 
resistor will give the grid a negative bias of the 
order of one volt. The bias so obtained is called 
contact-potential bias. 

Contact-potential bias can be used to advantage 
in circuits operating at low signal levels (less than 
one volt peak) since it eliminates the cathode-bias 
resistor and bypass capacitor. It is principally used 
in low-level resistance-coupled audio amplifiers. 
The bias resistor is connected directly between grid 
and cathode, and must be isolated from the signal 
source by a blocking capacitor. 


Screen Supply 


In practical circuits using tetrodes and pentodes 
the voltage for the screen frequently is taken from 
the plate supply through a resistor. A typical 
circuit for an rf amplifier is shown in Fig. 3-20. 
Resistor R is the screen dropping resistor, and C is 
the screen bypass capacitor. In flowing through R, 
the screen current causes a voltage drop іп R that 
reduces the platesupply voltage to the proper 
value for the screen. When the plate-supply voltage 
and the screen current are known, the value of R 
can be caluclated from Ohm’s Law. 


Example: An rf receiving pentode has a rated screen 
current of 2 milliamperes (0.002 amp) at normal operating 
conditions. The rated screen voltage is 100 volts, and the 
plate supply gives 250 volts. To put 100 volts on the screen, 
the drop across R must be equal to the difference between 
the platesupply voltage and the screen voltage; that is, 
250 – 100= 150 volts, Then 


Oscillators 


Plate Voltage Q 


Fig. 3-20 — Screen-voltage supply for a pentode 
tube through a dropping resistor, R. The screen 
bypass capacitor, C, must have low enough react- 
ance to bring the screen to ground potential for the 
frequency or frequencies being amplified, 
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R=Ẹ = -1805 = 75,000 ohms 


‘The power to be dissipated in the resistor is 
P-EI-150X .002= 0.3 watt 


А 1/2- or L-watt resistor would be satisfactory. 


The reactance of the screen bypass capacitor, C, 
should be low compared with the screen-to- 
cathode impedance. For radio-frequency applica- 
tions a capacitance in the vicinity of .01 UF is 
amply large. р 

In some vacuum-tube circuits the screen voltage 
is obtained from a voltage divider connected across 
the plate supply. The design of voltage dividers is 
discussed at length elsewhere in this book. 


OSCILLATORS 


It was mentioned earlier that if there is enough 
positive feedback in an amplifier circuit, self-sus- 
taining oscillations will be set up. When an amplifi- 
er is arranged so that this condition exists it is 
called an oscillator. 

Oscillations normally take place at only one 
frequency, and a desired frequency of oscillation 
can be obtained by using a resonant circuit tuned 
to that frequency. For example, in Fig. 3-21A the 
circuit LC-is tuned to the desired frequency of 
oscillation. The cathode of the tube is connected 
to a tap on coil L and the grid and plate are 
connected to opposite ends of the tuned circuit. 
When an rf current flows in the tuned circuit there 
is a voltage drop across L that increases progressive- 
ly along the turns. Thus the point at which the tap 
is connected will be at an intermediate potential 
with respect to the two ends of the coil. The 
amplified current in the plate circuit, which flows 
through the bottom section of L, is in phase with 
the current already flowing in the circuit and thus 
in the proper relationship for positive feedback. 

The amount of feedback depends on the 
position of the tap. If the tap is too near the grid 
end the voltage drop between grid and cathode is 
too small to give enough feedback to sustain 
oscillation, and if it is too near, the plate end of the 
impedance between the cathode and plate is too 
small to permit good amplification. Maximum 
feedback usually is obtained when the tap is 
somewhere near the center of the coil. 

The circuit of Fig. 3-21A is parallel-fed, Cy 
being the blocking capacitor. The value of Cy is 
not critical so long as its reactance is low (not more 
than a few hundred ohms) at the operating 
frequency, 

Capacitor Су is the grid capacitor. It and R, 
(the grid leak) are used for the purpose o! 
obtaining grid bias for the tube. In most oscillator 
circuits {һе tube generates its own bias. During the 
part of the cycle when the grid is positive with 
тезресї to the cathode, it attracts electrons. These 
electrons cannot flow through L back to the 
cathode because С. “blocks” direct current. They 
therefore have to flow or "leak" through Rg to 
cathode, and in doing so cause a voltage drop in Rg 
that places a negative bias on the grid. The amount 


of bias so developed is equal to the grid current 
multiplied by the resistance of Rg (Ohm's Law). 
The value of grid-leak resistance required depends 
upon the kind of tube used and the purpose for 
which the oscillator is intended. Values range all 
the way from a few thousand to several hundred 
thousand ohms. The capacitance of Cg should be 
large enough to have low reactance (a few hundred 
ohms) at the operating frequency. 

The circuit shown at B in Fig, 3-21 uses the 
voltage drops across two capacitors in series in the 
tuned circuit to supply the feedback. Other than 
this, the operation is the same as just described. 
The feedback can be varied by varying the ratio of 
the reactance of C1 and C2 (that is, by varying the 
ratio of their capacitances). 

Another type of oscillator, called the tuned- 
plate tuned-grid circuit, is shown in Fig. 3-22. 
Resonant circuits tuned approximately to the same 
frequency are connected between grid and cathode 
and between plate and cathode. The two coils, L1 


COLPITTS CIRCUIT 


Fig. 3-21 — Basic oscillator circuits. Feedback 
voltage is obtained by tapping the grid and cathode 
across a portion of the tuned circuit. In the Hartley 
circuit the tap is on the coil, but in the Colpitts 
circuit the voltage is obtained from the drop across 
a capacitor. 
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Fig. 3-22 — The tuned-plate tuned-grid oscillator. 


and L2, are not magnetically coupled. The feed- 
back is through the grid-plate capacitance of the 
tube, and will be in the right phase to be positive 
when the plate circuit, C2-L2, is tuned to a slightly 
higher frequency than the grid circuit, L1-Cl. The 
amount of feedback can be adjusted by varying the 
tuning of either circuit. The frequency of oscilla- 
tion is determined by the tuned circuit that has the 
higher Q. The grid leak and grid capacitor have the 
same functions as in the other circuits. In this case 
it is convenient to use series feed for the plate 
circuit, so Cy is a bypass capacitor to guide the rf 
current around the plate supply. 

There are many oscillator circuits (examples of 
others will be found in later chapters) but the basic 
feature of all of them is that there is positive 
feedback in the proper amplitude and phase to 
sustain oscillation. 


Oscillator Operating Characteristics 


When an oscillator is delivering power to а load, 
the adjustment for proper feedback will depend on 
how heavily the oscillator is loaded — that is, how 
much power is being taken from the circuit, If the 
feedback is not large enough — grid excitation too 
small — a small increase in load may tend to throw 
the circuit out of oscillation, On the other hand, 
too much feedback will make the grid current 
excessively higher, with the result that the power 
loss in the grid circuit becomes larger than 
necessary. Since the oscillator itself supplies this 
grid power, excessive feedback lowers the over-all 
efficiency because whatever power is used in the 
grid circuit is not available as useful output. 

One of the most important considerations in 
oscillator design is frequency stability. The princi- 
pal factors that cause a change in frequency are (1) 
temperature, (2) plate voltage, (3) loading, (4) 
mechanical variations of circuit elements. Tempera- 
ture changes will cause vacuum-tube elements to 
expand or contract slightly, thus causing variations 
in the interelectrode capacitances. Since these are 
unavoidably part of the tuned circuit, the frequen- 
cy will change correspondingly. Temperature 
changes in the coil or the tuning capacitor will alter 
the inductance or capacitance slightly, again caus- 
ing a shift in the resonant frequency. These effects 
are relatively slow in operation, and the frequency 
change caused by them is called drift. 

‘A change in plate voltage usually will cause the 
frequency to change a small amount, an effect 
called dynamic instability. Dynamic instability can 
be reduced by using a tuned circuit of high 
effective Q. The energy taken from the circuit to 
supply grid losses, as well as energy supplied to a 
load, represent an increase in the effective resist- 
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ance of the tuned circuit and thus lower its Q. For 
highest stability, therefore, the coupling between 
the tuned circuit and the tube and load must be 
kept as loose as possible. Preferably, the oscillator 
should not be required to deliver power to an 
external circuit, and а high value of grid leak 
resistance should be used since this helps to raise 
the tube grid and plate resistances as seen by the 
tuned circuit. Loose coupling can be effected in a 
variety of ways — one, for example, is by “tapping 
down” on the tank for the connections to the grid 
and plate. This is done in the “series-tuned” 
Colpitts circuit widely used in variable-frequency 
oscillators for amateur transmitters and described 
in a later chapter. Alternatively, the L/C ratio may 
Ђе made as small as possible while sustaining stable 
oscillations (high C) with the grid and plate 
connected to the ends of the circuit as shown in 
Figs. 3-21 and 3-22. Using relatively high plate 
voltage and low plate current also is desirable. 

In general, dynamic stability will be at maxi- 
mum when the feedback is adjusted to the least 
value that permits reliable oscillation. The use of a 
tube having a high value of transconductance is 
desirable, since the higher the transconductance 
the looser the permissible coupling to the tuned 
circuit and the smaller the feedback required. 

Load variations act in much the same way as 
plate-voltage variations. A temperature change in 
the load may also result in drift. 

Mechanical variátions, usually caused by vibra- 
tions, cause changes in inductance and/or capaci- 
tance that in turn cause the frequency to “wobble” 
in step with the vibrati 

Methods of minimizing frequency variations in 
oscillators are taken up in detail in later chapters. 


Ground Point 


In the oscillator circuits shown in Figs. 3-21 
and 3-22 the cathode is connected to ground. It is 
not actually essential that the radio-frequency 
circuit should be grounded at the cathode; in fact, 
there are many times when an rf ground on some 
other point in the circuit is desirable. The rf 
ground can be placed at any point so long as 
proper provisions are made for feeding the supply 
voltages to the tube elements. 

Fig. 3-23 shows the Hartley circuit with the 
plate end of the circuit grounded. The cathode and 
control grid are “above ground,” so far as the rf is 
concerned, An advantage of such a circuit is that 
the frame of the tuning capacitor can be grounded, 
The Colpitts-circuit can also be used with the plate 


-Ó Pilote 
Voltage 


Fig. 3-23 — Showing how the plate may be 
grounded for rf in a typical oscillator circuit 
(Hartley). 


Microwave Tubes 

giounded and the cathode above ground; it is only 
necessary to feed the de to the cathode through an 
1f choke. 


A tetrode or pentode tube can be used in any 
of the popular oscillator circuits, A common 
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variation is to use the screen grid of the tube as the 
anode for the Hartley or Colpitts oscillator circuit. 
It is usually used in the grounded anode circuit, 
and the plate circuit of the tube is tunéd to the 
second harmonic of the oscillator frequency. 


VHF AND MICROWAVE TUBES 


Until now, it has been assumed that the time it ` 


takes for the electrons to travel from the cathode 
to the plate does not affect the performance of 
vacuum-tube operation. As the frequency of opera- 
tion is raised, this time, called the transit time, 
becomes increasingly important. The transit time 
depends upon the voltage from the cathode to the 
plate and the spacing between them. The higher 
the voltage and the smaller the spacing, the shorter 
the transit time. This is why tubes designed for vhf 
and uhf work have very small interelectrode 
spacings. However, the power handling capabilities 
also get smaller as the spacing decreases so there is 
a limit above which ordinary triode and pentode 
tubes cannot be operated efficiently. 

Many different tubes have been developed 
which actually use transit-time effects to an ad- 
vantage. Velocity modulation of the electron 
stream in a klystron is one example. A small 
voltage applied across the gap in a re-entrant cavity 
resonator either retards or accelerates an electron 
stream by means of the resultant electric field. 
Initially, all the electrons are traveling at the same 
velocity and the current in the beam is uniform. 
After the velocity fluctuations are impressed on 
the beam, the current is still uniform for awhile 
but then the electrons that were accelerated begin 
to catch up with the slower ones that passed 
through when the field was zero. The latter are also 
catching up with ones that passed through the gap 
earlier but were retarded. The result is that the 
current in the beam is no longer uniform but 
consists of a series of pulses. If the beam now 
passes through another cavity gap, a current will be 
induced in the cavity walls and an electric field also 
will be set up across the gap. If the phase of the 
electric field is right, the electron pulses or 
“bunches” pass through the gap and are retarded, 
thus giving up energy to the electric field. When 
the electric field reverses, it would normally 
accelerate the same number of electrons and give 
back the energy, but fewer electrons now pass 
through the gap and the energy given up is less. 
Thus, a net flow of energy is from the beam to the 
cavity. ТЕ the voltage produced across the output 
cavity is greater than that across the input cavity, 
amplification results (assuming the two cavity 
impedances are the same). 

The type of klystron that amateurs are most 
likely to use is the reflex klystron oscillator. Here, 
the input and output cavity are the same. The 
electron stream makes one pass through, becomes 
velocity modulated, and is turned around by the 
negative charge on an element called the repeller. 
During the second pass through, the stream is now 
bunched and delivers some of its energy to the 
cavity. The dissipated beam is then picked up by 


the cavity walls and the circuit is completed. This 
is shown pictorially in Fig, 3-24. 

Klystrons either have cavities external to the 
vacuum part of the tube or built in as an integral 
part of the tube structure. The 723 reflex klystron 
is of the latter type, and along with similar types 
can be purchased surplus. These tubes were used аз 
local oscillators in radar receivers and can be used 
for the same purpose in amateur applications. They 
also may be used in low power transmitters. 

Along with a heater supply (usually 6.3 volts), 
two other voltages are necessary for the operation 
of the reflex klystron. This is shown in Fig. 3-24. 
Ve is typically 300 volts dc and Vr will vary from 
100 to 150 volts dc. The loaded Q of the reflex 
klystron cavity is quite low and oscillations will 
occur at different frequencies for various values of 
Vr. This can be used to advantage and either 
frequency modulation or automatic frequency 
control (afc) can be applied to the klystron by 
means of changes in Vr. As the repeller voltage is 
made more negative, it will be found that 
oscillations will occur, increase in amplitude, and 
then drop out. This will be repeated as the voltage 
is increased and each time the maximum amplitude 
of the output power will be less. However, the 
frequency range covered by each different set of 
oscillation conditions is approximately the same. 


Fig. 3-24 — Cross-sectional view of a typical reflex 
klystron. The frequency of the cavity resonator is 
changed by varying the spacing between the grids 
using а tuning mechanism and a flexible bellows. 
Modification of this system may be necessary to 
get certain surplus klystrons into an appropriate 
amateur band. 
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MODULATOR 


METERING 


VACUUM-TUBE PRINCIPLES 


Fig, 3-25 — Schematic diagram 

and parts information for a 

power supply and control unit 

suitable for amateur micro- 

wave transceivers. Unless 

otherwise specified, capacitor 

values are in ШЕ and resistors 

are 1/2-watt composition. 

CR1 — 1000 PRV, 1-A. 

F1 — 1-A fuse and holder. 

J1 — Shielded microphone 
jack. 

J2 — Coaxial chassis fitting. 

L1 — 10-H 110-mA choke 
(Stancor С-1001). 

R1 — 0.5-megohm potentiom- 
eter, audio taper. 

R2 — 0.2-meghom potentiom- 
eter, carbon, linear taper, 

R3 — Meter shunt; value to 
suit meter used, for 1-mA 


uM 70 FM range. 
AHE AWO MTER R4 — 5000 ohms, 20 watts, 
50-0-60 1м 2 pir M with slider. 
TCOMXTO — TBANDSMLARTVS ВЕСТ — 15 turns No. 24 
enamel on 1/2inch form. 
(Any rf choke for 30 10° 
FM RECEIVER 100 MHz is suitable.) 
CH TURNS SUNNY se АСЫК +8 RES. 51 — Toggle switch. 
POWER SUPPLY +270 TONDO. 59 0 S2— Toggle switch. 
„т ААС алё 53 — Single-pole 3-position 
wafer switch, 
5 54 — Toggle switch. 
m ов2 Ti — 270-0-270 volts at 70 
mA min., 5 volts, 3 A. 6,3 
x volts, 35 A (Stancor 
p РС-8405). 
овгтолес Т2 — 6.3 volts, 1.2 A (Stancor 
wc P-6134). 
* 


Practical metering, afc, modulator, and power 
supply circuit diagrams are shown in Fig. 3-25 
(057, August, 1960) which are suitable for the 
723 and 2K26 klystrons. One disadvantage of the 
system shown is that the shell of the klystron is at 
260 volts above ground. An alternate method is to 
ground the shell and apply —260 volts to the 
cathode and —(260 + Vr) to the repeller. A 
510-volt supply is needed for the repeller, but since 
the repeller draws negligible current, this should 
not be difficult. 

As is the case with most microwave tubes, 
coupling power out from the klystron is somewhat 
more complicated than is the case with low- 
frequency tubes. A magnetic pickup loop placed in 
the cavity is connected either to a coaxial fitting or 
a waveguide probe. The latter (used with the 2K26 
and the 723) is inserted into the middle of the 


waveguide and the coupling to the line is de- 
termined by the depth of the probe. Since 
klystrons (and other microwave tubes) are quite 
sensitive to variations in loading, some sort of 
attenuator or an isolator is often necessary to 
prevent malfunctions. 

Other types of microwave tubes that the 
amateur may encounter are the traveling wave tube 
(TWT), and the backward wave oscillator (BWO). 
Here, an electromagnetic wave is slowed down 
below the speed of light in free space and allowed 
to interact continuously with an electron stream. 
While the latter two tubes use magnets for focusing 
the electron beam, the magnetron and other 
crossed-field amplifiers also use a magnetic field in 
conjunction with an electric field in their 
operation. 


Semiconductor 


Materials whose conductivity falls approximate- 
ly midway between that of good conductors (e.g., 
copper) and good insulators (e.g., quartz) are called 
semiconductors. Some of these materials (primarily 
germanium and silicon) can, by careful processing, 
be used in solid-state electronic devices that 
perform many ог all of the functionsof thermionic 
tubes, In many applications their small size, long 
life and low power requirements make them 
superior to tubes. 

The conductivity of a material is proportional 
to the number of free electrons in the material. 
Pure germanium and pure silicon crystals have 
relatively few free electrons. If, however, carefully 
controlled amounts of "impurities" (materials 
having a different atomic structure, such as arsenic 
or antimony) are added the number of free 
electrons, and consequently the conductivity, is 
increased. When certain other impurities are 
introduced (such as aluminum, gallium or indium), 
an electron deficiency, or hole, is produced. As in 
the case of free electrons, the presence of holes 
encourages the flow of electrons in the semicon- 
ductor material, and the conductivity is increased. 
Semiconductor material that conducts by virtue of 
the free electrons is called n-type material; material 
that conducts by virtue of an electron deficiency is 
called p-type. 


Electron and Hole Conduction 


If a piece of p-type material is joined to a piece 
of n-type material as at A in Fig. 4-1 and a voltage 
is applied to the pair as at B, current’ will flow 
across the boundary or junction between the two 
(and also in the external circuit) when the battery 
has the polarity indicated. Electrons, indicated by 
the minus symbol, are attracted across the junction 
from the n material through the p material to the 
positive terminal of the battery, and holes, 
indicated by the plus symbol, are attracted in the 
opposite direction across the junction by the 
negative potential of the battery. Thus current 
flows through the circuit by means of electrons 
moving one way and holes the other. ` 

If the battery polarity is reversed, as at C, the 
excess electrons in the n material are attracted 
away from the junction and the holes in the p 
material are attracted by the negative potential of 
the battery away from the junction. This leaves the 
junction region without any current carriers, 
consequently there is no conduction. 

In other words, a junction of p- and n-type 
materials constitutes a rectifier. It differs from the 


Typical silicon and germanium diodes of the 
present era. The larger units are designed to handle 
high current. 
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Chapter 4 


Devices 


CURRENT 


NO CURRENT « 


Fig. 4-1 — A p-n junction (A) and its 
behavior when conducting (B) and 
nonconducting (С). 


tube diode rectifier in that there is a measurable, 
although comparatively very small, reverse current. 
The reverse current results from the presence of 
some carriers of the type opposite to those which 
principally characterize the material. 

With the two plates separated by practically 
zero spacing, the junction forms a capacitor of 
relatively high capacitance, This places a limit on 
the upper frequency at which semiconductor 
devices of this construction will operate, as 
compared with vacuum tubes. Also, the number of 
excess electrons and holes in the material depends 
upon temperature, and since the conductivity in 
turn depends on the number of excess holes and 
electrons, the device is more temperature sensitive 
than is a vacuum tube. 

Capacitance may be reduced by making the 
contact area very small. This is done by means of a 
point contact, a tiny p-type region being formed 
under the contact point during manufacture when 
n-type material is used for the main body of the 
device. 


SEMICONDUCTOR DIODES 


Point-contact and junction-type diodes are used 
for many of the same purposes for which tube 
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Fig. 4-2 — At A, a germanium point-contact diode. 
At B, construction of a silicon junction-type 
The symbol at C is used for both diode types and 
indicates the direction of minimum resistance 
measured by conventional methods. At C, the 
arrow corresponds to the plate (anode) of a 
vacuum-tube diode. The bar represents the tube's 
cathode element, 


diodes are used, The construction of such diodes is 
shown in Fig. 4-2. Germanium and silicon are the 
most widely used materials; silicon finds much 
application as a microwave mixer diode. As 
compared with the tube diode for rf applications, 
the semiconductor pointcontact diode has the 
advantages of very low interelectrode capacitance 
(on the order of 1 pF or less) and not requiring any 
heater or filament power. 

The germanium diode is characterized by 
relatively large current flow with small applied 
voltages in the “forward” difection, and small, 
although finite, current flow in the reverse ог 
"back" direction for much larger applied voltages. 
A typical characteristic curve is shown in Fig. 4-3. 
The dynamic resistance in either the forward or 
back direction is determined by the change in 
current that occurs, at any given point on the 


Fig. 43 — Typical 
point contact german- 
ium diode characteristic 
curve. Because the back 
current is much smaller 
than the forward cur- 
rent, a different scale is 
used for back voltage 
and current, 
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curve, when the applied voltage is changed by a 
small amount. The forward resistance shows some 
variation in the region of very small applied 
voltages, but {һе curve is for the most part quite 
straight, indicating fairly constant dynamic resist- 
ance. For small applied voltages, the forward 
resistance is of the order of 200 ohms or less in 
most such diodes. The back resistance shows 
considerable variation, depending on the particular 
voltage chosen for the measurement. It may run 
from a few thousand ohms to well over a megohm. 
In applications such as meter rectifiers for rf 
indicating instruments (rf voltmeters, wavemeter 
indicators, and so on) where the load resistance 
may be small and the applied voltage of the order 
of several volts, the resistances vary with the value 
of the applied voltage and are considerably lower. 


Junction Diodes 


Junction-type diodes made of silicon are 
employed widely as rectifiers. Depending upon the 
design of the diode, they are capable of rectifying 
currents up to 40 or 50 amperes, and up to reverse 
peak voltages of 2500. They can be connected in 
series or in parallel, with suitable circuitry, to 
provide higher capabilities than those given above. 
A big advantage over thermionic rectifiers is their 
large surge-to-average-current ratio, which makes 
them suitable for use with capacitor-only filter 
circuits. This in turn leads to improved no-load-to- 
fulldoad voltage characteristics. Some considera- 
tion must be given to the operating temperature of 
silicon diodes, although many carry ratings to 150 
degrees C or so. A silicon junction diode requires а 
forward voltage of from 0.4 to 0.7 volts to 
overcome the junction potential barrier. 


Ratings 


Semiconductor diodes are rated primarily in 
terms of maximum safe inverse voltage (PIV or 
PRV) and maximum average rectified current. 
Inverse voltage is a voltage applied in the direction 
Opposite to that which would be read by a dc 
meter connected in the current path. 

It is also customary with some types to specify 
standards of performance with respect to forward 
and back current A minimum value of forward 
current is usually specified for one volt applied. 
The voltage at which the maximum tolerable back 
current is specified varies with the type of diode. 

Zener Diodes 

The Zener diode is a special type of silicon 
junction diode that has a characteristic similar to 
that shown in Fig. 44. The sharp break from 
non-conductance to conductance is called the 
Zener knee; at applied voltages greater than this 
breakdown point, the voltage drop across the diode. 
is essentially constant over a wide range of 
currents. The substantially constant voltage drop 
over a wide range of currents allows this 
semiconductor device to be used as a constant 
voltage reference or control element, in a manner 
somewhat similar to the gaseous voltage-regulator 
tube. Voltages for Zener-diode action range from a 
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Fig. 4-4 — Typical characteristic of a Zener diode. 

In this example, the voltage drop is substantially 

constant at 30 volts in the (normally) reverse 

direction, Compare with Fig. 4-3. A diode with this 

cherscteristio would be called a "30-volt Zener 
iode,” 
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few volts to several hundred and power ratings ran 
from a fraction of a watt to 50 watts. 

Zener diodes can be connected in series to 
advantage; the temperature coefficient is improved 
over that of a single diode of equivalent rating and 
the power-handling capability is increased. 

Examples of Zener diode applications are given 
in Fig. 4-5. The illustrations represent some of the 
more common uses to which Zeners are put. Many 
other applications are possible, though not shown 
here. 


Voltage-Variable Capacitor Diodes 


Voltage-variable capacitors, Varicaps or varac- 
tors, are р-п junction diodes that behave as 
capacitors of reasonable Q when biased in the 
reverse direction. They are useful in many 
applications because the actual capacitance value is 
dependent upon the dc bias voltage that is applied. 
In a typical capacitor the capacitance can be varied 
over а 10-to-1 range with а bias change from 0 to 
—100 volts. The current demand on the bias supply 
is on the order of a few microamperes. 

Typical applications include remote control of 
tuned circuits, automatic frequency control of 
receiver local oscillators, and simple frequency 
modulators for communications and for sweep- 
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Fig. 4-5 — Zener diodes have many practical uses. Shown at A, is a simple dc voltage regulator which 
operates in the same manner as a gaseous regulator tube, Several Zener diodes can be connected in series 
(8) to provide various regulated voltages. At C, the filament line of a tube is supplied with regulated dc 
to enhance oscillator stability and reduce hurn. In the circuit at D a Zener diode sets the bias level of an 


rf power ampli 


ier. Bias regulation is afforded the bipolar transistor at E by connecting the Zener diode 


between base and ground, At F, the 18-volt Zener will clip peaks at and above 18 volts to protect 12-volt 
mobile equipment, (High peaks are frequently caused by transients in the automotive ignition system.) 
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tuning applications. Diodes used in these applica- 
tions are frequently referred to as "Varicap" or 
“Epicap” diodes. 

An important transmitter application of the 
varactor is as a high-efficiency frequency multipli- 
er, The basic circuits for varactor doublers and 
triplers are shown in Fig. 4-6, at A and В, In these 
circuits the fundamental frequency flows around 
the input loop. Harmonics generated by the 
varactor are passed to the load through a filter 
tuned to the desired harmonic. In the case of the 
tripler circuit at B, an idler circuit, tuned to the 
second harmonic, is required, Tripling efficiencies 
of 75 percent are not too difficult to come by, at 
power levels of 10 to 25 watts. 

Fig. 4-6C illustrates how а voltage-variable 
capacitor diode can be used to tune a VFO, These 
diodes can be used to tune other rf circuits also, 
and are particularly useful for remote tuning such 
as might be encountered in vehicular installations. 
These diodes, because of their small size, permit 
tuned-circuit assemblies to be quite compact. Since 
the Q of the diode is a vital consideration in 
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Fig. 4-7 — Cross-sectional view of a hot-carrier 
diode, 
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Fig. 4-6 — Varactor frequency multipliers аге 
shown at A and В. In practice the tuned circuits 
and impedance-matching techniques are somewhat 
more complex than those shown in these 
representative circuits. At C, a varactor diode is 
used to vary the frequency of a typical JFET VFO. 
As the dc voltage is changed by control R, the 
junction capacitance of CR1 changes to shift the 
resonant frequency of the tuned circuit. 


such applications, this factor must be taken into 
account when designing a circuit. Present-day 
manufacturing processes have produced units 
whose Qs are in excess of 200 at 50 MHz. 


HOT-CARRIER DIODES 


The hot-carrier diode is a high-frequency and 
microwave semiconductor whose characteristics 
fall somewhere between those of the point-contact 
diode and the junction diode. The former is 
comparable to the point-contact diode in high- 
frequency characteristics, and exceeds it in 
uniformity and reliability, The hot-carrier diode is 
useful in high-speed switching circuits and as a 
mixer, detector, and rectifier well into the 
microwave spectrum, In essence, the hot-carrier 
diode is a rectifying metal-semiconductor junction. 
Typical metals used in combination with silicon of 
either the n- or p-type are platinum, silver, gold or 
palladium, 

The hot-carrier diode utilizes a true Schottky 
barrier, whereas the point-contact diode used a 
metal whisker to make contact with the semicon- 
ductor element. In a hot-carrier diode a planar area 
provides a uniform contact potential and uniform 
current distribution throughout the junction, This 
geometry results in lower series resistance, greater 
power capability, lower noise characteristics, and 
considerably greater immunity to burnout from 
transient pulses or spikes. A cross-sectional view of 
a hot-carrier diode is shown in Fig. 4-7 (courtesy of 
Hewlett Packard Associates). A comparison in 
characteristics between a point-contact diode and a 
hot-carrier diode is given in Fig. 4-8. Detailed 
information on the characteristics of hot-carrier 
diodes and their many applications is given in 
Hewlett Packard Application Note 907. 


Transistors 


PIN Diodes 


Another type of diode is the PIN diode. It 
might more aptly be described as a variable resistor 
than as a diode, In its intended application (at vhf 
and higher) it does not rectify the applied signal, 
nor does it generate harmonics, Its resistance is 
controlled by dc or a low-frequency signal, and the 
high-frequency signal which is being controlled by 
the diode sees а constant polarity-independent 
resistance. The dynamic resistance of the PIN 
diode is often larger than 10,000 ohms, and its 
junction capacitance is very low. ~ 

PIN diodes are used as variable shunt or series 
resistive elements in microwave transmission lines, 
and as age diodes in the signal input lead to vhf and 
uhf fm receivers, The PIN diode offers many 
interesting possibilities. 
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Fig. 4-8 — Curves showing the comparison in 
characteristics between a 1N21G point-contact 
асв and a Hewlett-Packard НРА2350 hot-carrier 
оде. 
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Fig. 4-9 — Illustration of a junctionpnp transistor. 
Capacitances Cbe and Cbe are discussed in the text, 
and vary with changes in operating and signal 
voltage, 


Fig. 4-9 shows a "sandwich" made from two 
layers of p-type semiconductor material with a thin 
layer of n-type between. There are in effect two pn 
junction diodes back to back. If a positive bias is 
applied to the p-type material at the left, current 
will flow though the left-hand junction, the holes 
moving to the right and the electrons from the 
n-type material moving to the left. Some of the 


holes moving into the n-type material will combine - 


with the electrons there and be neutralized, but 
some of them also will travel to the region of the 
right-hand junction. 

If the pn combination at the right is biased 
negatively, as shown, there would normally be no 
current flow in this circuit. However, there are now 
additional holes available at the junction to travel 
to point B and electrons can travel toward point A, 
so a current can flow even though this section of 
the sandwich is biased to prevent conduction. Most 
of the current is between A and B and does not 
flow out through the common connectión to the 
n-type material in the sandwich. 

A semiconductor combination of this type is 
called a transistor, and the three sections are 
known as the emitter, base and collector, 
respectively. The amplitude of the collector 
current depends principally upon the amplitude of 


the emitter current; that is, the collector current is 
controlled by the emitter current. 

Between each p-n junction exists an area known 
as the depletion, or transition region. It is similar in 
characteristics to a dielectric layer, and its width 
varies in accordance with the operating voltage. 
The semiconductor materials either side of the 
depletion region consitute the plates of a capacitor. 
The capacitance from base to emitter is shown as 
Che (Fig. 4-9), and the collector-base capacitance is 
represented as Che. Changes in signal and operating 
voltages cause a nonlinear change in these junction 
capacitances, which must be taken into account 
when designing some circuits, A base-emitter 
resistance, rb’, also exists. The junction capaci- 
tance, in combination with rb’ determines the 
useful upper frequency limit (fr or fa) of a 
transistor by establishing an RC time constant. 


Power Amplification 
Because the collector is biased in the back 
direction the collector-to-base resistance is high. 


This photo shows various modern-day bipolar and 
field-effect transistors. Various case styles and 
power classes are represented here, 
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Fig, 4-10 — Schematic and pictorial representations 
of junction-type transistors, In analogous terms the 
base can be thought of as a tube's grid, the 
collector as a plate, and the emitter as a cathode. 
(See Fig. 4-12.) 


On the other hand, the emitter and collector 
currents are substantially equal, so the power in 
the collector circuit is з larger than the power in the 
emitter circuit (P = 128, so the powers are 
proportional to the respective resistances, if the 
currents are the same). In practical transistors 
emitter resistance is of the order of a few hundred 
ohms while the collector resistance is hundreds or 
thousands of times higher, so power gains of 20 to 
40 dB or even more are possible. 


Types 


The transistor may be one of the types shown 
in Fig. 4-10. The assembly of p- and n-types 
materials may be reversed, so that pnp and npn 
transistors are both possible. 

The first two letters of the npn and pnp 
designations indicate the respective polarities of 
the voltages applied to the emitter and collector in 
normal operation. In a pnp transistor, for example, 
the emitter is made positive with respect to both 
the collector and the base, and the collector is 
made negative with respect to both the emitter and 
the base. 

Manufacturers are constantly working to 
improve the performance of their transistors — 
greater reliability, higher power and frequency 
ratings, and improved uniformity of characteristics 
for any given type number. Recent developments 
provided the overlay transistor, whose emitter 
structure is made up of several emitters which are 
joined together at a common case terminal. This 
process lowers the base-emitter resistance, rb’, and 
improves the transistor’s input time constant, 
which is determined by rb’ and the junction 
capacitance of the device. The overlay transistor is 
extremely useful in vhf and uhf applications, and is 
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capable of high-power operation well above 1000 
MHz. These transistors are quite useful as 
frequency doublers and triplers, and are able to 
provide an actual power gain in the process. 

Another multi-cmitter transistor has been 
developed for use from hf through uhf, and should 
be of particular interest to the radio amateur, It is 
called a balanced-emitter transistor (BET), or 
“ballasted” transistor. The transistor chip contains 
several triode semiconductors whose bases and 
collectors are connected in parallel. The various 
emitters, however, have built-in emitter resistors 
(typically about 1 ohm) which provide a 
current-limiting safety: factor during overload 
periods, or under conditions of significant 
mismatch. Since the emitters are brought out to a 
single case terminal the resistances are effectively 
in parallel, thus reducing the combined emitter 
resistances to a fraction of an ohm. (If a significant 
amount of resistance were allowed to exist it 
would cause degeneration in the stage and would 
lower the gain of the circuit.) 

Most modern transistors are of the junction 
variety. Various names have been given to the 
several types, some of which are junction alloy, 
mesa, and planar. Though their characteristics may 
differ slightly, they are basically of the same family 
and simply represent different physical properties 
and manufacturing techniques. 


Transistor Characteristics 


An important characteristic of a transistor is its 
beta (6), or current-amplification factor, which is 
sometimes expressed as hpg (static: forward-current 
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Fig. 4-11 — Transit-time effects (in combination 
with base-collector capacitance Cbc) can cause the 
positive-feedback condition shown at A. Normally, 
the phase of the collector signal of an amplifier is 
the inverse of the base signal, Positive feedback can 
be corrected by using unilateralization, feeding an 
equal amount of opposite-phase signal back to the 
base through Uc. Neutralization is shown at B, and 
deals with negative feedback, as can be seen by the 
phase relationships shown. 


Transistors 


transfer ratio) or hfe (small-signal forward-current 
transfer ratio). Both symbols relate to the 
grounded-emitter configuration, Beta is the ratio of 
the base current to the collector current, Thus, if a 
base current of 1 mA causes the collector current 
to rise to 100 mA the beta is 100. Typical betas for 
junction transistors range from as low as 10 to as 
high as several hundred. 

A transistor's alpha (а) is the ratio of the 
emitter and collector currents. Symbols ће (static 
forward-current transfer ratio) and hfb (small- 
signal forward-current transfer ratio), common- 
base hookup, are frequently used in connection 
with gain, The smaller the base current, the closer 
the collector current comes to being equal to that 
of the emitter, and the closer alpha comes to being 
1. Alpha for a junction transistor is usually 
between 0.92 and 0.98. 

Transistors have frequency characteristics 
which are of importance to circuit designers. 
Symbol fp is the bandwidth product 
(common-emitter) of the transistor. This is the 
frequency at which the gain becomes unity, or 1. 
The expression "alpha cutoff" is frequently used 
{о express the useful upper-frequency limit of a 
transistor, and this relates to the common-base 
hookup. Alpha cutoff is the point at which the 
gain is 0.707, its value at 1000 Hz. 

Another factor which limits the upper frequen- 
cy capability of a transistor is its transit time. This 
is the period of time required for the current to 
flow from emitter to collector, through the 
semiconductor base material. The thicker the base 
material, the greater the transit time. Hence, the 
thicker the base material the more likelihood there 
will be of phase shift of the signal passing through 
it. At frequencies near and above fp or alpha 
cutoff partial or complete phase shift can occur. 
This will give rise to positive feedback because the 
internal capacitance, Cpe, (Fig. 4-11) feeds part of 
the in-phase collector signal back to the base. The 
positive feedback can cause instability and 
oscillation, and in most cases will interlock the 
input and output tuned circuits of an rf amplifier 
so that it is almost impossible to tune them 
properly. Positive feedback can be corrected by 
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Fig. 4-12 — A typical collector-current vs. 
collector-voltage characteristic of a junction-type 
transistor, for various emitter-current values, The 
circuit shows the setup for taking such measure- 
ments. Since the emitter resistance is low, a 
currentlimiting resistor, R, is connected in series 
with the source of current. The emitter current can 
be set at a desired value by adjustment of this 
resistance, 
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Fig. 4-13 — Collector current vs. collector voltage 
for various values of base current, for a 


junction-type transistor. The values are determined 
by means of the circuit shown. 


using a form of neutralization called unilateraliza- 
tion. In this case the feedback conditions are 
balanced out. These conditions include a resistive 
as well as a capacitive component, thus changing a 
network from bilaterial to one which is unilateral, 
Negative feedback caused by Che, on the other 
hand, can be corrected by neutralization, Examples 
of both techniques are given in Fig. 4-11. 


Characteristic Curves 


The operating characteristics of transistors can 
be shown by a series of characteristic curves. One 
such set of curves is shown in Fig. 4-12. It shows 
the collector current vs. collector voltage for a 
number of fixed values of emitter current. 
Practically the collector current depends almost 
entirely on the emitter current and is independent 
of the collector voltage. The separation between 
curves representing equal steps of emitter current is 
quite uniform, indicating that almost distortionless 
output can be obtained over the useful operating 
range of the transistor. 

Another type of curve is shown in Fig. 4-13, 
together with the circuit used for obtaining it. This 
also shows collector current vs collector voltage, 
but for a number of different values of base 
current. In this case the emitter element is used as 
the common point in the circuit. The collector 
current is not independent of collector voltage 
with this type of connection, indicating that the 
output resistance of the device is fairly low. The 
base current also is quite low, which means that 
the resistance of the base-emitter circuit is 
moderately high with this method of connection. 
This may be contrasted with the high values of 
emitter current shown in Fig. 4-12. 


Ratings 

The principal maximum ratings for transistors 
are collector dissipation, collector voltage, collect- 
or current, and emitter current. Variations in these 
basic ratings, such as maximum collector-to-base 
voltage, are covered in he symbols chart later in 
ibis chapter. The designer should study the 
maximum ratings of a given transistor before 
selecting it for use in a circuit. 

The dissipation rating can be a troublesome 
matter for an inexperienced designer. Techniques 
must be employed ío reduce the operating 
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Fig. 4-14 — Basic transistor amplifier circuits. The 
differences between modes is readily apparent. 
Typical component values are given for use at 
audio frequencies. The input and output phase 
relationships are as shown. 


temperature of power transistors, and this usually 
requires that thermal-conducting materials (heat 
sinks) be installed on the body of the transistor. 
The specification sheets list the maximum 
transistor dissipation in terms of case temperatures 
up to 25 degrees С. Symbol Tg is used for the case 
temperature and Pp represents the total dissipa- 
tion. Silicone grease is often used to assure proper 
thermal transfer between the transistor and its heat 
sink. Additional information on the use of heat 
sinks is given in Chapter 18. 

Excessive heat can lead to а condition known as 
thermal runaway. As the transistor gets hotter its 
internal resistance becomes lower, resulting in an 
increase of emitter-to-collector and emitter-to-base 
current. The increased current raises the dissipation 
and further lowers the internal resistance. The 
effects are cumulative, and eventually the tran- 
sistor will be destroyed. It can be seen from this 
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discussion that the use of heat sinks is important, 
where applicable. 


TRANSISTOR AMPLIFIERS 


Amplifier circuits used with transistors fall into 
one of three types, known as the common-base, 
common-emitter, and common-collector circuits. 
These are shown in Fig. 4-14 in elementary form. 
The three circuits correspond approximately to the 
grounded-grid, grounded-cathode and cathode- 
follower circuits, respectively, used with vacuum 
tubes. 

The important transistor parameters in these 
circuits are the short-circuit current transfer ratio, 
the cut-off frequency, and the input and output 
impedances. The short-circuit current transfer ratio 
is the ratio of a small change in output current to 
the change in input current that causes it, the 
output circuit being short-circuited. The cutoff 
frequency was discussed earlier in this chapter. The 
input and output impedances are, respectively, the 
impedance which a signal source working into the 
transistor would see, and the internal output 
impedance of the transistor (corresponding to the 
plate resistance of a vacuum tube, for example). 


Common-Base Circuit 


The input circuit of a common-base amplifier 
must be designed for low impedance, since the 
emitter-to-base resistance is of the oider of 25/Ie 
ohms, where Је is the emitter current in 
milliamperes. The optimum output load impe- 
dance, Rp, may range from a few thousand ohms 
to 100,000, depending upon the requirements. 

In this circuit the phase of the output 
(collector) current is the same as that of the input 
(emitter) current. The parts of these currents that 
flow through the base resistance are likewise in 
phase, so the circuit tends to be regenerative and 
will oscillate if the current amplification factor is 
greater than 1. 


Common-Emitter Circuit 


The common-emitter circuit shown in Fig. 4-14 
corresponds to the ordinary grounded-cathode 
vacuum-tube amplifier. As indicated by the curves 
of Fig. 4-13, the base current is small and the input 
impedance is therefore fairly high — several 
thousand ohms in the average case. The collector 
resistance is some tens of thousands of ohms, 
depending on the signal source impedance, The 
common-emitter circuit has a lower cutoff 
frequency than does the common-base circuit, but 
it gives the highest power gain of the three 
configurations. 

In this circuit the phase of the output 
(collector) current is opposite to that of the input 
(base) current so such feedback as occurs through 
the small emitter resistance is negative and the 
amplifier is stable. 


Common-Collector Circuit 


Like the vacuum-tube cathode follower, the 
common-collector transistor amplifier has high 
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input impedance and low output impedance. The 
latter is approximately equal to the impedance of 
the signal input source multiplied by (1 — a). The 
input resistance depends on the load resistance, 
being approximately equal to the load resistance 
divided by (1 — а). The fact that input resistance is 
directly related to the load resistance is a 
disadvantage of this type of amplifier if the load is 
one whose resistance or impedance varies with 


frequency. 
The current transfer ratio with this circuit is : 
€ 
mri 


and the cutoff frequency is the same as in the 
grounded-emitter circuit. The output and input 
currents are in phase. 


PRACTICAL CIRCUIT DETAILS 


The bipolar transistor is no longer restricted to 
use in low-voltage circuits. Many modem-day 
transistors have voltage ratings as high as 1400, 
Such transistors are useful in circuits that operate 
directly from the 117-volt ac line, following 
rectification, For this reason, battery power is no 
longer the primary means by which to operate 
transistorized equipment. Many low-voltage tran- 
sistor types are capable of developing a consider- 
able amount of af or rf power, hence draw amperes 
of current from the power supply. Dry batteries 
are seldom practical in circuits of this type. The 
usual approach in powering high-current, high- 
wattage transistorized equipment is to employ a 
wet-cell storage battery, or operate the equipment 
from a 117-volt ac line, stepping the primary 
voltage down to the desired level by means of a 
transformer, then rectifying the ac with silicon 
diodes. 

Coupling and Impedance Matching 
In contrast to vacuum tubes, bipolar transistors 


present low input and output impedances when 
used as amplifiers. Field-effect transistors are the 


Fig. 4-15 — A practical 
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exception, exhibiting terminal impedances similar 
to those of triode vacuum tubes. Therefore, the 
designer of bipolar transistor circuits must deal 
with specific matching techniques that assure 
efficient power transfer and acceptable stability of 
operation. Most of the LC networks used in tuned 
transistor amplifiers are of established standard 
configuration, but in practice call for much higher 
C-to-L ratios than are common to circuits using 
tubes. The low terminal impedances of bipolar 
transistors result from the fact that current is being 
amplified rather than voltage. High base or col- 
lector current (plus relatively low operating vol- 
tages) establishes what may at times seem to be 
unworkable terminal impedances — ten ohms or 
less. The greater the power input and output of an 
amplifier stage the more pronounced the matching 
problem becomes, requiring the employment of 
special matching techniques, Low-level amplifying 
stages are not so seriously affected, and the usual 
procedure is to use simple RC-coupling techniques 
for audio (and some rf) amplifiers. This being the 
case, the discyssion will relate primarily to 
common-emitter stages that are called upon to 
deliver significant amounts of output power. 

When designing ^ matching network for 
efficient transfer of power from the collector to a 
given load impedance, the designer must first 
establish what the level of power output will be in 
watts. He must know also what the operating 
voltage for the collector (collector to emitter) will 
be. Once these quantities are determined the 
collector load impedance can be calculated by 
using the formula: 


2 
Ку = Lose 
IP (watts) 
where Кү, = Collector load impedance at re- 
sonance 
с = De operating voltage. collector to 
emitter 
= Required power output in watts 
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Example: An amplifier stage must deliver 10 
watts to a known resistive load. The dc voltage 
from collector to emitter is 13.6. Rr, is 


= Ума = 184.96 „ 

Ву = за 4.96 = 9248 ohms 

It is not difficult to determine from this that ап 
amplifier delivering, say, 25 watts output at a 
collector supply of 12 volts would have an ex- 
tremely low collector impedance (2.88 ohms). Few 
standard LC networks are suitable for transforming. 
that value to the typical 50-ohm nonreactive 
antenna impedance. The situation becomes even 
more complex when matching a power driver to 
the base element of a power-amplifier stage. In 
such a case it would not be uncommon to match 
an 18-ohm collector impedance to a 3-ohm base 
impedance, or similar. 

Two common networks are illustrated in Fig. 
4-15. Additional information is contained in 
Chapter 6 of this book. An excellent design aid is 
Motorola's Matching Network Designs with Com- 
puter Solutions, Application Note AN-267. The 
bibliography at the end of this chapter lists other 
recommended texts for amateur and professional 
designers, 

Broadband toroidalwound transformers and 
baluns are frequently used to match difficult 
impedances. They can be used in combination with 
tuned circuits or networks to arrive at practical 
network values, Resonant networks are employed 
to provide needed selectivity for assurance of clean 
output waveforms from amplifiers. A practical 
upper limit for network Qr, (loaded Q) is 5, though 
some professional engineers design for values 
higher than 5. It should be understood that the 
higher the Qy, the greater the chance for electrical 
instability, It is recommended that the amateur 
adhere to the practice of designing his networks for 
От, values between 3 and 5. Values as low as 1 are 
suitable for some circuits, especially low-pass 
harmonic filters of the variety used in the 50-оћт 
output line from many amplifiers. 


Bias and Bias Stabilization 


Transistors must be forward biased in order to 
conduct significant current, In the npn design case 
the collector and base must be positive with 
respect to the emitter. The same is true when 
working with a pnp device, but the base and 
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collector must be negative with respect to the 
emitter. The required bias is provided by the 
collector-to-emitter voltage, and by the emitter-to- 
base voltage. These bias voltages cause two currents 
to flow — emitter-to-collector current ‘and 
emitter-to-base current. Either type of transistor, 
pnp or npn, can be used with a negative- or 
positive-ground power source by changing the 
circuit hookup as shown in Fig, 4-16. Forward bias 
is still properly applied in each instance. The lower 
the forward bias, the lower the collector current. 
As the forward bias is increased the collector 
current rises and the junction temperature 
increases. If the bias is continuously increased a 
point will be reached where the transistor becomes 
overloaded and burns out. This condition, called 
thermal runaway was discussed earlier in the 
chapter. To prevent damage to the transistor, some 
form of bias stabilization should be included in the 
design, Some practical bias-stabilization techniques 
are given in Fig. 4-17. At A and B, R1 in series 
with the emitter, is for the purpose of “swamping 
out” the resistance of the emitter-base diode; this 
swamping helps to stabilize the emitter current. 
The resistance of R1 should be large, compared 
with that of the emitter-base diode, which is 
‘approximately equal to 25 divided by the emitter 
current in mA , 

Since the current in R1 flows in such a 
direction as to bias the emitter negatively with 
respect to the base (a pnp transistor is assumed), a 
base-emitter bias slightly greater than the drop in 
R1 must be supplied. The proper operating point is 
achieved through adjustment of voltage divider 
R2R3, which is proportioned to give the desired 
value of no-signal collector current. 

In the transformer-coupled circuit, input signal 
currents flow through R1 and R2, and there would 
be a loss of signal power at the base-emitter diode 
if these resistors were not bypassed by Cl and C2. 
The capacitors should have low reactance com- 


Fig. 4-16 — An example of how the circuit polarity 
can be changed to accommodate either a positive 
or negative power-supply ground, Npn transistors 
are shown here, but the same rules apply to pnp 
types. 
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Fig. 4-17 — Examples of bias-stabilization tech- 


niques. A text discussion is given. 


pared with the resistances across which they are 
connected. In the resistance-coupled circuit R2 
serves as part of the bias voltage divider and also as 
part of the load for the signal-input source. As seen 
by the signal source, R3 is in parallel with R2 and 
thus becomes part of the input load resistance. C3 
must have low reactance compared with the 
parallel combination of R2R3 and the base-to- 
emitter resistance of the transistor. The load 
impedance will determine the reactance of C4, 

The output load resistance in the transformer- 
coupled case will be the actual load as reflected at 
the primary of the transformer, and its proper 
value will be determined by the transistor 
characteristics and the type of operation (Class A, 
В). The value of А, in the resistance-coupled 
case is usually such as to permit the maximum ac 
voltage swing in the collector circuit without 
undue distortion, since Class-A operation is usual 
with this type of amplifier. 

Transistor currents are sensitive to temperature 
variations, and so the operating point tends to shift 
as the transistor heats. The shift in operating point 
is in such a direction as to increase the heating, 
leading to thermal runaway. The heat developed 
depends on the amount of power dissipated in the 
transistor, so it is obviously advantageous in this 
respect to operate with as little internal dissipation 
as possible; i.e., the dc input should be kept to the 
lowest value that will permit the type of operation 
desired and should never exceed the rated value for 
the particular transistor used. 

A contributing factor to the shift in operating 
point is the collector-to-base leakage current 
(usually designated Zeo) — that is, the current that 
flows from the collector to base with the emitter 


connection open. This current, which is highly 
temperature sensitive, has the effect of increasing 
the emitter current by an amount much larger than 
Ico itself, thus shifting the operating point in such 
а way as to increase the collector current. This 
effect is reduced to the extent that Zeo can be 
made to flow out of the base terminal rather than 
through the base-emitter diode, In the circuits of 
Fig. 4-17, bias stabilization is improved by making 
the resistance of R1 as large as possible and both 
R2 and R3 as small as possible, consistent with 
gain and power-supply economy. 

It is common practice to employ certain devices 
in the bias networks of transistor stages to enhance 
bias stability. Thermistors or diodes can be used to 
advantage in such circuits. Examples of both 
techniques are given in Fig. 4-17 at С and D. 
Thermistors (temperature-sensitive resistors) can be 
used to compensate the rapid increase in collector 
current which is brought about by an increase in 
temperature. As the temperature in that part of the 
circuit increases, the thermistor’s resistance de- 
creases, reducing the emitter-to-base voltage (bias). 
As the bias is reduced in this manner, the collector 
current tends to remain the same, thus providing 
bias stabilization, 

Resistors R5 and R7 of Fig. 4-17D are selected 
to give the most effective compensation over a 
particular temperature range. 

A somewhat better bias-stabilization method is 
shown in Fig. 4-17C. In this instance, a diode is 
used between the base of the transistor and 
ground, replacing the resistor that is used in the 
circuits at A and B. The diode establishes a fixed 
value of forward bias and sets the no-signal 
collector current of the transistor. Also, the diode 
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bias current varies in direct proportion with the 
supply voltage, tending to hold the no-signal 
collector current of the transistor at a steady value, 
If the diode is installed thermally close to the 
transistor with which it is used (clamped to the 
chassis near the transistor heat sink), it will provide 
protection against bias changes brought about by 
temperature excursions, As the diode temperature 
increases so will the diode bias current, thus 
lowering the bias voltage. Ordinarily, diode bias 
stabilization is applied to Class B stages. With 
germanium transistors, diode bias stabilization 
reduces collector-current variations to approxi- 
mately one fifth of that obtainable with thermistor 
bias protection, With silicon transistors, the current 
variations are reduced to approximately one-fif- 
teenth the thermistor-bias value. 


Frequency Stability 

Parasitic oscillations are a common source of 
trouble in transistor circuits. If severe enough in 
magnitude they can cause thermal runaway and 
destroy the transistor. Oscillation can take place at 
any frequency from just above dc to the Гр of the 
device, and these parasitics can often pass 
unnoticed if the waveforms are not examined with 
an oscilloscope. In addition to posing a potential 
danger to the device itself, the oscillations can 
cause distortion and unwanted radiation of 
spurious energy. In an amateur transmitter this 
condition can lead to violation notices from the 
ЕСС, interference to other services, and TVI. In 
the case of receivers, spurious energy can cause 
“birdies” and poor noise figures. 

A transistor chosen for high-frequency opera- 
tion (fp at least five times greater than the 
proposed operating frequency) can easily oscillate 
above the operating frequency if feedback 
conditions are correct. Also, the device gain in the 
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Fig. 4-18 — Various methods for assuring high- and 
low-frequency circuit stability, (See text.) 


spectrum below the operating frequency will be 
very high, giving rise to low-frequency oscillation. 
At vhf and uhf phase shifts come into play, and 
this condition can encourage positive feedback, 
which leads to instability. At these higher 
frequencies it is wise to avoid the use of rf chokes 
and coupling capacitors whenever possible, The 
capacitors can cause shifts in phase (as can the base 
semiconductor material in the transistor), and the 
її chokes, unless of very low Q, can cause а 
tuned-base tuned-collector condition. Some pre- 
cautionary measures against instability are shown 
in Fig. 4-18. At A, RFCI has its Q lowered by the 
addition of the 100-ohm series resistor, Alterna- 
tively, RFC1 could be shunted by a low-value 
resistor, but at some sacrifice in driving power. One 
or more ferrite beads can be slipped over the pigtail 
of an rf choke to lower the Q of the inductor. This 
method may be preferred in instances where the 
addition of a low-value resistor might establish an 
undesirable bias condition, as in the base return of 
a Class C stage. Parasitic choke Z1 consists of three 
ferrite beads slipped over a short piece of wire. The 
choke is installed as close to the collector terminal 
as possible. This low-Q choke will help prevent vhf 
or uhf instability. RFC2 is part of the decoupling 
network in the collector supply lead. It is bypassed 
for the operating frequency by means of the 
.01-ШЕ capacitor, but is also bypassed for low 
frequencies by the addition of the 1-ШЕ capacitor. 
In the vhf amplifier at B, 21 and Z2 are 
ferrite-bead chokes. They present a high impedance 
to the base and collector elements, but because 
they are low-Q chokes there is little chance for 
them to permit a tuned-base tuned-collector 
oscillation. At C, the stage operates Class A, а 
typical arrangement in the low-level section of a 
transmitter, and the emitter is above ground by 
virtue of bias resistor R1. It must be bypassed to 
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assure maximum stage gain. Here the emitter is 
bypassed for the operating frequency and for vhf. 
By not bypassing the emitter for low frequencies 
the stage is degenerative at If. This will lessen the 
chance of low-frequency oscillation. The supply 
leads, however, are bypassed for the operating 
frequency and for If, thus preventing unwanted 
feedback between stages along the supply leads. 21 
is a ferrite-bead vhf/uhf parasitic choke. The 
10-ohm resistor, R2, also helps suppress vhf 
parasitics. The emitter lead should be kept as short 
as possible in all three circuits to enhance stability 
and to prevent degeneration at the operating 
frequency. It is wise to use rf shields between the 
input and output halves of the rf amplifier stage to 
prevent unwanted coupling between the base and 
collector tuned circuits, At operating frequencies 
where toroid cores are suitable, the shields can 
often be omitted if the tuned circuits use toroidal 
inductors. Toroidal transformers and inductors 
have self-shielding properties — an asset to the 
designer. 


FIELD-EFFECT TRANSISTORS 


Still another semiconductor device, the field- 
effect transistor, (FET) is superior to bipolar 
transistors in many applications because it has a 
high input impedance, its characteristics more 
nearly approach those of a vacuum tube, 


The Junction FET 


Field-effect transistors are divided into two 
main groups: junction FETs, and MOSFETs. The 
basic JFET is shown in Fig. 4-19. 

The reason for the terminal names will become 
clear later. А de operating condition is set up by 
starting a current flow between source and drain. 
This current flow is made up of free electrons since 
the semiconductor is n-type in the channel, so a 
positive voltage is applied at the drain. This 
positive voltage attracts the negatively charged free 
electrons and the current flows (Fig. 4-20). The 
next step is to apply a gate voltage of the polarity 
shown in Fig. 4-20. Note that this reverse-biases 
the gates with respect to the source, channel, and 
drain, This reverse-bias gate voltage causes a 
depletion layer to be formed which takes up part 
of the channel, and since the electrons now have 
less volume in which to move the resistance is 
greater and the current between source and drain is 
reduced. If a large gate voltage is applied the 
depletion regions meet, causing pinch off, and 
consequently the source-drain current is reduced 
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Fig. 4-19 — The junction field-effect transistor. 
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Fig. 4-20 — Operation of the JFET under applied 
bias. A depletion region (light shading) is formed, 
compressing the channel and increasing its 
resistance to current flow, 


nearly to zero. Since the large source-drain current 
changed with a relatively small gate voltage, the 
device acts as an amplifier. In the operation of the 
JFET, the gate terminal is never foward biased, 
because if it were the source-drain current would 
all be diverted through the forward-biased gate 
junction diode. 

The resistance between the gate terminal and 
the rest of the device is very high, since the gate 
terminal is always reverse biased, so the JFET has a 
very high input resistance. The source terminal is 
the source of current carriers, and they are drained. 
out of the circuit at the drain. The gate opens and 
closes the amount of channel current which flows 
in the pinch-off region. Thus the operation of a 
FET closely resembles the operation of the vacuum 
iube with its high grid input impedance. 
Comparing the JFET to a vacuum tube, the source 
corresponds to the cathode, the gate to the grid, 
and the drain to the plate. 


MOSFETs 


The other large family which makes up 
field-effect transistors is the insulated-gate FET, or 
MOSFET, which is pictured schematically .in Fig. 
4-21, In order to set up a de operating condition, a 
positive polarity is applied to the drain terminal. 
The substrate is connected to the source, and both 
are at ground potential, so the channel electrons 
are attracted to the positive drain, In order to 
regulate this source-drain current, voltage is applied 
to the gate contact. The gate is insulated from the 
rest of the device by a layer of very thin dielectric 
material, so this is not a p-n junction between the 
gate and the device — thus the name insulated gate. 
When a negative gate polarity is applied, 
positive-charged holes from the p-type substrate 
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Fig. 4-21 — The insulated-gate field-effect transis- 
tor. 
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Fig. 4-21A— Typical JFET characteristic curves. 


are attracted toward the gate and the conducting 
channel is made more narrow; thus the source- 
drain current is reduced. When a positive gate 
voltage is connected, the holes in the substrate are 
repelled away, the conducting channel is made 
larger, and the source-drain current is increased, 
The MOSFET is more flexible since either a 
positive or negative voltage can be applied to the 
gate, The resistance between the gate and the rest 
of the device is extremely high because they are 
separated by a layer of thin dielectric, Thus the 
MOSFET has an extremely high input impedance. 
In fact, since the leakage through the insulating 
material is generally much smaller than through the 
reverse-biased р-п gate junction in the JFET, the 
MOSFET has a much higher input impedance, 
Typical values of Кү for the MOSFET are over a 
million megohms, while Rin for the JFET ranges 
from megohms to over a thousand megohms, There 
are both single-gate and dual-gate MOSFETs avail- 
able, The latter has a signal gate, Gate 1, and a 
control gate , Gate 2. The gates are effectively in 
series making it an easy matter to control the 
dynamic range of the device by varying the bias on 
Gate 2, Duakgate MOSFETs are widely used as 
age-controlled rf and if amplifiers, as mixers and 
product detectors, and as variable attenuators. The 
isolation between the gates is relatively high in 
mixer service. This helps lessen oscillator “pulling” 
and reduces oscillator radiation, The forward trans- 
admittance (transconductance, or gm ) of modern 
MOSFETs is as high as 18,000, and they are 
designed to operate efficiently well into the uhf 
spectrum, 
Characteristic Curves 

The characteristic curves for the FETs des- 
cribed above are shown in Figs, 4-21A and 4-21B, 
where drain-source current is plotted against 
drain-source voltage for given gate voltages. 
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Fig. 4-22 — Schematic presentation of a gate- 
protected MOSFET. Back-to-back Zener diodes are 
bridged internally from gates 1 and 2 to the 
source/substrate element. 
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Fig. 4-218— Typical MOSFET characteristic curves. 


Classifications. 


Field-effect transistors are classed into two 
main groupings for application in circuits, EN- 
HANCEMENT MODE and DEPLETION MODE, 
The enhancement-mode devices are those specific- 
ally constructed so that they have no channel. 
They become useful only when a gate voltage is 
applied that causes a channel to be formed. 
IGFETs can be used as enhancement-mode devices 
since both polarities can be applied to the gate 
without the gate becoming forward biased and 
conducting. 

А depletion-mode unit corresponds to Figs. 
4-19 and 4-21 shown earlier, where a channel exists 
with no gate voltage applied. For the JFET we can 
apply a gate voltage and deplete the channel, 
causing the current to decrease, With the MOSFET 
we can apply a gate voltage of either polarity so 
the device can be depleted (current decreased) or 
enhanced (current increased). 

To sum up, a depletion-mode FET is one which 
has a channel constructed; thus it has a current 
flow for zero gate voltage. Enhancement-mode 
FETs are those which have no channel, so no 
current flows with zero gate voltage. 


Gate-Protected FETs 


Most JFETs are capable of withstanding up to 
80 volts pk-pk from gate to source before junction 
damage occurs. Insulated-gate FETs, however, can 
be damaged by allowing the leads to come in 
contact with plastic materials, or by the simple act 
of handling the leads with one's fingers. Static 
charges account for the foregoing, and the damage 
takes the form of punctured dielectric between the 
gate or gates and the remainder of the internal 
elements. Devices of the MFE3006 and 3N140 
series are among those which can be easily 
damaged. 

Gate-protected MOSFETs are currently 
available, and their gates are able to withstand 
pk-pk voltages (gate to source) of up to 10. 
Internal Zener diodes are connected back to back 
from each gate to the source/substrate element. 
The 40673 and 3N200 FETs are among the types 
which have built-in Zener diodes. Dual-gate 
MOSFETs which are gate-protected can be used as 
single-gate protected FETs by connecting the two 
gate leads in parallel. A gate-protected MOSFET is 
shown schematically in Fig. 4-22. 


Integrated Circuits 


A collection of modern ICs. Various case styles of 
metal and epoxy materials are illustrated. 


INTEGRATED CIRCUITS 


Just as the term implies, integrated circuits 
(ICs) contain numerous components which are 
manufactured in such a way as to be suitably 
interconnected for a particular application, and on 
one piece of semiconductor base material. The 
various elements of the IC are comprised of 
bi-polar transistors, MOSFETs, diodes, resistances, 
and capacitances, There are often as many as ten or 
more transistors on a single IC chip, and frequently 
their respective bias resistors are formed on the 
chip. Generally speaking, ICs fall into four basic 
categories — differential amplifiers, operational 
amplifiers, diode or transistor arrays, and logic ICs, 


IC Structures 

The basic IC is formed on a uniform chip of 
n-type or p-type silicon, Impurities are introduced 
into the chip, their depth into it being determined 
by the diffusion temperature and time. The 
geometry of the plane surface of the chip is 
determined by masking off certain areas, applying 
photochemical techniques, and applying a coating 
of insulating oxide, Certain areas of the oxide 
coating are then opened up to allow the formation 
of interconnecting leads between sections of the 
IC. When capacitors are formed on the chip, the 
oxide serves as the dielectric material. Fig. 4-23 
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shows a representative three-component IC in both 
pictorial and schematic form. Most integrated 
Circuits are housed in TO-5 type cases, or in 
flatpack epoxy blocks. ICs may have as many as 
12 or more leads which connect to the various 
elements on the chip. 


Types of IC Amplifiers 

Some ICs are called differential amplifiers and 
Others are known as operational amplifiers. The 
basic differential-amplifier IC consists of a pair of 
transistors that have similar input circuits. The 
inputs can be connected so as to enable the 
transistors to respond to the difference between 
two voltages or currents. During this function, the 
circuit effectively suppresses like voltages or 
currents. For the sake of simplicity we may think 
of the differential pair of transistors as a push-pull 
amplifier stage. Ordinarily, the differential pair of 
transistors are fed from a controlled, constant- 
current source (Q3 in Fig. 4-24A. Q1 and Q2 are 
the differential pair in this instance). Q3 is 
commonly called a transistor current sink. 
Excellent balance exists between the input 
terminals of differential amplifiers because the 
base-to-emitter voltages and current gains (beta) of 


МЕТАН ТЕО, 


METALIZED 
CONTACT 


CROSS-SECTIONAL 
VIEW 
OF CHIP 


P = P-TYPE MATERIAL 
N = W-TYPE MATERIAL 


а c 


E 


Fig. 4-23 — Pictorial and schematic illustrations of 
а simple IC device, 


RCA CA3020 


DIFFERENTIAL АМР 


(А) (8) 


OPERATIONAL АМР. 


Fig. 4-24 — At A, a representative circuit for a typical differential IC. An Operational Amplifier IC is 


illustrated at B, also in representative form. 
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Fig. 4-25 — Some typical circuit appli 
differential amplifier IC. The internal circuit of the 
CA3028A IC is given іп Fig. 4-24 at A. 
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the two transistors are closely matched. The match 
results from the fact that the transistors are formed 
next to one another on the same silicon chip. 

Differential ICs are useful as linear amplifiers 
from de to the vhf spectrum, and can be employed 
in such circuits as limiters, product detectors, 
frequency multipliers, mixers, amplitude modula- 
tors, squelch, rf and if amplifiers, and even in 
signal-generating applications, Although they are 
designed to be used as differential amplifiers, they 
can be used in other types of circuits as well, 
treating the various IC components as discrete 
units, 

Operational-amplifier ICs are basically very- 
high-gain direct-coupled amplifiers that rely on 
feedback for control of their response characteris- 
tics. They contain cascaded differential amplifiers 
of the type shown in Fig. 4-24A. A separate output 
stage, 06—07, Fig. 4-24B, is contained on the 
chip. Although operational ICs can be successfully 
operated under opendoop conditions, they are 
generally controlled by externally applied negative 
feedback. Operational amplifiers are most often 
used for audio amplification, as frequency-shaping 
(peaking, notching, or bandpass) amplifiers, or as 
integrator, differentiator, or comparator amplifiers. 

DiodeICs are also being manufactured in the 
same manner as outlined in the foregoing section. 
Several diodes can be contained on a single silicon. 
wafer to provide a near-perfect match between 
diode characteristics. The diode arrangement. can 
take the form of a bridge circuit, series-connected 
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(0) 
groups, ог as separate components. Diode ICs of 
this kind are useful in balanced-modulator circuits, 
ог to any application requiring closely matched 
diodes, 

Fig. 4-25 demonstrates the versatility of just 
one type of IC, an RCA CA3028A differential 
amplifier. Its internal workings are shown in Fig. 
4-24A, permitting a comparison of the schematic 
diagram and the block representations of Fig. 4-25. 
The circuit at B in Fig. 4-25 is characterized by its 
high input and output impedances (several 
thousand ohms), its high gain, and its stability. 
This circuit can be adapted as an audio amplifier 
by using transformer or RC coupling. In the 
circuits of B and C terminal 7 is used to manually 
control the rf gain, but agc can be applied to that 
terminal instead. In the circuit at D the САЗО28А 
provides low-noise operation and exhibits good 
conversion gain as a product detector. The 
CA30284 offers good performance from dc to 100 
MHz. 


PRACTICAL CONSIDERATIONS 

Some modem-day ICs are designed to replace 
nearly all of the discrete components used in 
earlier composite equipment. One example can be 
seen in the RCA CA3089E flatpack IC which 
contains nearly the entire circuit for an fm 
receiver. The IC contains 63 bipolar transistors, 16 
diodes, and 32 resistors. The CA3089E is designed 
for an if of 10.7 MHz and requires but one 
outboard tuned circuit. The chip consists of an if 


Transistor Arrays 


Fig. 4-26 — The circuit at A shows practical 
component values for use with the CA3089E fm 
subsystem IC. A COS/MOS array IC is illustrated at 
B in schematic-diagram form. It consists of three 
complementary-symmetry MOSFET pairs. The 
illustration at C shows how the CA3600E can be 
connected in cascade to provide at least 100 dB of 
audio amplification. 


amplifier, quadrature detector, audio preamplifier, 
арс, afc, squelch, and а tuning-meter circuit. 
Limiting of -3.dB takes place at the 12-1V input 
level. When using an IC of this kind it is necessary 
only to provide a front-end converter for the 
desired frequency of reception, an audio amplifier, 
and a power supply (plus speaker, level controls, 
and meter). 

There are two IC subsystem units designed for 
a-m receiver use. Fach is similar in complexity to 
the CA3089E illustrated in Fig: 4-26. These com- 
ponents are identified as CA3088E and CA3123E. 
The latter is described in RCA Data File No. 631. 
Both ICs are readily adaptable to communications 
receiver use and should become popular building 
blocks for amateurs who desire compact, portable 
receiving equipment. 


TRANSISTOR ARRAYS 


Amateur designers should not overlook the 
usefulness of transistor- and diode-array ICs. These 
devices contain numerous bipolar or MOSFET 
transistors on a common substrate. In most in- 
stances the transistors can be employed as one 
would treat discrete npn devices. An entire receiver 
can be made from one transistor-array IC if one 
wishes to construct a compact assembly. The 
CA3049 is a dual independent differential rf/i-f 
amplifier chip with an fp of 1.3 GHz. It is 
especially well suited to applications which call for 
double-balanced mixers, detectors, and modu- 
lators. Another device of similar usefulness is the 
CA3018A. The CA3045 should also be of interest 
to the amateur. Matched electrical characteristics 
of the transistors in these ICs offer many ad- 
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Fig. 4-27 — Transistor arrays offer unlimited 
application because several circuit combinations 
аге possible, The САЗОТВА IC at A has a 
Darlington-connected pair plus two 

transistors. At B, two transistors are internally 
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ЯСА 3600Е COS/MOS ARRAY CASCADE 100-48 AF AMPLIFIER 
(6090 TO 5 MHz) 


EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARADS (УР); 
OTHERS ARE IN PICOFARADS (pF OR а); 
RESISTANCES ARE М OHMS; 

k= 1000, M*1000 ооо, 


vantages not available when using discrete tran- 
sistors. Fig. 4-27 shows the internal workings of 
the CA3018A and CA3045 ICs. 

COS/MOS (complementarysymmetry metal- 
Oxide silicon) ICs are becoming increasingly 
popular, and one RCA part, the CA3600E, con- 
{аз an апау of complementary-symmetry 
MOSFET pairs (three) which can be used in- 
dividually or in cascade, as shown in Fig. 4-26 at B. 
Detailed information is given in RCA File No. 619. 
The CA3600E is a highinput impedance, micro- 
power component which is suitable for use as a 
preamplifier, differential amplifier, op amp, com- 
parator, timer, mixer, chopper, or oscillator. 


4 
CA3045 
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connected in а differential amplifier fashion. Three 
separate tors are available for use in other 
functions. The arrays shown here are useful into 
the vhf spectrum. 
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One of the more interesting and useful array of 
ICs is the RCA CA3102E. It contains two differ- 
ential pairs and two current-source transistors. The 
device is ideally suited for use in doubly balanced 
mixers, modulators, and product detectors. The 
CA3102E is excellent for use in the following 
additional applications: vhf amplifiers, vhf mixers, 
rf amp./mixer/oscillator combinations, if ampli- 
fiers (differential and/or cascode mode), synchro- 
nous detectors, and sense amplifiers. This IC is 
similar in configuration to the CA3049T array, but 
has an independent substrate connection which is 
common to an internal shield that separates the 


DIGITAL-LOGIC 


Digital logic is the term used to describe an 
overall design procedure for electronic systems in 
which “on” and “off” are the important words, 
not “amplification,” “detection,” and other terms 
commonly applied to most amateur equipment. It 
is "digital" because it deals with discrete events 
that can be characterized by digits or integers, in 
contrast with linear systems in which an infinite 
number of levels may be encountered. It is “logic” 
because it follows mathematical laws, in which 
“effect” predictably follows “cause.” 

Just like linear integrated circuits, digital ICs 
are manufactured in such a way that the internal 
components are interconnected for particular 
applications. Packaging of the digital ICs is the 
same for their linear counterparts, with the full 
package range pictured earlier being used. From 
outward appearances, it would be impossible to tell 
the difference between the two types of ICs except 
from the identification numbers. 

Linear ICs are constructed to respond to 
continuously variable or analog signals, such as in 
an amplifier, Digital devices, on the other hand, 
generally have active components operating only in 
either of two conditions — cutoff or saturation. 
Digital ICs find much application in on-off 
switching circuits, as well as counting, 
computation, memory-storage, and display circuits. 
Operation of these circuits is based on binary 
mathematics, so words such as “опе” and "zero" 
have come into frequent use in digitallogic 
terminology. These terms refer to specific voltage 
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two differential amplifiers, The shield helps assure 
good isolation in applications where that feature is 
required, 

Рт for CA3102E is in excess of 1000 MHz. 
Noise figure at 100 MHz single transistor is 1.5 
dB, R, - 500 ohms, Noise figure at 200 MHz 
cascode mode is 4.6 dB. Additional specifications 
can be found in RCA Data File No. 611. The 
CA3102E offers almost limitless possibilities for 
applications in amateur radio design work, The 
chip is manufactured in a 14-lead DIP package. The 
CA3049T comes encased in a standard TO-5 
package. 


INTEGRATED CIRCUITS 


levels, and vary between manufacturers and 
devices. Nearly always, а “0” means a voltage near 
ground, while “1” means whatever the manufactur- 
er specifies. One must distinguish between 
“positive logic” and “negative logic.” In positive 
logic, a 1 is more positive than а 0, though both 
may be negative voltages. In negative logic, the 
reverse is true. Often the terms “high” and “low” 
are used in reference to these voltage levels. The 
definitions of these terms are the same for both 
positive and negative logic. A “high” is the most 
positive or least negative potential, while a “low” 15 
the least positive or most negative. 

For practical use in some applications it is 
desirable to convert binary data into decimal 
equivalents, such as in electronic counting and 
display systems. In other applications, such as for 
the graphic recording or metering of summations 
or products of integers, it is convenient to convert 
the digital data into analog equivalents. Specialized 
integrated circuits designed to perform these 
functions are also considered to be included in the 
digital-IC category. 


LOGIC SYMBOLS 


With modern microcircuit technology, hun- 
dreds of components can be packaged in a single 
case. Rather than showing a forest of transistors, 
resistors, and diodes, logic diagrams show symbols 
based on the four distinctive shapes given in Fig. 
4-28 at A through D. These shapes may. be 
“modified” or altered slightly, according to 


From outward appearances, these three ICs appear 
to be іде! и. Although each is a J-K flip-flop, 
there are differences in their characteristics. Pic- 
tured at the left is a Texas Instruments SN74H72N 
integrated circuit, called a J—K master-slave flip- 
flop. Shown in the center is a Motorola MC1927P 
IC, which is а 120-MHz ac-coupled J-K flip-flop. 
Both of these ICs might be considered “universal” 
flip-flops, for they may be used in a variety of 
ways. Shown at the right is a Motorola MC726P, а 
simple J-K flip-flop. 


Types of Digital ICs 


specific functions performed. Examples are shown 
at E through Н of Fig, 4-28. 

The square, Fig. 4-28D and H, may appear on 
logic diagrams as a rectangle. This symbol is a 
Somewhat universal one, and thus must be 
identified with supplemental information to 
indicate the exact function. Internal labels are 
usually used. Common identification labels are: 


FF — Flip-flop 
FL — Flip-flop latch 
SS — Single shot 

ST — Schmitt trigger. 


Other logic functions may also be represented by 
the square or rectangle, and the label should 
adequately identify the function performed. 
Unique identifying shapes are used for gates and 
inverters, so these necd no labels to identify the 
Junction, Hardware- or package-identification in- 
formation may appear inside any of the symbols 
on logic diagrams. 


TYPES OF DIGITAL ICs 


Digital integrated circuits perform a variety of 
functions, but these functions can generally be 
cataloged into just a few categories: gates, 
inverters, flip-flops, drivers and buffers, adders and 
subtractors, registers, and memories, plus the 
special-purpose ICs as mentioned earlier — 
decoders and converters. Some of these types, such 
as adders and subtractors, registers, and memories, 
find use primarily in computer systems. More 
universally used types of ICs are the inverters, gates 
and flip-flops, 


Inverters 


A single chip in one IC package may be 
designed to perform several functions, and these 
functions can be independent of cach other. One 
example of an IC of this type is Motorola’s 
MC789P, which bears the name, “hex inverter.” 
This IC contains six identical inverter sections. The 
schematic diagram of one section is shown in Fig. 
4-29. In operation, 3.0 to 3.6 volts are applied 
between +Усс and ground. For this device in 
positive-logic applications, a 0 is defined as any 
potential less than approximately 0.6 volt, and a 1 
is any voltage greater than about 0.8. With a logic 0 
applied at the input, the transistor will be at or 
near cutoff. Its output will be a potential near 
+Усс, or a logic 1. If the 0 at the input is replaced 
by a 1, the transistor goes into saturation and its 
output drops nearly to ground potential; a 0 
appears at the output. The output of this device is 
always the opposite or complement of the input 
logic level. This is sometimes called a NOT gate, 
because the input and output-logic levels are not 
the same, under any conditions of operation. 

Shown at the right in Fig. 4-29A is the logic 
symbol for the inverter. In all logic symbols, the 
connections for *Vcc and the ground return are 
omitted, although they are understood to be made. 
The proper connections are given in the manufac- 
turer’s data sheets, and, of course, must be made 
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Fig. 4-28 — Distinctive symbols for digital logic 
diagrams. At A is shown an inverter, at B an AND 
gate, at C an OR gate, and at D a flip-flop. 
Additions to these basic symbols indicate specific 
functions performed, A small circle, for example, 
placed at the output point of the symbol, denotes 
that inversion occurs at the output of the device. 
Shown at E is an inverting AND or NAND gate, 
and at F is an inverting OR or NOR gate. At G is 
the symbol for an exclusive OR gate, The symbol 
at H represents a J-K flip-flop. 


before the device will operate properly. In the case 
of all multiple-function ICs, such as the hex 
inverter, a single ground connection and a single 
+Усс connection suffice for all sections contained 
in the package. 


Gates 


Another example of an IC containing several 
independent functions in one package is Motorola's 
MC724P, а quad 2-input gate. Four gates are 
contained in one chip. The schematic diagram and 
logic symbols for a gate section are shown at B in 
Fig. 4-29, As with the MC789P, a supply of 3.0 to 
3.6 volts is used; for positive logic a 0 is a potential 
less than 0.6 volt, and а 1 is a potential greater 
than 0.8 volt. It may be seen from the schematic 
diagram that the two transistors have an 
independent input to each base, but they share a 
common collector resistor. Either transistor will be 
saturated with a logic 1 applied at its input, and a 0 
output will result. A 0 at the input of either 
transistor will cause that transistor to be cut off, 
but a 1 at the opposite input will hold the output 
at 0. Thus, a 1 at either Input 1 or Input 2 will 
cause a 0 (or a NOT 1) to appear at the output. 
The NOT functions are usually written with a bar 
Over them, so 1 means the same thing as NOT 1, 
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Fig. 4-29 — Digital circuits and their equivalent 
logic symbols, See text. Indicated resistor values 
are typical. 


and is expressed as NOT 1 when reading the term. 
Logic-circuit operation can be expressed with 
equations. Boolean algebra, a form of binary 
mathematics, is used. These equations should not 
be confused with ordinary algebraic equations. The 
logic equation for the operation of the circuit in 
Fig. 4-28A is 1 v 1 = 1, The little v means OR. 
Sometimes “+” is used instead of "v," In plain 
Words, the equation says that а 1 at Input 1 or 
Input 2 will yield a NOT 1 at the output. This is 
equivalent of saying the circuit is an inverting OR 
gate, or a NOT OR gate. This latter name is usually 
contracted to NOR gate, the name by which the 
circuit is known, 

If the circuit of Fig. 4-29B is used with negative 
logic, circuit operation remains the same; only the 
definitions of terms are changed. A logic 1, now, is 
a voltage level less than 0.6, and a 0 is a level 
greater than 0,8 volt. If а logic 1 is applied at both 
inputs, 1 and 2, both transistors will be cut off. 
‘The output is near +Усс, which is a logic 0 or NOT 
1. The equation for this operation is 1*1 = 1, 
where the dot means AND. In this way, with 
negative logic, the circuit becomes an inverting 
AND gate, or a NOT AND gate or, more 
commonly, a NAND gate. Manufacturers’ literature 
frequently refers to this type of device as a 
NAND/NOR gate, because it performs either 
function. 


It is not necessary for the various functions on 
a single chip to be identical. Motorola’s MC780P 
IC, a decade up-counter, contains four flip-flops, 
an inverter, and а 2-input gate. These functions are 
interconnected to provide divide-by-10 operation, 
with ten input pulses required for every output 
pulse which appears. Intermediate outputs are also 
provided (in binary-coded form) so that the 
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number of pulses which have entered the input can 
be determined at all times. These binary-coded 
decimal (BCD) outputs, after decoding, may be 
used to operate decimal-readout indicators. 

The term, medium-scale integration (MSI) is 
frequently applied to ICs such as this decade 
up-counter, which contains the equivalent of 15 or 
more gates on a single chip. Large-scale integration 
(1.51) describes ICs containing the equivalent of 
100 ог more gates on a single chip, These terms, 
when applied to a particular IC, convey an idea of 
the complexity of the circuitry. 

A flip-flop is a device which has two outputs 
that can be placed in various 1 and 0 combinations 
by various input schemes. Basically, one output is a 
1 when the other is a 0, although situations do 
‘occur (sometimes on purpose) where both outputs 
are alike, One output is called the Q output, or 
“set” output, while the other is the Q (NOT Q) ог 
“reset” output. If О = 1 and О = 0, the flip-flop is 
said to be "set" or in the “1 state," while for the 
reverse, the flip-flop is “reset,” or “cleared,” or in 
the “O state.” A variety of inputs exist, from which 
the flip-flops derive their names. 

The R-S flip-flop is the simplest type. Its 
outputs change directly as a result of changes at its 
inputs. The type T flip-flop “toggles,” “flips,” or 
changes its state during the occurrence of a T 
pulse, called a clock pulse. The T flip-flop can be 
considered as a special case of the J-K flip-flop 
described later. The type D flip-flop acts as a 
storage element. When a clock pulse occurs, the 
complementary status of the D input is transferred 
to the Q output. The flip-flop remains in this state 
even though the input may change, as it can change 
states only when a clock pulse occurs. 

Although there is some disagreement in the 
nomenclature, а ЛК flip-flop is generally consi- 
dered to be a toggled or clocked R-S flip-flop. It 
may also be used as a storage element. The J input 
is frequently called the "set" or 5 input; the К is 
called the “clear” or C input (not to be confused 
with the clock input). The clock input is called 7, 
as in the type 7 flip-flop. А clear-direct or Ср 
input which overrides all other inputs to clear the 
flip-flop to 0 is provided in most J-K flip-flop 
packages. The logic symbol for the J-K flip-flop is 
shown in Fig. 4-28H. A simple J-K flip-flop circuit 
contains 13 or 14 transistors and 16 or 18 resistors. 

There are essentially two types of flip-flop 
inputs, the dc or level-sensitive type, and the “ас” 
or transistion-sensitive type. It should not be 
concluded that an ac input is capacitively coupled. 
This was true for the discrete-component flip-flops, 
but capacitors just do not fit into microcircuit 
dimensions. The construction of an ac input uses 
the “master-slave” principle, where the actions of a 
master flip-flop driving a slave flip-flop are 
combined to produce a shift in the output level 
during a transit of the input. 


DIGITAL-LOGIC 1С FAMILIES 


There are seven categories or families of which 
nearly all semiconductor digital ICs are members. 


Digital-Logic IC Families 


Each family has its own inherent advantages and 
disadvantages, Each is geared to its own particular 
market, meeting a specific set of needs. 


Resistor-Transistor Logic — RTL 


RTL is known primarily for its economy. It is 
well named, since it contains resistors and 
transistors exclusively. The circuits of Fig, 4-29 are 
RTL. Advantages of the RTL family are economy, 
сазе of use in system designs, ease of interface with 
discrete components, and high speed—power 
product. There are a wide number of functions 
available in this family. Disadvantages are low 
immunity to voltage noise (transients, rf pickup, 
and the like), and relatively low fanout (the 
number of loads that may be connected to an 
output before performance is degraded). The RTL 
family requires a supply of 3.0 to 3.6 volts. 


Diode-Transistor Logic — DTL 


DTL ICs contain diodes, as well as resistors and 
transistors, Early DTL ICs used design criteria 
carried over from the use of discrete components, 
where diodes were inexpensive compared to 
transistors. These ICs required negative and 
positive voltage sources. Later DTL ICs are of a 
modified design which lends itself more easily to 
IC processing. Performance characteristics are also 
enhanced, with less input current being required, 
and only а single voltage source needed. Members 
of the DTL fantily are limited generally to gates. 
Advantages of this family are low power 
dissipation, compatibility with TTL (see later 
section), low cost, ease of use in system design, 
ease of interface with discrete circuits, and 
relatively high fanout. DTL disadvantages are low 
noise immunity, especially in the high state where 
the input impedance is relatively high, rapid change 
in voltage thresholds with temperature, speed 
slowdown with capacitive loading, and lower speed 
capabilities than some other families. The DTL 
family requires a supply voltage of 5. 


High-Threshold Logic — HTL 

HTL devices are designed for high noise 
immunity. The circuit form is the same as DTL 
except that breakdown (Zener) diodes are used at 
the inputs. Higher supply voltages and higher 
power dissipations accompany the HTL family. 
These ICs find applications in industrial environ- 
ments and locations likely to have high electrical 
noise levels. Advantages are high noise immunity, 
stable operation over very large temperature 
ranges, interfaces easily with discrete components, 
electromechanical components, and linear func- 
tions (operational amplifiers and multipliers), and a 
constant threshold-versus-temperature characteris- 
tic, Disadvantages are higher cost than other 
families, and relatively high power dissipation. The 
HTL family requires a supply voltage of 15. 


Transistor-Transistor Logic -TTL 


TTL has characteristics that are similar to DTL, 
and is noted for many complex functions and the 
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highest available speed of any saturated logic. TTL 
may be thought of as a DTL modification that 
results in higher speed and driving capability. It is 
noted for better noise immunity than that offered 
by DTL, and is more effective for driving 
high-capacitance loads because of its low output 
impedance in both logic states. TTL ICs fall into 
two major categories — medium speed and high 
speed. Various manufacturing techniques are used 
to increase the speed, including gold doping and 
incorporation of high-speed Schottky diodes on 
the chip. Another advantage of TTL is that it is 
compatible with various other families. Multiple 
sources and extensive competition have resulted in 
low prices for TTL devices. Disadvantages are that 
more care is required in the layout and mechanical 
design of systems because of its high speed, and 
additional capacitors are required for bypassing 
because of switching transients. The TTL family 
requires a supply of 5 volts. 


Emitter-Coupled Logic — ECL 


ECL has the highest speed of any of the logic 
forms. It is sometimes called current-mode logic. 
This family is different from standard saturating 
logic in that circuit operation is analogous to that 
of some linear devices. In this case, the transistors 
do not saturate and the logic swings are reduced in 
amplitude. Very high speeds can be attained 
‘because of the small voltage swings and the use of 
nonsaturating transistors. The input circuitry of 
ECL devices is of the nature of a differential 
amplifier, resulting in much higher input impe- 
dances than saturated-logic devices, Emitter-fol- 
lower outputs are of low impedance with high 
fanout capabilities, and are suited for driving 
50-ohm transmission lines directly. Disadvantages 
are higher power- dissipation, less noise immunity 
than some saturated logic, translators are required 
for interfacing with saturated logic, and slowed- 
down operation with heavy capacitive loading. The 
ECL family requires a supply of -5.2 volts. 


Metal-Oxide Semiconductor (MOS) 


Digital MOS devices are gaining significance in 
industrial applications, with p-channel or P-MOS 
ICs being the most popular. Large, complex 
repetitive functions, such as long shift registers and 
high-capacity memories, have proved very practi- 
cal. Gates and basic logic circuits have not become 
as popular, because they exhibit lower drive 
capability than other IC families. Input impedances 
to these devices are essentially capacitive (an open 
circuit for dc). This feature allows very high fanout 
where speed is not a consideration. Bidirectional 
devices give more flexibility to the circuit designer. 
P-MOS technology results in the lowest cost per bit 
for memories and long shift registers, because 
many more functions can be contained on a given 
chip size than in bipolar devices. Disadvantages are 
that devices must be handled more carefully than 
bipolar ICs because excessive static electricity can 
destroy the narrow gate oxide, even with internal 
breakdown-diode input protection. Drive capabili- 
ty is limited because of the high output 
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impedances characteristic of these devices. Two 
power supplies are usually required. The P-MOS 
family requires supplies of -13 and -27 volts. 


Complementary Metal-Oxide 
Semiconductor – CMOS 


CMOS technology employs both p-channel and 
n-channel devices on the same silicon substrate. 
Both types are enhancement-mode devices; that is, 
gate voltage must be increased in the direction that 
inverts the surface in order for the device to 
conduct, Only one of: the two complementary 
devices of a circuit section is turned on at a time, 
resulting in extremely low power dissipation. 
Dissipation is primarily from the switching of 
devices through the active region and the charging 
and discharging of capacitances. Advantages are 
low power dissipation, good noise immunity, very 
wide power supply voltage variations allowed, high 
fanout to other CMOS devices, and full tempera- 
ture-range capabilities. Disadvantages are restricted 
interfacing capabilities because of high output 
impedance, and medium to high cost. The CMOS 
family requires a supply of 1.5 to 16 volts, 10 volts 
being nominal. 


IC Family Groups 

The popular digitallogic families have several 
groups where basic designs have been modified 
for medium speed, high speed, or low power 
consumption. The TTL family ICs have single- 
letter designators added to the part number to 
identify the group: S — Schottky high speed, H 
— medium speed, L — low power. ECL logic, 25 
yet, has no such simple identification system. 
Manufacturers group their ECL products by pro- 
pagation delay, an expression of the maximum 
speed at which the logic device will operate. 
Motorola, for example, calls the ECL group 
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with &ns delay MECL. MECL II has a speed of, 
4 ns; MECL 10,000, 2 ns; and MECL Ш, 1.1 
ns. With a propagation delay of 1 ns, operation 
at 300 MHz is possible. 


Special Digital ICs 


In addition to the logic families, many 
special-purpose digital ICs are available to ac- 
complish specific tasks. А divide-by-lO circuit, 
such as the Fairchild U6B95H9059X, operates 
up to 320 MHz and is used as a prescaler to 
extend the range of a frequency counter. This 
IC has been designed to operate with low-level 
input signals, typically 100 mV at 150 MHz. 

Large MOS arrays are being used for a num- 
ber of applications which require the storage of 
logic instructions. These ICs are called. memo- 
ries. Instructions are stored in the memory by a 
process named programming. Some memories 
can be programmed only once; they are called 
ROMs (Read-Only Memory) ROMs must be 
read in sequence, but another group of devices 
called RAMs (Random-Access Memory) can be 
used a section at a time. Both ROMs and RAMs 
are also made in reprogrammable versions, where 
the information stored in the memory can be 
changed as desired. These models are named 
PROMs and PRAMs, respectively. 

Large memory arrays are often used for the 
generation and conversion of information codes. 
One IC can be programmed to convert the 5- 
level RTTY code to the 8-level ASCII code 
popular in computer devices. National Semicon- 
ductor manufactures a single IC which generates 
the entire 56-character 8-level còde. Several ICs 
are now available for character generation where 
letters and numerals are produced for display on 
an oscillograph screen. 


OTHER DEVICES 


THE UNIJUNCTION TRANSISTOR 


Unijunction transistors (UJT) are being used by 
amateurs for such applications as side-tone 
oscillators, sawtooth generators, pulse generators, 
and timers. 

Structurally, the UJT is built on an n-type 
silicon bar which has ohmic contacts — base one 
(B1) and base two (B2) — at opposite ends of the 
bar. A rectifying contact, the emitter, is attached 
between Bl and B2 on the bar. During normal 
operation Bl is grounded and a positive bias is 
supplied to B2. When the emitter is forward biased, 
emitter current will flow and the device will 
conduct. The symbol for a UJT is given in Fig. 
4-30 at C. A circuit showing a typical application 
in which a UJT is employed is shown in Fig. 4-30. 


SILICON CONTROLLED RECTIFIERS 


The silicon controlled rectifier, also known as а 
Thyristor, is a fourlayer (рчер-п or n-p-n-p) 
three-electrode semiconductor rectifier. The three 


terminals are called anode, cathode and gate, Fig. 
4-28В. 

The SCR differs from the silicon rectifier in 
that it will not conduct until the voltage exceeds 
the forward breakover voltage. The value of this 
voltage can be controlled by the gate current. As 
the gate current is increased, the value of the 
forward breakover voltage is decreased. Once the 
rectifier conducts in the forward direction, the gate 
current no longer has any control, and the rectifier 
behaves as а low-forward-resistance diode. The gate 
regains controls when the current through the 
rectifier is cut off, as during the other half cycle. 

The SCR finds wide use in power-control 
applications and in time-delay circuits. SCRs are 
available in various voltage and wattage ratings. 


TRIACS 


The trac, similar to the SCR, has three 
electrodes — the main terminal (No. 1), another 
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Fig. 4-30 — Unijunction transistor and SCR 
symbols are given at B and C. A neon lamp is used 
to trigger an SCR in the circuit at D. А UJT 
triggers the SCR in example E. 


CATH. 
GATE UG 
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main terminal (No. 2), and a gate. The triac 
performs in the same manner as the SCR, but for 
either polarity of voltage applied to its main 
terminals. The SCR, as mentioned in the foregoing, 
conducts only during one half the sine-wave cycle. 
When an SCR is used in a motor-speed control, 
therefore, the motor cannot be brought up to full 
speed. The triac, however, does trigger on both 
halves of the cycle, Therefore, triacs are preferred 
to SCRs in many control circuits. The triac can be 
regarded as a device in which two SCRs are 
employed in parallel and oriented in opposite 
directions as shown in the drawing of Fig. 4-30. An 
example of a motorspeed control which uses a 
triac is given in the construction chapter of this 
book. 


TERM 2 
2 
TRIAG SCR SCR 
GATE 
1 
(А) TERM 1 GATE 
А 
(в) 
Fig. 4-31 — The symbol for а triac is given at A. 


The illustration at B shows how a triac compares to 
two SCRs connected for the same performance 
offered by a triac, thus permitting conduction 
during both halves of the cycle. 


OPERATIONAL AMPLIFIERS 


Early analog computers used amplifier blocks 
which became known as operational amplifiers, or 
simply op amps, Operational amplifiers can be 
constructed using tubes or transistors, and as 
hybrid or monolithic integrated circuits. The 
monolithic IC has become the most popular type 
of op amp. Today op-amp ICs cost approximately 
one dollar for the preferred types. They are used as 
building blocks in many circuit applications. 

The op amp is a dc-coupled multistage linear 
amplifier which, in an ideal device, would have 
infinite input impedance and infinite gain. While 
the ideal op amp remains ап unobtainable goal, 
voltage gains of 100,000 or more can be achieved. 
FET-input op amps have sufficiently high input 
impedance that the current required from the 
driving source is measured in pA (UMA). 


Gain and Feedback 


The internal circuit of a popular ор-атр IC, the 
Fairchild ША741 (also produced by most other 


semiconductor manufacturers) is shown in Fig. 
4-32. Two inputs are provided, one the comple- 
ment or inverse of the other. An amplifier with 
two such inputs is known as a differential ampli- 
fier, If a small positive voltage is applied to the 
noninverting (*) terminal, it will produce a positive 
output. The same positive voltage applied to the 
inverting (—) terminal will result in a negative 
output. If the same voltage was applied to both 
terminals, the output would be zero. Both inputs, 
can be used, called the differential connection, or 
one can be returned to ground for single-ended 
operation. In practical ICs, the output may not be 
exactly zero when both inputs are at zero poten- 
tial. Any output under these conditions is called 
offset — some op amps have provision for con- 
nections to an external control which compensates 
for any offset voltage by applying bias current to 
the input transistors. The offset connections for 
the A741 are shown in Fig. 4-32. Op amps are 
available in all of the popular IC packages; consult 
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the manufacturer's literature for pin connections. 
Usually the pin connections are not the same for a 
particular device when it is made up in different 
package styles, 

For most applications the full gain of the op 
amp is not used. Feedback is employed, as shown 
in Figs.4-34A and B.. The addition of a resistive 
divider network, Ro-Ri, causes negative feedback 
by allowing part of the output voltage to be 
applied to the inverting input. The gain of the 
device will be equal to the sum of Ro and Ri, 
divided by the value of Ri. Feedback can be 
applied in a similar manner for a noninverting 
amplifier, Fig. 4-33B.. The voltage summer, Fig. 
4-33C, provides an output voltage which is the sum 
of all input voltages multiplied by the gain of the 
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operational amplifier. This circuit is often em- 
ployed as an audio mixer. Fig.4-33D shows the 
voltage-follower connections. The load at the 
output of this circuit can draw a large current 
while the input draws almost no current. The 
output voltage follows the level of the input 
potential almost exactly. The output of the differ- 
entiator (Fig. 4-33E) is proportional to the rate of 
change of the input voltage, while the integrator 
(Fig. 4-33F) averages the level of a voltage that 
varies over a short period of time. A differential 
connection of a single op amp is shown at G. 


Stability 
Because op amps are high-gain devices with 
frequency response from dc to several megahertz, 
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Fig. 4-33 — Basic op-amp circuits. 
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oscillation can occur. In any op-amp circuit layout, 
the inputs should be well isolated from the output. 
Input leads should be kept as short as possible. 
Supply-voltage terminals should be bypassed with 
0.1- or .01-МЕ capacitors. As the frequency is 
increased, the stages within an op amp will 
introduce phase shift. If the phase shift in the 
amplifier reaches 180 degrees before the gain has 
decreased to unity, the amplifier will be unstable. 
Some op amps, such as the A709 of Fig. 4-34A. 
require an external compensation network, R1-C1, 
to reduce the gain of the device at hf. Others, the 
A741 of Fig. 4-34B for example, contain internal 
compensation and, thus, require no additional 
components to assure stability. 


Applications 

Most monolithic op-amp ICs require supply 
voltages of plus 5 to 15 and minus 5 to 15. 
Practical examples of an audio amplifier and audio 
mixer are given in Fig. 4-33A and В, respectively. 
In some amateur applications, the dual-polarity 
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Fig.4-34 — Some typical applications of opera- 
tional amplifiers. The pin numbers shown are all 
for the metal can (TO-99) package. 


requirement can be eliminated by using a resistive 
divider to bias the noninverting input as indicated 
in Fig. 4-34C. If the amplifier is intended to be used 
as а limiting device (the input stage of an RTTY 
demodulator is an example) an offset control 
should be added to allow adjustment for equal 
clipping of the negative and positive peaks (Fig. 
4340). 

Another popular use for the op amp isasa 
comparator — see Fig. 4-34E. A comparator is used 
to indicate when a difference exists between a 
reference voltage and an input voltage. The output 
of the comparator will swing from its maximum 
positive voltage to maximum negative when the 
input exceeds the reference (zero voltage if the 
reference is zero). A number of op amps optimized 
for comparator service are available; they are often 
used as interface devices between linear and digital 
circuits. The operational amplifier is often em- 
ployed inactive filters, which use RC components 
to provide low-pass, high-pass, and bandpass char- 
acteristics. A simple illustration, an RC filter 
network tuned to 1200 Hz connected in parallel 
with the feedback resistor, is given in Fig. 4-34F. 
This design is for low Q giving a characteristic 
suitable for a cw receiver. The gain at resonance is 
approximately 40. Additional information about 
active filters and other op-amp circuits is available 
in the publications listed in the bibliography at the 
end of this chapter. 
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SEMICONDUCTOR DEVICES 


ABBREVIATED SEMICONDUCTOR SYMBOL LIST 


BIPOLAR TRANSISTOR SYMBOLS 


Cibo — Input capacitance, open circuit 


(common base) 


Cieo — Input capacitance, open circuit 
(common emitter) 

Cobo — Output capacitance, open circuit. 
(common base) 

Coeo  — Output capacitance, open circuit 
(common emitter) 

fe — Cutoff frequency 

— Gain-bandwidth product (frequen- 

cy at which small-signal forward 
current-transfer ratio, common 
emitter, is unity, or 1) 

gme — Small-signal transconductance 
(common emitter) 

hyp = — Static forward-current transfer 
ratio (common base) 

пъ — Small-signal forward-current trans- 
fer ratio, short circuit (common 
base) 

hre — Static forward-current transfer 
тано (common emitter) 

hte — Small-signal forward-current trans- 
fer ratio, short circuit (common 
emitter) 

D — Static input resistance (common 
emitter) 

ће — Small-signal input impedance, short 
circuit (common emitter) 

Tb — Base current 

Te — Collector current 

Тсво — Collector-cutoff current, emitter 
open 

1ско — — Collector-cutoff current, base open 


Ig — Emitter current 


Усс ^ — Collector-supply voltage 
VcE  —Collector-to-emitter voltage 
Усео — Collector-to-emitter voltage (base 


open) 
VcE(sat) — Collector-to-emitter saturation volt- 


Veg = — Emitter-to-base voltage 

Vego — Emitter-to-base Voltage (collector 
open) 

Vgg — Emitter-supply voltage 

Yte — Forward transconductance 

Yie — Input Admittance 

Yoe — Output Admittance 

FIELD-EFFECT TRANSFER SYMBOLS 

A — Voltage amplification 

Се — Intrinsic channel capacitance 

Càs — Drain-to-source capacitance (in- 
cludes approximately 1-pF drain- 
to-case and interlead capacitance) 

Сеа — Gate-to-drain capacitance (includes 
0.1-pF interlead capacitance) 

Ces — Gate-to-source interlead and case 
capacitance 

Ciss — Small-signal input capacitance, 
short circuit 

Сез — Small-signal reverse transfer capaci- 
tance, short circuit 

gis — Forward transconductance 

gis — Input conductance 

os — Output conductance 

Тр — Dc drain current 

IDS(OFP)- Des to-source OFF current 

1655 Gate leakage current 

Te — Effective gate series resistance 


MAG  — Maximum available amplifier gain TDS(ON) — Drain-to-source ON resistance 
Pce — Total dc or average power input to тва — Gate-to-drain leakage resistance. 
collector (common emitter) = — Gate-to-source leakage resistance 
РОБ — Large-signal output power (common Урв — Drain-to-substrate voltage 
emitter) Vps  — Drain-to-source voltage 
RL — Load resistance Усв  — Dc gate-to-substrate voltage 
Rs — Source resistance VGB — Peak gate-to-substrate voltage 
Vee = — Base-supply voltage Ves — De gate-to-source voltage 
Увс — Base-to-collector voltage Ves — Peak gate-to-source voltage 
VBE — Base-to-emitter voltage VGS(OFF)- Gate-to-source cutoff voltage 
Vcg  — Collector-to-base voltage Yis — Forward transadmittance *gfs 
Усво  — Collector-to-base voltage (emitter Yos — Output admittance 
open) Yn — Load admittance 
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AC-Operated 


Chapter 5 


Power Supplies 


Powerline voltages bave been “stan- 
dardized” throughout the U.S. at 115 
— 230 V in residential areas where a 
single voltage phase is supplied. These 
figures represent nominal voltages, 
however, “Normal” line voltage in a 
particular area may be between ap- 
proximately 110 and 125 volts, but 
generally will be above 115 volts, In 
many states, the service is governed by 
the state’s public utilities commission. 
The voltage average across the country 
is approximately 117 volts, Source of 
information: Edison Electric Company 
(an association of power companies), 
New York, NY. 


The electrical power required to operate 
amateur radio equipment is usually taken from the 
ac lines when the equipment is operated where this 
power is available; in mobile operation the prime 
source of power is usually the storage battery. 

The high-voltage de for the plates of vacuum 
tubes used in receivers and transmitters is derived 
from the commercial ac lines by the use of a 
transformer-rectifier-filter system. The transformer 
changes the voltage of the ac to a suitable value, 
and the rectifier converts it to pulsating dc. The 
filter reduces the pulsations to a suitably low level, 


and may have either a capacitor input or a choke 
input, depending on whether a shunt capacitor or a 
series inductor is the first filter element. Essentially 
pure direct current is required to prevent hum in 
the output of receivers, speech amplifiers, modula- 
tors and transmitters. In the case of transmitters, a 
pure dc plate supply is also dictated by government 
regulations. If a constant supply voltage is required 
under conditions of changing load or ac line 
voltage, a regulator is used following the filter. 

When the prime power source is de (a battery), 
the de is first changed to ac, and is then followed 
by the transformer-rectifier-filter system. Addi- 
tional information on this type of supply is 
contained in Chapter 10, 

The cathode-heating power can be ac or de in 
the case of indirectly heated cathode tubes, and ac 
or dc for filament-type tubes if the tubes are 
operated at a high power level (high-powered audio 
and rf applications). Low-level operation of 
filament-type tubes generally requires dc on the 
filaments if undue hum is to be avoided. 

Occasionally transformerless power supplies are 
used in some applications (notably in the ac-dc 
type of broadcast receiver). Such supplies operate 
directly from the power line, and it is necessary to 
connect the chassis or common-return point of the 
circuit directly to one side of the ac line. This type 
of power supply represents an extreme shock 
hazard when the equipment is interconnected with 
other apparatus in the amateur station, or when 
the chassis is exposed. For safety reasons, an 
isolation transformer should be used with such 
equipnent when it is present іп an amateur station, 


POWER-LI NE CONSIDERATIONS 


POWER LINE CONNECTIONS 


In most residential systems, three wires are 
brought in from the outside to the distribution 
board, while in other systems there are only two 
wires. In the three-wire system, the third wire is 
the neutral which is grounded. The voltage 
between the other two wires normally is 230, while 
half of this voltage (115) appears between cach of 
these wires and neutral, as indicated in Fig. 5-1A. 
In systems of this type, usually it will be found 
that the 115-volt household load is divided as 
evenly as possible between the two sides of the 
circuit, half of the load being connected between 


one wire and the neutral, while the other half of 
the load is connected between the other wire and 
neutral. Heavy appliances, such as electric stoves 
and heaters, normally are designed for 230-volt 
operation and therefore are connected across the 
two ungrounded wires. While both ungrounded 
wires should be fused, a fuse should never be used 
in the wire to the neutral, nor should a switch be 
used in this side of the line. The reason for this is 
that opening the neutral wire does not disconnect 
the equipment. It simply leaves the equipment on 
one side of the 230-volt circuit in series with 
whatever load may be across the other side of the 
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Fig. 5-1 — Three-wire power-line circuits. A — Normal 3-wire-line termination. No fuse should be used in 
the grounded (neutral) line. B — Showing that a switch in the neutral does not remove voltage from 
either side of the line. C — Connections for both 115- and 230-volt transformers. D — Operating a 
115-volt plate transformer from the 230-volt line to avoid light blinking. T1 is a 2-to-1 step-down 


transformer. 


circuit, as shown in Fig. 5-1B. Furthermore, with 
the neutral open, the voltage will then be divided 
between the two sides їп inverse proportion to the 
load resistance, the voltage on one side dropping 
below normal, while it soars on the other side, 
unless the loads happen to be equal. 

The usual line running to baseboard outlets is 
rated at 15 amperes. Considering the power 
consumed by filaments, lamps, transmitter, re- 
ceiver and other auxiliary equipment, it is not 
unusual to find this 15-A rating exceeded by the 
requirements of a station of only moderate power. 
It must also be kept in mind that the same branch 
may be in use for other household purposes 
through another outlet. For this reason, and to 
minimize light blinking when keying or modulating 
the transmitter, a separate heavier line should be 
run from the distribution board to the station 
whenever possible. (A three-volt drop in line 
voltage will cause noticeable light blinking.) 

If the system is of the three-wire 230-V type, 
the three wires should be brought into the station 
so that the load can be distributed to keep the line 
balanced. The voltage across a fixed load on one 
side of the circuit will increase as the load current 
on the other side is increased. The rate of increase 
will depend upon the resistance introduced by the 
neutral wire. If the resistance of the neutral is low, 
the increase will be correspondingly small. When 
the currents in the two circuits are balanced, no 
current flows in the neutral wire and the system is 
operating at maximum efficiency. 

Light blinking can be minimized by using 
transformers with 230-volt primaries in the power 
supplies for the keyed or intermittent part of the 
load, connecting them across the two ungrounded 
wires with no connection to the neutral, as shown 
in Fig. 5-1C. The same can be accomplished by the 
insertion of a step-down transformer with its 
primary operating at 230 volts and secondary 
delivering 115 volts. Conventional 115-volt trans- 
formers may be operated from the secondary of 
the step-down transformer (see Fig. 5-10). 

When a special heavy-duty line is to be 
installed, the local power company should be 
consulted as to local requirements. In some 
localities it is necessary to have such a job done by 
a licensed electrician, and there may be special 


requirements to be met. Some amateurs terminate 
the special line to the station at a switch box, while 
others may use electric-stove receptacles as the 
termination. The power is then distributed around 
the station by means of conventional outlets at 
convenient points. All circuits should be properly 
fused. 


Three-Wire 115-V Power Cords 


To meet the requirements of state and national 
codes, electrical tools, appliances and many items 
of electronic equipment now being manufactured 
to operate from the 115-volt line must be equipped 
with а 3-conductor power cord. Two of the 
conductors carry power to the device in the usual 
fashion, while the third conductor is connected to 
the case or frame. 

When plugged into a properly wired mating 
receptacle, the 3-contact polarized plug connects 
this third conductor to an earth ground, thereby 
grounding the chassis or frame of the appliance and 
preventing the possibility of electrical shock to the 
user. All commercially manufactured items of 
electronic test equipment and most ac-operated 
amateur equipments are being supplied with these 
3-wire cords. Adapters are available for use where 
older electrical installations do not have mating 
receptacles. For proper grounding, the lug of the 
green wire protruding from the adapter must be 
attached underneath the screw securing the cover 
plate of the outlet box where connection is made, 
and the outlet box itself must be grounded. 


Fusing 

All transformer primary circuits should be 
properly fused. To determine the approximate 
current rating of the fuse to be used, multiply each 
current being drawn from the supply in amperes by 
the voltage at which the current is being drawn. 
Include the current taken by bleeder resistances 
and voltage dividers. In the case of series resistors, 
use the source voltage, not the voltage at the 
equipment end of the resistor. Include filament 
power if the transformer is supplying, filaments. 
After multiplying the various voltages and currents, 
add the individual products. Then divide by the 
line voltage and add 10 or 20 percent. Use a fuse 
with the nearest larger current rating. 


Line Voltage Adjustment 


то 
TRANS 


TRANS 
AAA SEC MEE 
PRI 
579 nsvac 
(А (в) 


Fig. 5-2 — Two methods of transformer primary 
control. At A is a tapped toy transformer which 
may be connected so as to boost or buck the line 
voltage as required. At B is indicated a variable 
transformer or autotransformer (Мапас) which 
feeds the transformer primaries. 


LINE-VOLTAGE ADJUSTMENT 


In certain communities trouble is sometimes 
experienced from fluctuations in line voltage. 
Usually these fluctuations are caused by a variation 
in the load on the line. Since most of the variation 
comes at certain fixed times of the day or night, 
such as the times when lights are turned on at 
evening, they may be taken care of by the use of a 
manually operated compensating device. A simple 
arrangement is shown in Fig. 5-2A. A toy 
transformer is used to boost or buck the line 
voltage as required. The transformer should have a 
tapped secondary varying between 6 and 20 volts 
in steps of 2 or 3 volts and its secondary should be 
capable of carrying the full load current. 

The secondary is connected in series with the 
line voltage and, if the phasing of the windings is 
correct, the voltage applied to the primaries of the 
transmitter transformers can be brought up to the 
rated 115 volts by setting the toy-transformer tap 
switch on the right tap. If the phasing of the two 
windings of the toy transformer happens to be 
reversed, the voltage will be reduced instead of 
increased. This connection may be used in cases 
where the line voltage may be above 115 volts. 
This method is preferable to using a resistor in the 
primary of a power transformer since it does not 
affect the voltage regulation as seriously. The 
circuit of 5-2B illustrates the use of a variable 
autotransformer (Variac) for adjusting line voltage. 


Constant-Voltage Transformers 

Although comparatively expensive, special 
transformers called constant-voltage transformers 
are available for use in cases where it is necessary 
to hold line voltage and/or filament voltage 
constant with fluctuating supply-line voltage. 
These are static-magnetic voltage regulating trans- 
formers operating on principles of ferroresonance. 
They have no tubes or moving parts, and require 
no manual adjustments. These transformers are 
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rated over a range of less than one VA at 5 volts 
output up to several thousand VA at 115 or 230 
volts. On the average they will hold their output 
voltages within one percent under an input voltage 
variation of +15 percent. 


SAFETY PRECAUTIONS 


All power supplies in an installation should be 
fed through a single main power-line switch so that 
all power may be cut off quickly, either before 
working on the equipment, or in case of an 
accident. Spring-operated switches or relays are not 
sufficiently reliable for this important service. 
Foolproof devices for cutting off all power to the 
transmitter and other equipment are shown in Fig. 
5-3. The arrangements shown in Fig. 5-ЗА and B 
are similar circuits for two-wire (115-volt) and 
three-wire (230-volt) systems. S is an enclosed 
double-throw switch of the sort usually used as the 
entrance switch in house installations. J is a 
standard ac outlet and P a shorted plug to fit the 
outlet. The switch should be located prominently 
in plain sight, and members of the household 
should be instructed in its location and use. I is a 
red lamp located alongside the switch. Its purpose 
is not so much to serve as a warning that the power 
is on as it is to help in identifying and quickly 


Fig. 5-3 — Reliable arrangements for cutting off all 


power to the transmitter. S is an enclosed 
double-pole power switch, J a standard ac outlet, P 
a shorted plug to fit the outlet and | a red lamp. 

A is for a twowire 115-volt line, B for a 
three-wire 230-volt system, and C a simplified 
arrangement for low-power stations. 
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locating the switch should it become necessary for 
someone else to cut the power off in an 
emergency. 

The outlet J should be placed in some corner 
out of sight where it will not be a temptation for 
children or others to play with. The shorting plug 
can be removed to open the power circuit if there 
are others around who might inadvertently throw 
the switch while the operator is working on the rig. 
1f the operator takes the plug with him, it will 
prevent someone from turning on the power in his 
absence and either hurting themselves or the 
equipment or perhaps starting a fire. Of utmost 
importance is the fact that the outlet J must be 
placed in the ungrounded side of the line. 
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Those who are operating low power and feel 
that the expense or complication of the switch 
isn’t warranted can use the shorted-plug idea as the 
main power switch. In this case, the outlet should 
be located prominently and identified by a signal 
light, as shown in Fig. 5-3C. 

The test bench should be fed through the main 
power switch, or a similar arrangement at the 
bench, if the bench is located remotely from the 
transmitter. 

А bleeder resistor with a power rating which 
gives a considerable margin of safety should be 
used across the output of all transmitter power 
supplies, so that the filter capacitors will be 
discharged when the high-voltage is turned off. 


PLATE AND FILAMENT TRANSFORMERS 


Output Voltage 

The output voltage which the plate transformer 
must deliver depends upon the required dc load 
voltage and the type of filter circuit. 

With a choke-input filter (see Fig. 5-4), the 
required rms secondary voltage (each side of 
center-tap for a center-tap rectifier) can be 
calculated by the equation: 


Ey= 1.1 [Eo +I (R1 * R2 + R9] 


where Eo is the required dc output voltage, / is the 
load current (including bleeder current) in 
amperes, R1 and R2 are the dc resistances of the 
chokes, and Rg is the series resistance (transformer 
and rectifier), E, is the open-circuit rms voltage. 
With a capacitive-input filter system, the 
approximate transformer output voltage required 
to give a desired dc output voltage with a given 
load can be calculated with the aid of Fig. 5-5. 
Example: 
Required dc output volts — 25 
Loud current to be drawn — 500 mA (0.5 ampere) 
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Fig. 5-4 — Diagram showing various voltage drops 
that must be taken into consideration in determin- 
ing the required transformer voltage to deliver the 
desired output voltage. 


Series resistance — $ ohms 

Load resistance = 25 = 50 ohms 

RC = 50 x 1000 = $0,000 

RJR = 5/50 = 0.1 
Fig. 5-5 shows that the ratio of dc volts to the required 
transformer rms voltage В 1.07. 

The required transformer terminal voltage under load is 
Epc+1x Rs 
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where /is the load current in amperes. 
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Rewinding Transformers 


The required transformer is one having a 
514-V center-tapped secondary. А 50- ог 55-V 
secondary would be entirely satisfactory. Should 
the filter section contain one or more filter chokes 
connected between the input capacitor and the 
load, the dc-resistance values of the chokes are 
added to the value of А, in the equation before 
multiplying by the load-current value, 


Volt-Ampere Rating 


The number of volt-amperes delivered by a 
transformer depends upon the type of filter 
(capacitor or choke input) used, and upon the type 
of rectifier used (full-wave center tap, or full-wave 
bridge). With a capacitive-input filter the heating 
effect in the secondary is higher because of the 
high ratio of peak-to-average current. The volt- 
amperes handled by the transformer may be several 
times the watts delivered to the load. With a 
choke-input filter, provided the input choke has at 
least the critical inductance, the secondary 
volt-amperes can be calculated quite closely by the 
equation: 


А = ЛОТЕГ 
(Fullbwave ct) Sec. VA = 29781 


К EL 
(Full-wave bridge) Sec. VA = 159g 


where ЈЕ is the total rms voltage of the secondary 
(between the outside ends in the case of a 
center-tapped winding) and J is the dc output 
current in milliamperes (load current plus bleeder 
current). The primary volt-amperes will be 
somewhat higher because of transformer losses. 


BROADCAST & TELEVISION 
REPLACEMENT TRANSFORMERS 


Small power transformers of the type sold for 
replacement in broadcast and television receivers 
are usually designed for service in terms of use for 
several hours continuously with capacitor-input 
filters. In the usual type of amateur transmitter 
service, where most of the power is drawn 
intermittently for periods of several minutes with 
equivalent intervals in between, the published 
ratings can be exceeded without excessive trans- 
former heating. 

With a capacitorinput filter, it should be safe 
to draw 20 to 30 percent more current than the 
rated value. With a choke-input filter, an increase 
in current of about 50 percent is permissible. If a 
bridge rectifier is used, the output voltage will be 
approximately doubled. In this case, it should be 
possible in amateur transmitter service to draw the 
rated current, thus obtaining about twice the rated 
output power from the transformer. 


This does not apply, of course, to amateur 
transmitter plate transformers, which usually are 
already rated for intermittent service. 


REWINDING POWER TRANSFORMERS 


Although the home winding of power trans- 
formers is a task that few amateurs undertake, the 


Core 


CROSS-SECTIONAL AREA = 
WIDTH X HEIGHT (WXH) OF CORE 


Fig. 5-6 — Cross-sectional drawing of a typical 
power transformer. Multiplying the height (or 
thickness of the laminations) times the width of 
the central core area in inches gives the value to be 
applied to Fig. 5-7. 


rewinding of a transformer secondary to give some 
desired voltage for powering filaments or a 
solid-state device is not difficult. It involves a 
matter of only a small number of turns and the 
wire is large enough to be handled easily. Often a 
receiver power transformer with a burned-out 
high-voltage winding or the power transformer 
from a discarded TV set can be converted into an 
entirely satisfactory transformer without great 
effort and with little expense. The average TV 
power transformer for a 17-inch or larger set is 
capable of delivering from 350 to 450 watts, 
continuous duty. If an amateur transmitter is being 
powered, the service is not continuous, so the 
ratings can be increased by a factor of 40 or 50 
percent without danger of overloading the 
transformer. 

The primary volt-ampere rating of the trans- 
former to be rewound, if known, can be used to 
determine its power-handling capability. The 
secondary volt-ampere rating will be ten to twenty 
percent less than the primary rating. The power 
rating may also be determined approximately from 
the cross-sectional area of the core which is inside 
the windings. Fig. 5-6 shows the method of 
determining the area, and Fig. 5-7 may be used to 
convert this information into a power rating. 

Before disconnecting the winding leads from 
their terminals, each should be marked for 
identification. In removing the core laminations, 
care should be taken to note the manner in which 
the core is assembled, so that the reassembling will 
be done in the same manner. Most transformers 
have secondaries wound over the primary, while in 
some the order is reversed. In case the secondaries 
are on the inside, the turns can be pulled out from 
the center after slitting and removing the fiber 
core. 

The turns removed from one of the original 
filament windings of known voltage should be 
carefully counted as the winding is removed. This 
will give the number of turns per volt and the same 
figure should be used in determining the number of 
turns for the new secondary. For instance, if the 
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Fig. 5-7 — Power-handling capability of a 
transformer versus cross-sectional area of core. 


old filament winding was rated at 5 volts and had 
15 turns, this is 15/5 = 3 tums per volt. If the new 
secondary is to deliver 18 volts, the required 
number of tums on the new winding will be 
18 X 3 = 54 turns. 

In winding a transformer, the size of wire is an 
important factor in the heat developed їп 
operation. A cross-sectional area of 1000 circular 
mils per ampere is conservative. А value commonly 
used in amateurservice transformers is 700 cmil/A. 
The larger the cmil/A figure, the cooler the 
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transformer will run. The current rating in amperes 
of various wire sizes is shown in the copper-wire 
table in another chapter. If the transformer being 
rewound is a filament transformer, it may be 
necessary to choose the wire size carefully to fit 
the small available space. On the other hand, if the 
transformer is a power unit with the high-voltage 
winding removed, there should be plenty of room 
for a size of wire that will conservatively handle 
the required current. 

After the first layer of tums is put on during 
rewinding, secure the ends with cellulose tape. 
Each layer should be insulated from the next; 
ordinary household waxed paper can be used for 
the purpose, a single liyer being adequate. Sheets 
cut to size beforehand may be secured over each 
layer with tape. Be sure to bring all leads out the 
same side of the core so the covers will go in place 
when the unit is completed. When the last layer of 
the winding is put on, use two sheets of waxed 
paper, and then cover those with vinyl electrical 
tape, keeping the tape as taut as possible. This will 
add mechanical strength to the assembly. 

The laminations and housing are assembled in 
just the opposite sequence to that followed in 
disassembly. Use a light coating of shellac between 
each lamination. During reassembly, the lamination 
stack may be compressed by clamping in a vise. If 
the last few lamination strips cannot be replaced, it 
is better to omit them than to force the unit 
together, 


RECTIFIER CIRCUITS 


Half-Wave Rectifier 


Fig. 5-8 shows three rectifier circuits covering 
most of the common applications in amateur 
equipment. Fig. 5-8A is the circuit of a half-wave 
rectifier. The rectifier is a device that will conduct 
current in one direction but not in the other. 
During one half of the ac cycle the rectifier will 
conduct and current will flow through the rectifier 
to the load. During the other half of the cycle the 
rectifier does not conduct and no current flows to 
the load. The shape of the output wave is shown in 
(A) at the right. It shows that the current always 
flows in the same direction but that the flow of 
current is not continuous and is pulsating in 
amplitude. 

The average output voltage — the voltage read 
by the usual dc voltmeter — with this circuit (no 
filter connected) is 0.45 times the rms value of the 
ac voltage delivered by the transformer secondary. 
Because the frequency of the pulses is relatively 
low (one pulsation per cycle), considerable filtering 
is required to provide adequately smooth dc 
output, and for this reason this circuit is usually 
limited to applications where the current involved 
is small, such as supplies for cathode-ray tubes and 
for protective bias in a transmitter. 

The peak reverse voltage (PRV), the voltage the 
rectifier must withstand when it isn't conducting, 
varies with the load. With a resistive load it is the 
peak ac voltage (1.4 Евмз) but with a capacitor 


load drawing little or no current it can rise to 2.8 
Eps: 

Another disadvantage of the half-wave rectifier 
circuit is that the transformer must have a 
considerably higher primary volt-ampere rating 
(approximately 40 percent greater), for the same 
dc power output, than in other rectifier circuits. 


Full-Wave Center-Tap Rectifier 


A commonly used rectifier circuit is shown in 
Fig. 5-8B. Essentially an arrangement in which the 
outputs of two half-wave rectifiers are combined, it 
makes use of both halves of the ac cycle. A 
transformer with а center-tapped secondary is 
required with the circuit. 

The average output voltage is 0.9 times the rms 
voltage of half the transformer secondary; this is 
the maximum voltage that can be obtained with a 
suitable choke-input filter. The peak output 
voltage is 1.4 times the rms voltage of half the 
transformer secondary; this is the maximum 
voltage that can be obtained from a capacitor-input 
filter (at little or no load), 

The peak reverse voltage across, а rectifier unit 
is 2.8 times the rms voltage of half the transformer 
secondary. 

As can be seen from the sketches of the output 
wave form in (B) to the right, the frequency of the 
output pulses is twice that of the half-wave 
rectifier. Therefore much less filtering is required. 


Rectifier Circuits 11 


Since the rectifiers work alternately, each handles 
half of the load current, and ће load-current rating Ac. 
of each rectifier need be only half the total load УМЕ Ema = 14 pgs 
current drawn from the supply. Елу “OAS Taus 
Two separate transformers, with their primaries * ino» 
connected in parallel and secondaries connected іп “^? NAF “WAVE ине кийи... 
series (with the proper polarity) may be used in Ы 
this circuit. However, if this substitution is made, р 
the primary volt-ampere rating must be reduced to met [ms SON NNNNA 
about 40 percent less than twice the rating of one А | o- 
transformer. T Epeak 14 Erus 
Еду = O9Enus. 
Full-Wave Bridge Rectifier (B) FULL-WAVE Ену *28Enus 
Another full-wave rectifier circuit is shown in с NE 
Fig. 5-8С. In this arrangement, two rectifiers 
operate in series on each half of the cycle, one 
rectifier being in the lead to the load, the other дс, o+ 
being in the return lead. The current flows through ЧЕ [№ n DET 
two rectifiers during one half of the cycle and "ыш ам "0.9 Emus 
through the other two rectifiers during the other 7 ан * Mes 
half of the cycle. The output wave shape (C), to (С) BRIDGE RIPPLE = 48°% 


the right, is the same as that from the simple 
center-tap rectifier circuit. The maximum output 
voltage into a resistive load or a properly designed 
choke-input filter is 0.9 times the rms voltage 
delivered by the transformer secondary; with a 
capacitor-input filter and а very light load the 
output voltage is 1.4 times the secondary rms 
voltage. The peak reverse voltage per rectifier is 1.4 
times the secondary rms voltage. Each rectifier in a 
bridge circuit should have a minimum load-current 
rating of one-half the total load current to be 
drawn from the supply. 


RECTIFIER RATINGS 


All rectifiers are subject to limitations as to 
‘breakdown voltage and current-handling capability. 
Some tube types are rated in terms of the 
maximum rms voltage that should be applied to 
the rectifier plate. This is sometimes dependent on 
whether a choke- or capacitive-input filter is used. 
Others, particularly mercury-vapor and semicon- 
ductor types, are rated according to maximum 
peak reverse voltage. 

Rectifiers are rated also as to maximum dc load 
current, and some may carry peak-current ratings 
in addition, To assure normal life, all ratings should 
be carefully observed. 


HIGH-VACUUM RECTIFIERS 


High-vacuum rectifiers depend entirely upon 
the thermionic emission from a heated filament 


Fig. 5-8 — Fundamental rectifier circuits. A — 
Half-wave (Ервм = 1.4 Ерм with resistive load, 

2.8 Epms with capacitor-input filter), B — 
Full-wave. ч — Full-wave bridge. Output voltage 
values do not include rectifier voltage drops. 


and are characterized by a relatively high internal 
resistance, For this reason, their application usually 
is limited to low power, although there are a few 
types designed for medium and high power in cases 
where the relatively high internal voltage drop may 
be tolerated. This high internal resistance makes ^ 
them less susceptible to damage from temporary 
overload and they are free from the bothersome 
electrical noise sometimes associated with other 
types of rectifiers, 

Some rectifiers of the high-vacuum full-wave 
type in the so-called receiver-tube class will handle 
up to 275 mA at 400- to 500-volts de output. 
Those in the higher power class can be used to 
handle up to 500 mA at 2000 volts de in full-wave 
circuits. Most low-power high-vacuum rectifiers are 
produced in the full-wave type, while those for 
greater power are invariably of the half-wave type, 
two tubes being required for a full-wave rectifier 
circuit. A few of the lower voltage types have 
indirectly heated cathodes, but are limited in 
heater-to-cathode voltage rating. 


SEMICONDUCTOR RECTIFIERS 


Silicon rectifiers are being used almost exclu- 
sively in power supplies for amateur equipment. 
Types are available to replace high-vacuum and 
mercury-vapor rectifiers. The semiconductors have 
the advantages of compactness, low internal 
voltage drop, low operating temperature and high 
current-handling capability. Also, no filament 
transformers are required, 


Silicoh rectifiers are available in a wide range of 
voltage and current ratings; In peak reverse voltage 
ratings’ of 600 or les, silicon rectifiers сапу 
current ratings as high as 400 amperes, and at 1000 
PRY the current ratings may be 1.5 amperes or so. 
The extreme compactness of silicon types makes 
feasible the stacking of several units in series for 
higher voltages. Standard stacks are available that 
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will handle up to 10,000 PRV at a dc load current 
of 500 mA, although the amateur can do much 
better, economically, by stacking the rectifiers 
himself. 


PROTECTION OF SILICON 
POWER DIODES 


The important specifications of a silicon diode 
are: 
1) PRV (ог PIV), the peak reverse (or peak 
inverse) voltage, 

2) Го, the average dc current rating. 

3) Гар, the peak repetitive forward current, 
and 

4) IsURGE; the peak опе-сусје surge current. 
The first two specifications appear in most 
catalogs. The last two often do not, but they are 
very important. 

Since the rectifier never allows current to flow 
more than half the time, when it does conduct it 
has to pass at least twice the average direct current. 
With а capacitor-input filter, the rectifier conducts 
much less than half the time, so that when it does 
conduct, it may pass as much as ten to twenty 
times the average de current, under certain 
conditions. This peak current з Гар, the peak 
repetitive forward current. 

Also, when the supply is first turned on, the 
discharged input capacitor looks like a dead short, 
and the rectifier passes a very heavy current. This is 
surge. The maximum /gumqr rating is usually 
for a duration of one cycle (at 60 Hz), or about 
16.7 milliseconds. 

If a manufacturer's data sheet is not available, 
an educated guess about a diode's capability can be 
made by using these rules of thumb for silicon 
diodes of the type commonly used in amateur 
power supplies: 

Rule 1) The maximum Лувр rating can be 
assumed to be approximately four times the 
maximum Го rating. 

Rule 2) The maximum Глас rating can be 
assumed to be approximately twelve times the 
maximum J, rating. (This should provide a 
reasonable safety factor. Silicon rectifiers with 
750-mA de ratings, as an example, seldom have 
L-cycle surge ratings of less than 15 amperes; some 
are rated up to 35 amperes or more.) From this 
then, it can be seen that the rectifier should be 
selected on the basis of /sugqr and not on To 
ratings. 


Thermal Protection 


‘The junction of a diode is quite small, hence it 
must operate at a high current density. The 
heat-handling capability is, therefore, quite small. 
Normally, this is not a prime consideration in 
high-voltage, low-current supplies. When using 
high-current rectifiers at or near their maximum 
ratings (usually 2-ampere or larger stud-mount 
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rectifiers), some form of heat sinking is necessary. 
Frequently, mounting the rectifier on the main 
chassis — directly, or by means of thin mica 
insulating washers — will suffice. If insulated from 
the chassis, a thin layer of silicone grease should be 
used between the diode and the insulator, and 
between the insulator and the chassis to assure 
good heat conduction. Large high-current rectifiers 
often require special heat sinks to maintain a safe 
operating temperature. Forced-air cooling is 
sometimes used as a further aid. Safe case 
temperatures are usually given in the manufac- 
turer’s data sheets and should be observed if the 
maximum capabilities of the diode are to be 
realized. 


Surge Protection 


Each time the power supply is activated, 
assuming the input filter capacitor has been 
discharged, the rectifiers must look into what 
represents a dead short. Some form of surge 
protection is usually necessary to protect the 
diodes until the input capacitor becomes nearly 
charged. Although the dc resistance of the 
transformer secondary can be relied upon in some 
instances to provide ample surge-current limiting, it 
is seldom enough on high-voltage power supplies to 
be suitable. Series resistors can ђе installed 
between the secondary and the rectifier strings as 
illustrated in Fig. 5-4, but are a deterrent to good 
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Fig. 5-9 — The primary circuit of T1 shows how a 
115-volt ac relay and a series dropping resistor, Rs, 
сап provide surge protection while C charges. When 
silicon rectifiers are connected in series for 
high-voltage operation, the inverse voltage does not 
divide equally. The reverse voltage drops can be 
equalized by using equalizing resistors, as shown in 
the secondary circuit. To protect against voltage 
"spikes" that may damage an individual rectifier, 
each rectifier should be bypassed by a .01-ЏЕ 
capacitor. Connected as shown,- two 400-PRV 
silicon rectifiers can be used as an 800-PRV 
rectifier, although it is preferable to include a 
safety factor and call it a ^750-PRV" rectifier. The 
rectifiers, CR1 through CR4, should be the same 
type (same type number and ratings). 


Semiconductor Rectifiers 
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Fig. 5-10 — Methods of suppressing line transients. 
‘See text. 


voltage regulation. By installing a surge-imiting 
device in the primary circuit of the plate 
transformer, the need for series resistors in the 
secondary circuit can be avoided. А practical 
method for primary-circuit surge control is 
shown in Fig. 5-9. The resistor, R, introduces a 
voltage drop in the primary feed to Т1 until C is 
nearly charged. Then, after C becomes partially 
charged, the voltage drop across R, lessens and 
allows Kl to pull in, thus applying full primary 
power to Т1 as K1A shorts out RR, is usually a 
25-watt resistor whose resistance is somewhere 
between 15 and 50 ohms, depending upon the 
power supply characteristics. 


Transient Problems 


A common cause of trouble is transient voltages 
on fhe ac power line. These are short spikes, 
mostly, that can temporarily increase the voltage 
seen by the rectifier to values much higher than the 
normal transformer voltage. They come from 
distant lightning strokes, electric motors turning on 
and off, and so on. Transients cause unexpected, 
and often unexplained, loss of silicon rectifiers. 

It’s always wise to suppress line transients, and 
it can be easily done. Fig. 5-10A shows one way. 
C1 looks like 280,000 ohms at 60 Hz, but to a 
sharp transient (which has only high-frequency 
components), it is an effective bypass. C2 provides 
additional protection on the secondary side of the 
transformer. It should be .01MF for transformer 
voltages of 100 or less, and 00142 for high-voltage 
transformers. 

Fig. 5-10B shows another transient-suppression 
method using selenium suppressor diodes. The 
diodes do not conduct unless the peak voltage 
‘becomes abnormally high. Then they clip the 
transient peaks. General Electric sells protective 
diodes under the trade name, “Thyrector.” 
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Sarkes-Tarzian uses the descriptive name, "Klip- 
volt.” 

Transient voltages can go as high as twice the 
normal line voltage before the suppressor diodes: 
clip the peaks, Capacitors cannot give perfect 
suppression either. Thus, itis a good idea to use 
power-supply rectifiers rated at about twice the 
expected PRV. Е 


Diodes in Series 

Where the PRV rating of a single diode is not 
sufficient for the application, similar diodes may 
be used in series. (Two 500-PRV diodes in series 
will withstand 1000 PRV, and so on.) When this is 
done, a resistor and a capacitor should be placed 
across each diode in the string to equalize the PRV 
drops and to guard against transient voltage spikes, 
as shown in Fig. 5-9. Even though the diodes are of 
the same type and have the same PRV rating, they 
may have widely different back resistances when 
fhey are cut off. The reverse voltage divides 
according to Ohm's Law, and the diode with the 
higher back resistance will have the higher voltage 
developed across it. The diode may break down. 

If we put a swamping resistor across each diode, 
R as shown in Fig. 5-9, the resultant resistance 
across each diode will be almost the same, and the 
back voltage will divide almost equally. A good 
rule of thumb for resistor size is this: Multiply the 
PRV rating of the diode by 500 ohms. For 
example, a 500-PRV diode should be shunted by 
500 X 500, or 250,000 ohms. 

The shift from forward conduction to high 
back resistance does not take place instantly in a 
silicon diode. Some diodes take loriger than others 
to develop high back resistance. To protect the 
"fast" diodes in a series string until all the diodes 
are properly cut off, a .01-4F capacitor should be 
placed across each diode. Fig. 5-9 shows the 
complete series-diode circuit. The. capacitors 
should be noninductive, ceramic disk, for example, 
and should be well matched. Use 10-percent-toler- 
ance capacitors if possible. 


Diodes in Parallel 

Diodes can be placed in parallel to increase 
current-handling capability. Equalizing resistors 
should be added as shown in Fig. 5-11. Without the 
resistors, one diode may take most of the current. 
The resistors should be selected to have about a 
L-volt drop at the expected peak current. 


— Diodes in parallel should have 
resistors, See text for appropriate value. 
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FILTERING 


The pulsating dc waves from the rectifiers are 
not sufficiently constant in ainplitude to prevent 
hum corresponding to the pulsations. Filters are 
required between the rectifier and the load to 
smooth out the pulsations into an essentially 
constant de voltage. Also, upon the design of the 
filter depends to a large extent the dc voltage 
output, the voltage regulation of the power supply, 
and the maximum load current that can be drawn 
from the supply without exceeding the peak- 
current rating of the rectifier. Power supply filters 
are low-pass devices using series inductors and 
shunt capacitors. 


Load Resistance 


In discussing the performance of power-supply 
filters, it is sometimes convenient to express the 
load connected to the output terminals of the 
supply in terms of resistance. The load resistance is 
equal to the output voltage divided by the total 
current drawn, including the current drawn by the 
bleeder resistor. 


Voltage Regulation 

The output voltage of a power supply always 
decreases as more current is drawn, not only 
because of increased voltage drops on the 
transformer, filter chokes and the rectifier (if 
high-vacuum rectifiers are used) but also because 
the output voltage at light loads tends to soar to 
the peak value of the transformer voltage as a 
result of charging the first capacitor. By proper 
filter design the latter effect can be eliminated. The 
change in output voltage with load is called voltage 
regulation and is expressed as a percentage. 


Percent regulation = 100. EL = Е2) 


Example: No-load voltage E1 = 1550 volts. 
FullHoad voltage = E2 = 1230 volts. 
Percentage regulation = = 


= 32,900.26 percent 


A steady load, such as that represented by a 
receiver, speech amplifier or unkeyed stages of a 
transmitter, does not require good (low) regulation 
as long as the proper voltage is obtained under load 
conditions. However, the filter capacitors must 
have a voltage rating safe for the highest value to 
which the voltage will soar when the external load 
is removed. 

A power supply will show more (higher) 
regulation with long-term changes in load resis- 
tance than with short temporary changes. The 
regulation with long-term changes is often called 
the static regulation, to distinguish it from the 
dynamic regulation (short temporary load 
changes). A load that varies at a syllabic or keyed 
rated, as represented by some audio and rf 


amplifiers, usually requires good dynamic regula- 
tion (15 percent or less) if distortion products are 
to be held to a low level. The dynamic regulation 
of a power supply is improved by increasing the 
value of the output capacitor. 

When essentially constant voltage regardless of. 
current variation is required (for stabilizing an 
oscillator, for example), special voltage-regulating 
circuits described elsewhere in this chapter are 
used. 


Bleeder 


A bleeder resistor is a resistance connected 
across the output terminals of the power supply. 
Its functions are to discharge the filter capacitors 
as a safety measure when the power is turned off 
and to improve voltage regulation by providing а 
minimum load resistance. When voltage regulation 
is not of importance, the resistance may be as high 
as 100 ohms per volt. The resistance value to be 
used for voltage-regulating purposes is discussed in 
later sections, From the consideration of safety, 
the power rating of the resistor should be as 
conservative as possible, since a burned-out bleeder 
resistor is more dangerous than none at all! 


Ripple Frequency and Voltage 

The pulsations in the output of the rectifier can 
be considered to be the resultant of an alternating 
current superimposed upon a steady direct current. 
From this viewpoint, the filter may be considered 
to consist of shunting capacitors which short- 
circuit the ac component while not interfering with 
the flow of the dc component, and series chokes 
which pass dc readily but which impede the flow 
of the ac component. 

The alternating component is called the ripple. 
The effectiveness of the filter can be expressed in 
terms of percent ripple, which is the ratio of the 
ms value of the ripple to the dc value in terms of 
percentage, Any multiplier or amplifier supply in a 
code transmitter should have less than 5 percent 
ripple. A linear amplifier can tolerate about 3 
percent ripple on the plate voltage. Bias supplies 
for linear amplifiers, and modulator and modu- 
lated-amplifier plate supplies, should have less than 
1 percent ripple. VFOs, speech amplifiers and 
receivers may require a ripple reduction to .01 
percent, 

Ripple frequency is the frequency of the 
pulsations in the rectifier output wave — the 
number of pulsations per second. The frequency of 
the ripple with half-wave rectifiers is the same as 
the frequency of the line supply — 60 Hz with 
60-Hz supply. Since the output pulses are doubled 
with a full-wave rectifier, the ripple frequency is 
doubled — to 120 Hz with a 60-Hz supply. 

The amount of filtering (values of inductance 
and capacitance) required to give adequate 
smoothing depends upon the ripple frequency, 
with more filtering being required as the ripple 
frequency is lowered. 


Capacitive-Input Filters 


Type of Filter 


Power-supply filters fall into two classifications, 
capacitor input and choke input. Capacitorinput 
filters are characterized by relatively high output 
voltage in respect to the transformer voltage. 
Advantage of this can be taken when silicon 
rectifiers are used or with any rectifier when the 
load resistance is high. Silicon rectifiers have a 
higher allowable peak-to-dc ratio than do ther- 
mionic rectifiers. This permits the use of 
capacitor-input filters at ratios of input capacitor 
to load resistance that would seriously shorten the 
life of a thermionic rectifier system. When the 
series resistance through a rectifier and filter 
system is appreciable, as when high-vacuum 
rectifiers are used, the voltage regulation of a 
capacitorinput power supply is poor. 

The output voltage of a properly designed 
choke-input power supply is less than would be 
obtained with a capacitorinput filter from the 
same transformer. 


CAPACITIVE-INPUT FILTERS 


Capacitive-input filter systems are shown in Fig. 
5-12. Distegarding voltage drops in the chokes, all 
have the same characteristics except in respect to 
ripple. Better ripple reduction will be obtained 
when LC sections are added, as shown in Figs. 
5-12B and С. 


Output Voltage 


To determine the approximate dc voltage 
output when а capacitive-input filter is used, 
reference should be made to the graph of Fig. 5-5. 


Example: 
Transformer rms voltage — 350 
Load resistance — 2000 ohms 


+ + 


(A) Reet, с, 


Fig. 5-12 — Capacitive-input filter circuits, А — 
Simple capacitive. В — Singlesection. C — 
Double-section. 
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RATIO OF PEAK RECTIFIER CURRENT TO D C LOAD CURRENT 


2 Ж | 

000 2000 3000 500, 10000 20000 
= n 

LOAD RESISTANCE = 10 COEF. (OUTPUT) 


Fig, 5-13 — Graph showing the relationship 
between the dc load current and the rectifier peak 
current with capacitive input for various values 
of load and input resistance. 


3000 
Input capacitor 

ВС. =4 
ios 1000 О 


From curve 0.1 and АС = 40, dc voltage = 350 x 1.06 
=370. 


Regulation 
If a bleeder resistance of 20,000 ohms is used in 
the example above, when the load is removed and 
R becomes 20,000, the dc voltage will rise to 470. 
For minimum regulation with a capacitorinput 
filter, the bleeder resistance should be as high as 
possible, or the series resistance should be low and 
the filter capacitance high, without exceeding the 

transformer or rectifier ratings. 


Maximum Rectifier Current 


The maximum current that can be drawn from 
a supply with а capacitive-input filter without 
exceeding the peak-current rating of the rectifier 
may be estimated from the graph of Fig. 5-13. 
Using values from the preceding example, the ratio 
of peak rectifier current to dc load current for 
2000 ohms, as shown in Fig. 5-13, is 3. Therefore, 
the maximum load current that can be drawn 
without exceeding the rectifier rating is 1/3 the 
peak rating of the rectifier. For a load current of 
185 mA, as above (370 V + 2000 9, the rectifier 
peak current rating should be at least 
3X 185 = 555 mA. 
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With bleeder current only, Fig. 5-13 shows that 
the ratio will increase to 6.5. But since the bleeder 
draws 23.5 mA dc, the rectifier peak current will 
be only 153 mA. 


CHOKE-INPUT FILTERS 


With thermionic rectifiers better voltage regula- 
tions results when а choke-input filter, as shown in 
Fig. 5-4, is used. Choke input permits better 
utilization of the thermionic rectifier, since a 
higher load current usually can be drawn without 
exceeding the peak current rating of the rectifier. 


Minimum Choke Inductance 


A choke-input filter will tend to act as a 
capacitive-input filter unless the input choke has at 
least a certain minimum value of inductance called 
the critical value. This critical value is given by 

Lorit (henrys) = E oli 
where Е is the output voltage of the supply, and I 
is the current being drawn through the filter. 

If the choke has at least the critical value, the 
output voltage will be limited to the average value 
of the rectified wave at the input to the choke (see 
Fig. 5-8) when the current drawn from the supply 
is small. This is in contrast to the capacitive-input 
filter in which the output voltage tends to soar 
toward the peak value of the rectified wave at light 
loads. 


Minimum-Load — Bleeder Resistance 


From the formula above for critical inductance, 
it is obvious that if no current is drawn from the 
supply, the critical inductance will be infinite. So 
that a practical value of inductance may be used, 
some current must be drawn from the supply at all 
times the supply is in use. From the formula we 
find that this minimum value of current is 

I (mA) = E (volts) 

Теш 

In the majority of cases it will be most 
convenient to adjust the bleeder resistance so that 
the bleeder will draw the required minimum 
current. From the formula, it may be seen that the 
value of critical inductance becomes smaller as the 
load current increases. 


Swinging Chokes 

Less costly chokes are available that will 
maintain at least the critical value of inductance 
over the range of current likely to be drawn from 
practical supplies. These chokes are called swinging 
chokes. As an example, a swinging choke may have 
an inductance rating of 5/25 H and a current rating 
of 200 mA. If the supply delivers 1000 volts, the 
minimum load current should be 1000/25 = 40 
тА. When the full load current of 200 mA is 
drawn from the supply, the inductance will drop to 
5 Н. The critical inductance for 200 mA at 1000 
volts is 1000/200=5 H. Therefore the 5/25 H 
choke maintains the critical inductance at the full 
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seurrent rating of 200 mA. At all load currents 


between 40 mA and 200 mA, the choke will adjust 
its inductance to the approximate critical value, 


Output Voltage 


Provided the input-choke inductance is at least 
the critical value, the output voltage may be 
calculated quite close by the following equation: 


Eo = 09Е; — (Тв + I5) (R1 + R2) — 


where Eo is the output voltage; E, is the rms 
voltage applied to the rectifier (rms voltage between 
center-tap and one end of the secondary in the case 
of the center-tap rectifier); Гв and Д, are the 
bleeder and load currents, respectively, in amperes; 
Ry and Ro are the resistances of the first and 
second filter chokes; and E, is the voltage drop 
across the rectifier. The various voltage drops are 
shown in Fig. 5-4. At no load Л, is zero; hence the 
no-load voltage may be calculated on the basis of 
bleeder current only. The voltage regulation may 
be determined from the no-load and fullload 
voltages using the formula previously given. 


OUTPUT CAPACITOR 


Whether the supply has a choke- or capacitor- 
input filter, if it is intended for use with a Class A 
af amplifier, the reactance of the output capacitor 
should be low for the lowest audio frequency; 16 
HF or more is usually adequate. When the supply is 
used with a Class B amplifier (for modulation or 
for ssb amplification) or a cw transmitter, 
increasing the output capacitance will result in 
improved dynamic regulation of the supply. 
However, a region of diminishing returns can be 
reached, and 20 to 30 МЕ will usually suffice for 
any supply subjected to large changes at a syllabic 
(or keying) rate. 


RESONANCE 


Resonance effects in the series circuit across the 
output of the rectifier, formed by the first choke 
and first filter capacitor, must be avoided, since the 
ripple voltage would build up to large values. This 
not only is the opposite action to that for which 
the filter is intended, but may also cause excessive 
rectifier peak currents and abnormally high 
peak-reverse voltages. For full-wave rectification 
the ripple frequency will be 120 Hz for a 60-Hz 
supply, and resonance will occur when the product 
of choke inductance in henrys times capacitor 
capacitance in microfarads is equal to 1.77. At 
least twice this product of inductance and 
capacitance should be used ќо ensure against 
resonance effects. With a swinging choke, the 
minimum rated inductance of the choke should be 
used. 


RATINGS OF FILTER COMPONENTS 


In a power supply using a choke-input filter and 
properly designed choke and bleeder resistor, the 
nodoad voltage across the filter capacitors will be 
about nine-tenths of the ac rms voltage. Neverthe- 


Filtering 


less, it is advisable to use capacitors rated for the 
peak transformer voltage. This large safety factor is 
suggested because the voltage across the capacitors 
can reach this peak value if the bleeder should burn 
out and there is no load on the supply. 

In a capacitive-input filter, the capacitors 
should have a workingvoltage rating at least as 
high, and preferably somewhat higher, than the 
peak voltage from the transformer. Thus, in the 
case of a center-tap rectifier having a transformer 
delivering 550 volts each side of the center tap, the 
minimum safe capacitor voltage rating will be 
550 Х 1.41 or 775 volts. An 800-volt capacitor 
should be used, or preferably a 1000-volt unit. 


Filter Capacitors in Series 


Filter capacitors are made in several different 
types. Electrolytic capacitors, which are available 
for peak voltages up to about 800, combine high 
capacitance with small size, since the dielectric is 
an extremely thin film of oxide on aluminum foil. 
Capacitors of this type may be connected in series 
for higher voltages, although the filtering capaci- 
tance will be reduced to the resultant of the two 
capacitances in series. If this arrangement is used, it 
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is important that each of the capacitors be shunted 
with a resistor of about 100 ohms per volt of 
supply voltage applied to the individual capacitors, 
with an adequate power rating, These resistors may 
serve as all or part of the bleeder resistance. 
Capacitors with higher voltage ratings usually are 
made with a dielectric of thin paper impregnated 
with oil. The working voltage of a capacitor is the 
voltage that it will withstand continuously. 


Filter Chokes 


Filter chokes or inductances are wound on iron 
cores, with a small gap in the core to prevent 
magnetic saturation of the iron at high currents. 
When the iron becomes saturated its permeability 
decreases, and consequently the inductance also 
decreases. Despite the air gap, the inductance of a 
choke usually varies to some extent with the direct 
current flowing in the winding; hence it is 
necessary to specify the inductance at the current 
which the choke is intended to carry. Its 
inductance with little or no direct current flowing 
in the winding will usually be considerably higher 
than the value when full load current is flowing. 


NEGATIVE-LEAD FILTERING 


For many years it has been almost universal 
practice to place filter chokes in the positive leads 
of plate power supplies. This means that the 
insulation between the choke winding and its core 
(which should be grounded to chassis as a safety 
measure) must be adequate to withstand the 
output voltage of the supply. This voltage 
requirement is removed if the chokes are placed in 
the negative lead as shown in Fig. 5-14. With this 
connection, the capacitance of the transformer 
secondary to ground appears in parallel with the 
filter chokes tending to bypass the chokes. 
However, this effect will be negligible in practical 
application except in cases where the output ripple 
must be reduced to a very low figure. Such 
applications are usually limited to low-voltage 
devices such as receivers, speech amplifiers and 
VFOs where insulation is no problem and the 
chokes may be placed in the positive side in the 
conventional manner. In higher voltage applica- 
tions, there is no reason why the filter chokes 
should not be placed in the negative lead to reduce 
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Fig. 5-14 — In most applications, the filter chokes 
may be placed in the negative instead of the 
Positive side of the circuit. This reduces the danger 
of a voltage breakdown between the choke winding 
and core. 


insulation requirements. Choke terminals, negative 
capacitor terminals and the transformer center-tap 
terminal should be well protected against ассі- 
dental contact, since these will assume full supply 
voltage to chassis should a choke burn out or the 
chassis connection fail. 


THE "ECONOMY" POWER SUPPLY 


In many transmitters of the 100-watt class, an 
excellent method for obtaining plate and screen 
voltages without wasting power in resistors is by 
the use of the “economy” power-supply circuit. 
Shown in Fig. 5-15, it is a combination of the 
full-wave and bridge-rectifier circuits. The voltage 
at El is the normal voltage obtained with the 
full-wave circuit, and the voltage at E2 is that 
obtained with the bridge circuit (see Fig. 5-8). The 
total dc power obtained from the transformer is, of 
course, the same as when the transformer is used in 
its normal manner. In cw and ssb applications, 
additional power can usually be drawn without 
excessive heating, especially if the transformer has 
a rectifier filament winding that isn't being used. 


te 36 


Fig. 5-15 — The “economy” power supply circuit 
is a combination of the full-wave and bridge-recti- 
fier circuits. 
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VOLTAGE-MULTIPLYING CIRCUITS 


Although vacuum-tube rectifiers can be used in 
voltage-multiplying circuits, semiconductor rectifi- 
ers are recommended. 

A simple half-wave rectifier circuit is shown in 
Fig. 5-16. Strictly speaking this is not a 
voltage-multiplying circuit. However, if the current 
demand is low (a milliampere or less), the dc 
output voltage will be close to the peak voltage of 
the source, or 1.4Eyms. A typical application of 
the circuit would be to obtain a low bias voltage 
from a heater winding; the + side of the output can 
be grounded by reversing the polarity of the 
rectifier and capacitor. As with all half-wave 
rectifiers, the output voltage drops quickly with 
increased current demand. 

The resistor R1 in Fig. 5-16 is included to limit 
the current through the rectifier, in accordance 
with the manufacturer’s rating for the diode. If the 
resistance of the transformer winding is sufficient, 
RI can be omitted. 


НЕ Они 
Ei M 


5-16 — If the current demand is low, a simple 
half-wave rectifier will deliver a voltage increase. 
Typical values, for Ems = 117 and a load current 
of 1 mA: 

C1 — 50-ЏЕ, 250-V electrolytic. 

Eoutput — 160 volts. 

R1 — 22 ohms. 


VOLTAGE DOUBLERS 


Several types of voltage-doubling circuits are in 
common use. Where it is not necessary that one 
side of the transformer secondary be at ground 
potential, the voltage-doubling circuit of Fig. 5-17 
is used. This circuit has several advantages over the 
voltage-doubling circuit to be described later. For a 
given output voltage, compared to the full-wave 
rectifier circuit (Fig. 5-8B), this full-wave doubler 
circuit requires rectifiers having only half the PRV 
rating. Again for a given output voltage, compared 
to a full-wave bridge circuit (Fig. 5-8C) only half as 
many rectifiers (of the same PRV rating) are 
required. 


AC. 


Resistors R1 in Fig. 5-17 are used to limit the 
surge currents through the rectifiers. Their values 
are based on {һе transformer voltage and the 
rectifier surge-current rating, since at the instant 
the power supply is turned on the filter capacitors 
look like a short-circuited load. Provided the 
limiting resistors can withstand the surge current, 
their current-handling capacity is based on the 
maximum load current from the supply. 

Output voltages approaching twice the peak 
voltage of the transformer can be obtained with 
the voltage-doubling circuit of Fig. 5-17. Fig. 5-18 
shows how the voltage depends upon the ratio of 
the series resistance to the load resistance, and the 
product of the load resistance times the filter 
capacitance. 

When one side of the transformer secondary 
must be at ground potential, as when the ac is 
derived from a heater winding, the voltage-multi- 
plying circuits of Fig, 5-19 can be used. In the 
voltage-doubling circuit at A, C1 charges through 
the left-hand rectifier during one half of the ac 
сује; the other rectifier is nonconductive during 
this time. During the other half of the cycle the 
righthand rectifier conducts and C2 becomes 
charged; they see as the source the transformer 
plus the voltage in C1. By reversing the polarities 
of the capacitors and rectifiers, the + side of the 
output can be grounded. 


VOLTAGE TRIPLING AND 
QUADRUPLING 


A voltage-tripling circuit is shown in Fig. 5-19B. 
On one half of the ac cycle C1 is charged to the 
source voltage through the left-hand rectifier. On 
the opposite half of the cycle the middle rectifier 
conducts and C2 is charged to twice the source 
voltage, because it sees the transformer plus the 
charge in C1 as its source. (The left-hand rectifier is 
cut off on this half cycle.) At the same time the 
right-hand rectifier conducts and, with the 
transformer and the charge in C2 as the source, C3 
is charged to three times the transformer voltage. 
The + side of the output can be grounded if the 
polarities of all of the capacitors and rectifiers are 
reversed. 

The voltage-quadrupling circuit of Fig. 5-19C 
works in substantially similar fashion. 

In any of the circuits of Fig. 5-19, the output 
voltage will approach an exact multiple (2, 3 or 4, 
depending upon the circuit) of the peak ac voltage 
when the output current drain is low and the 
capacitance values are high. 


tage-doubling circuit. 
Values of limiting resistors, 
R1, depend upon allowable 
surge currents of rectifiers. 
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Fig. 5-18 — Dc output voltages from a full-wave voltage-doubling circuit as a function of the filter 
capacitances and load resistance. For the ratio R,/R and for the RC product, resistances are in ohms and 
capacitance is іп microfarads. Equal resistance values for Rs and equal capacitance values for C are 
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Fig. 5-19 — Voltage-multiplying circuits with one 
side of transformer secondary grounded. (A) 
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of capacitors are related to Epeak (1.4 Eac): 
C1 — Greater than Epeak 
(в) C2 — Greater than Ерак. 

C3 — Greater than 3Epeak 

C4 — Greater than 4E peak 


VOLTAGE DROPPING 


Series Voltage-Dropping Resistor Ea 


Certain plates and screens of the various tubes R= 
in a transmitter or receiver often require a variety 
of operating voltages differing from the output where Ед is the voltage drop required from the 
voltage of an available power supply. In most cases, supply voltage to the desired voltage and Г is the 
it is not economically feasible to provide а separate — total rated current of the load. 
power supply for each of the required voltages. If 


€ : The plate of the tube in one stage and the 
the current drawn by an electrode (or combination Тамо The tein af tate: tage and th 


screens of the tubes in two other stages require an operating 


of electrodes operating at the same voltage) is voltage of 250. The nearest available supply voltage is 400 
reasonably constant under normal operating and the toa of the sated plate and sereen currents is 75 
conditions, the required voltage may be obtained = — те 

from a supply of higher voltage by means of a R= 400-350 = 150. = 2000 ohms 
voltage-dropping resistor in series, as shown in Fig. ты jon назв o dn Jii a eh баш 
5-20A. The value of the series, resistor, R1, may be (watts) = 72 = (0.075)? X (2000) = 11.2 watts, А 20-watt 


obtained from Ohm's Law, resistor is the nearest safe rating to be used. 
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Voltage Dividers 


The regulation of the voltage obtained in this 
manner obviously is poor, since any change in 
current through the resistor will cause a directly 
proportional change in the voltage drop across the 
resistor. The regulation can be improved somewhat 
by connecting a second resistor from the 
lowvoltage end of the first to the negative 
power-supply terminal, as shown in Fig. 5-20B. 
Such an arrangement constitutes a voltage divider. 
The second resistor, R2, acts as a constant load for 
the first, R1, so that any variation in current from 
the tap becomes a smaller percentage of the total 
current through ВІ. The heavier the current drawn 
by the resistors when they alone are connected 
across the supply, the better will be the voltage 
regulation at the tap. 

Such a voltage divider may have more than a 
single tap for the purpose of obtaining more than 
one value of voltage. A typical arrangement is 


Fig. 5—20 — A — Series voltage-dropping resistor. 
B — Simple voltage divider. 
jai gi. ECL 
I2 I1* I2 
12 must be assumed. 
C — Multiple divider circuit. 
кз = 52. ро- 2 1-Е2 pa EEL 
12 +13 И +12 +13 


13 must be assumed. 


shown in Fig, 5-20C. The terminal voltage is E, and 
two taps are provided to give lower voltages, Е1 
and E2, at currents I1 and 12 respectively. The 
smaller the resistance between taps in proportion 
to the total resistance, the lower is the voltage 
between the taps. The voltage divider in the figure 
is made up of separate resistances, R1, R2 and R3. 
R3 carries only the bleeder current, 13; R2 carries 
12 in addition to I3; R1 carries I1, I2 and I3. To 
calculate the resistances required, а bleeder 
current, 13, must be assumed; generally it is low 
compared with the total load current (10 percent 
or so). Then the required values can be calculated 
as shown in the caption of Fig. 5-20, I being in 
decimal parts of an ampere. 

The method may be extended to any desired 
number of taps, each resistance section being 
calculated by Ohm's Law using the needed voltage 
drop across it and the total current through it. The 
power dissipated by each section may be calculated 
by multiplying Zand Æ or I? and К. 


VOLTAGE STABILIZATION 


Gaseous Regulator Tubes 


There is frequent need for maintaining the 
voltage applied to a low-voltage low-current circuit 
at a practically constant value, regardless of the 
voltage regulation of the power supply or 
variations in load current. In such applications, 
gaseous regulator tubes (0B2/VR105, 0A2/VR150, 
etc.) can be used to good advantage. The voltage 
drop across such tubes is constant over a 
moderately wide current range. Tubes are available 
for regulated voltages near 150, 105, 90 and 75 
volts. 

The fundamental circuit for a gaseous regulator 
is shown in Fig, 5-21. The tube is connected in 
series with a limiting resistor, R1, across a source 
of voltage that must be higher than the starting 
voltage. The starting voltage is about 30 to 40 
percent higher than the operating voltage. The load 
is connected in parallel with the tube. For stable 


operation, a minimum tube current of 5 to 10 mA 
is required. The maximum permissible current with 
most types is 40 mA; consequently, the load 
current cannot exceed 30 to 35 mA if the voltage 
is to be stabilized over a range from zero to 
maximum load. A single VR tube may also be used 
to regulate the voltage to a load current of almost 
any value as long as the variation in the current 
does not exceed 30 to 35 mA. If, for example, the 
average load curtent is 100 mA, a VR tube may be 
used to hold the voltage constant provided the 
current does not fall below 85 mA or rise above 
115 mA. 

The value of the limiting resistor must lie 
between that which just permits minimum tube 
current to flow and that which just passes the 
maximum permissible tube current when there is 
no load current. The latter value is generally used. 
It is given by the equation: 


Voltage Regulation 


R=(Es~ Ey) 
Т 


where R is the limiting resistance in ohms, E, is the 
voltage of the source across which the tube and 
resistor are connected, E, is the rated voltage drop 
across the regulator tube, and J is the maximum 
tube current in amperes (usually 40 mA, or .04 A). 

Two tubes may be used in series to give a higher 
regulated voltage than is obtainable with one, and 
also to give two values of regulated voltage. 
Regulation of the order of 1 percent can be 
obtained with these regulator tubes when they are 
operated within their proper current range. The 
capacitance in shunt with a VR tube should be 
limited to 0.1 MF or less, Larger values may cause 
the tube drop to oscillate between the operating 
and starting voltages. 


ZENER DIODE REGULATION 


A Zener diode (named after Dr. Carl Zener) can 
be used to stabilize a voltage source in much the 
same way as when the gaseous regulator tube is 
used, The typical circuit is shown in Fig. 5-22А. 
Note that the cathode side of the diode is 
connected to the positive side of the supply. The 
electrical characteristics of a Zener diode under 
conditions of forward and reverse voltage are given 
in Chapter 4. 

Zener diodes are available in a wide variety of 
voltages and power ratings. The voltages range 
from less than 2 to a few hundred, while the power 
ratings (power the diode can dissipate) run from 
less than 0.25 watt to 50 watts. The ability of the 
Zener diode to stabilize a voltage is dependent 
upon the conducting impedance of the diode, 
which can be as low as one ohm or less in a 
low-voltage high-power diode to as high as a 
thousand ohms in a low-power high-voltage diode. 


Diode Power Dissipation 


Unlike gaseous regulator tubes, Zener diodes of 
a particular voltage rating have varied maximum 
current capabilities, depending upon the power 
ratings of each of the diodes. The power dissipated 
in a diode is the product of the voltage across it 
and the current through it. Conversely, the 
maximum current a particular diode may safely 
conduct equals its power rating divided by its 
voltage rating. Thus, a 10-V 50-W Zener diode, if 
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Fig. 5-21 — Voltage stabilization circuit using a VR 
tube, A negative-supply output may be regulated 
by reversing the polarity of the power-supply 
connections and the VR-tube connections from 
those shown here. 
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Fig. 5-22 — Zener-diode voltage regulation. The 
voltage from a negative supply may be regulated by 
reversing the power-supply connections and the 
diode polarities. 


operated at its maximum dissipation rating, would 
conduct 5 amperes of current, A 10-V 1-W diode, 
on the other hand, could safely conduct no more 
than 0.1 A, or 100 mA. The conducting impedance 
of a diode is its voltage rating divided by the 
current flowing through it, and in the above 
examples would be 2 ohms for the 50-W diode, and 
100 ohms for the 1-W diode. Disregarding small 
voltage changes which may occur, the conducting 
impedance of a given diode is a function of the 
current flowing through it, varying in inverse 
proportion, 

The powerhandling capability of most Zener 
diodes is rated at 25 degrees C, or approximately 
room temperature. If the diode is operated in a 
higher ambient temperature, its power capability 
must be derated. A typical 1-watt diode can safely 
dissipate only 1/2 watt at 100 degrees C. 


Limiting Resistance 


The value of Ry in Fig. 5-22 is determined by 
the load requirements. If А, is too large the diode 
will be unable to regulate at large values of /z,, the 
current through Rr, If Ry is too small, the diode 
dissipation rating may be exceeded at low values of 
Ix. The optimum value for Rs can be calculated 
by: 


Re = Еро (min) — E; 
s PIN (тах) 


When Rg is known, the maximum dissipation 
of the diode, Pp, may be determined by: 


Рр= тын -Tp вш] Ez, 


In the first equation, conditions are set up for 
the Zener diode to draw 1/10 the maximum load 
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current. This assures diode regulation under 
maximum load. 


Example: А 12-volt source is to supply a circuit requir- 
ing 9 volts. The load current varies between 200 and 350 
mA. 

Ет, = 9.1 V (nearest available value), 
12-91, 29 
Rs" (TX 


=7,5 ohms. 


љад -02] 91» 185x912 17W 


The nearest available dissipation rating above 
1.7 W is 5; therefore, а 9.1-У 5-W Zener diode 
should be used. Such a rating, it may be noted, will 
cause the diode to be in the safe dissipation range 
even though the load is completely disconnected 
ГЛ, (min) = 0). 


Obtaining Other Voltages 


Fig. 5-22B shows how two Zener diodes may be 
used in series to obtain regulated voltages not 
normally obtainable from a single Zener diode, and 
also to give two values of regulated voltage. The 
diodes need not have equal breakdown voltages, 
because the arrangement is self equalizing. 
However; the current-handling capability of each 
diode should be taken into account, The limiting 
resistor may be calculated as above, taking the sum 
of the diode voltages as Ez, and the sum of the 
load currents as Jy. 


ELECTRONIC VOLTAGE REGULATION 


Several circuits have been developed for 
regulating the voltage output of a power supply 
electronically. While more complicated than the 
VR-tube and Zener-diode circuits, they will handle 
higher voltage and current variations, and the 
output voltage may be varied continuously over a 
wide range. 


IV AC 


Fig. 5-23 — Schematic diagram of the power 

supply. Capacitances are in ШЕ; capacitors marked 

with a polarity are electrolytic. Resistances are in 

ohms; R1 and R2 are composition. 

C1 — 2000-uF 50 volts dc electrolytic (Mallory 
CG23U50C1). 

C2 — .01-иЕ disk ceramic. 

CR1-CR4, inc — 50 PRV 3-A silicon diode 
(Motorola 1N4719). 


POWER SUPPLIES 


Voltage regulators fall into two basic types. In 
the type most commonly used by amateurs, the dc 
supply delivers a voltage higher than that which is 
available at the output of the regulator, and the 
regulated voltage is obtained by dropping the 
voltage down to a lower value through a dropping 
"resistor." Regulation is accomplished by varying 
either the current through a fixed dropping resis- 
tance as changes in input voltage or load currents 
occur (as in the VR-tube and Zener-diode regulator 
circuits), or by varying the equivalent resistive 
value of the dropping element with such changes. 
This latter technique is used in electronic regula- 
tors where the voltage-dropping element is a 
vacuum tube or a transistor, rather than an actual 
resistor. By varying the dc voltage at the grid or 
current at the base of these elements, the con- 
ductivity of the device may be varied as necessary 
to hold the output voltage constant. In solid-state 
regulators the series-dropping element is called a 
pass transistor. Power transistors are available 
which will handle several amperes of current at 
several hundred volts, but solid-state regulators of 
this type are usually operated at potentials below 
100 volts. 

The second type of regulator is a switching 
type, where the voltage from the de source is 
rapidly switched on and off (electronically). The 
average dc voltage available from the regulator is 
proportional to the duty cycle of the switching 
wave form, or the ratio of the ON time to the total 
period of the switching cycle. Switching frequen- 
cies of several kilohertz are normally used to avoid 
the need for extensive filtering to smooth the 
switching frequency from the de output. 

The above information pertains essentially to 
voltage regulators. ‘A circuit can also be con- 
structed to provide current regulation. Such regula- 
tion is usually obtained in the form of current 
limitation — to a maximum value which is either 
preset or adjustable, depending on the circuit. 
Relatively simple circuits, such as described later, 


051 — Neon lamp assembly with resistor (Leecraft 
322111). 

01 – 2N1970. 

51 — Spst toggle switch, 

S2 — Phenolic rotary, 1 section, 2-роје (1 used), 
6-position, shorting (Mallory 3126J). 

T1 — Filament transformer, 25.2 V, 2 A (Knight 
54 D 4140 or similar). 

VR1 — Voltage regulator diode. 


Electronic Voltage Regulation 


can be used to provide current limiting only. 
Current limiting circuitry may also be used in 
conjunction with voltage regulators. 


Solid-State Regulators 


One of the simplest forms of solid-state regula- 
tion is shown at Fig. 5-23. A bridge rectifier 
supplies 25 volts dc to a series regulator transistor, 
Ql, whose base bias is established by means of a 
Zener diode, VR1, providing a voltage reference of 
a fixed level, Cl is the input capacitor for the 
filter. R1 is chosen to establish a safe Zener-diode 
current, which is dependent upon the wattage 
rating of the diode. A 1-watt Zener diode is 
adequate for the circuit of Fig. 5-23. R2 is a 
bleeder resistor and C2 is an rf bypass. If several 
output voltages are desired, say from 6 to 18 volts, 
Zener diodes from 6 to 18 volts can be wired to 52 
as shown. When a 2N1970 is used at Q1, the value 
of R1 will be 680 ohms. This value offers a 
compromise for the 5 reference diodes used 
(6,9,12,15, and 18 volts). 

The output of the supply is equal to the Zener 
voltage minus the emitter-to-base bias voltage of 
01. Both the Zener voltage and bias voltage will be 
approximately zero with only R2 as a load, but 
will rise to roughly 0.3 volt with a 1-A load 
connected to the output. An increase in load 
current lowers the unregulated de input voltage 
which appears across VR1 and R1. Zener current is 
reduced, decreasing the voltage at which the diode 
regulates. How much the voltage drops depends 
upon the characteristics of the particular Zener 
employed. 

This power supply has very low output ripple. 
The main limitation of the circuit is the possibility 
of destroying Ql, the series-regulator transistor, 
when a dead short or heavy overload is connected 
across the output of the supply. To protect Q1 
during normal operation, it should be mounted on 
a fairly large heat sink which is thermally coupled 
to the main chassis of the supply. The transistor 
should be insulated from the sink by means of a 
mica spacer and a thin layer of silicone grease. The 
sink can then be bolted directly to the chassis. 


IC Regulators 


The solid-state regulator described above pro- 
vides only fixed voltages. Regulator circuits with 
the output voltage continuously variable over a 
wide range and with a very high degree of 
regulation can be built, but the number of circuit 
components is comparatively large when discrete 
components are used. Integrated-circuit devices can 
be used in a solid-state regulator circuit to replace 
many or all of the discrete components, depending 
on the output requirements. The voltage reference, 
control, shut-down (for current limiting) and pass- 
transistor driver elements are contained on a single 
silicon chip. The construction of a regulated power 
supply is simplified to a few interconnections if an 
IC regulator is used. 

Fig. 5-24 is the diagram of a regulator using an 
IC and a single pass transistor. With a de potential 
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Fig. 5-24 — Schematic diagram of 15-V БА 

regulator (W1KLK, QST for November, 1971). 

01 — Motorola power transistor; 30-cubic-inch 
heat sink required (Delco 7281366 radiator or 
equiv.). 

R1 — 0.1-ohm resistor, made from 8 feet of No. 22 
enam. copper wire. 

R2, R4 — For text reference. 

R3 — Linear taper. 

U1 — Signetics IC. 


of 24 to 30 volts applied at Ery the circuit as 
shown will provide an adjustable output voltage 
between 5 and 15. The circuit will handle up to 5 
amperes of current, provided, of course, that the 
dc source will deliver this amount. If the load 
requires no more than 150 mA of current the pass 
transistor may be eliminated from the circuit 
altogether; in this case pins 2 and 10 of the IC 
should be interconnected. 

The NE550 regulator will safely accept input 
voltages as high as 50, and output voltages may be 
adjusted by appropriate resistance values for R2, 
R3, and R4 from 2 to 40 volts. The value of R1 
determines the shut-down current (maximum cur- 


Voltage Divider Current Limit 


Вв 


36 6135 2967 
5 4417 3654 
9 11,043 2442 
12 14724 2314 
13.6 16,687 2272 
15 18,405 2243 
20 24,540 2177 


2122 


Table 5-1 — Resistance values for various voltage 
and current outputs from the regulator of Fig. 
5-24. These values were determined by mathe- 
matical calculation and are not necessarily available 
from stock supplies. The figures given do indicate 
the practical values which may be used along with 
an appropriate-value control for R2 in the circuit 
of Fig. 5-24. 

RA — R2 plus top portion of R3. 

RB — R4 plus bottom portion of ВЗ. 
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rent which the circuit will deliver into a short 
circuit) and is usually selected to protect either the 
pass transistor or the power supply transformer, 
whichever has the lower current rating. Table 5-1 
gives resistance values for various levels of voltage 
and current from the regulator. 

The use of a high-gain pass device improves the 
output regulation, and a Darlington-connected pair 
is frequently employed. Of course it is easy to 
purchase a ready-made Darlington transistor, but 
ihe enterprising amateur can make his own, as 
shown in Fig, 5-25A. However, some of the IC 
regulators which are available on the market have 
so much internal gain that it is difficult to avoid 
oscillation with a high-gain pass transistor. 


High-Current-Output Regulators 


When a single pass transistor is not available to 
handle the current which may be required from a 
regulator, the current-handling capability may be 
increased by connecting two or more pass tran- 
sistors in parallel. The circuits at B and С of Fig. 
5-25 show the method of connection. The resis- 
tances in the emitter leads of each transistor are 
necessary to equalize the currents. 
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(c) 


B 


Fig. 5-25 — At A, a Darlington-connected pair for 
use as the pass element in a series-regulating circuit. 
At B and C, the method of connecting two or more 
transistors in parallel for high current output. 
Resistances are in ohms. The circuit at A may be 
used for load currents from 100 mA to 5 A, at B 
for currents from 6 to 10 A, and at C for currents 
from 9 to 15 A. 

01 — Motorola М.Е 340 or equivalent. 

02-07, incl. — Power transistor such as 2N3055 ог 

2N3772. 
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Fixed-Voltage IC Regulators 


IC regulators with all circuitry contained on a 
single silicon chip are becoming available for 
different values of fixed-voltage outputs. The 
LM309 five-volt regulator, manufactured by 
Nationial Semiconductor and others, is one type of 
such ICs. These regulators are three-terminal de- 
vices, for making connections to the positive 
unregulated input, positive regulated output, and 
ground. They are designed for local regulation on 
digita logic circuit-board cards to eliminate the 
distribution problems associated with single-point 
regulation, For this reason they are frequently 
called on-card regulators, 

The LM309 is available in two common tran- 
sistor packages. The LM309H in а TO-5 package 
can deliver output currents in excess of 200 mA if 
adequate heat sinking is provided, and the 
LM309K in the TO-3 power package can provide 
an output current greater than 1 A. The regulator 
is essentially blow-out proof, with current limiting 
included in the circuit. In addition, thermal shut- 
down is provided to keep the IC from overheating. 
If internal dissipation becomes too great, the 
regulator will shut down to prevent excessive 
heating. 

It is not necessary to bypass the output of the 
LM309, although bypassing does improve immun- 
ity from transient responses. Input bypassing is 
needed, however, if the regulator is located very far 
from the filter capacitor of the power supply. 
Typical values of input bypass capacitance are 0.15 
and 0.22 ЏЕ. Although designed primarily as a 
fixed-voltage regulator, the LM309 can be used to 
obtain a regulated output at voltages higher than 
five. This is done by returning the "ground" 
connection of the IC to a tap point on a voltage 
divider which is connected between the regulated 
output and a true circuit ground. An adjustable 
output regulator for voltages above five can be had 
if the "ground" pin is connected to the junction of 
a 300-ohm fixed resistor and one end of a 
1000-ohm linear control. The opposite end of the 
300-ohm resistor should be connected to the 
output pin, and the wiper contact and third lug of 
the control to a true circuit ground. 


Switching Regulator 


Switching regulators are used when it is neces- 
sary or desired to minimize power losses which 
would otherwise occur in the series pass transistor 
(or transistors) with large variations in input or 
output voltages. The basic operation of the switch- 
ing regulator, known as the flyback type, may be 
understood by referring to Fig. 5-26A. Assume 
that the switch is closed and the circuit has been in 
operation long enough to stabilize. The voltage 
across the load, RL, is zero, and the current 
through L is limited only by Rr, the internal 
resistance of the inductor. At the instant the 
switch is opened, the voltage across the load goes 
to a value higher than the source voltage, E, 
because of the series-aiding or “flyback” effect of 
the inductor. When the magnetic lines of flux 
about the inductor collapse completely, the voltage 
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across Rp will be equal to that of the source 
(minus the small voltage drop across Ry). Each 
time the switch is closed and then opened, the 
process is repeater. By opening and closing the 
switch rapidly, voltage pulses may be applied 
across Вт, which are higher than the dc input 
voltage. A capacitor may be connected across Вт, 
to produce a dc output voltage. To keep the 
capacitor from discharging when the switch is 
closed, a diode can be connected in series with the 
load and its parallel-connected capacitor. 

In a practical switching-regulator circuit the 
switching is performed by a transistor, as shown at 
B of Fig. 5-26. The transistor may be driven by any 
number of circuits. In the practical circuit shown 
later (Fig. 5-27) four sections make up the driving 
circuit, as shown in block diagram form in Fig. 
5-26B. The oscillator triggers the monostable mul- 
tivibrator and determines the frequency of opera- 
tion. The sensor measures the output voltage and 
controls the pulse width of the multivibrator 
accordingly. The monostable multivibrator com- 
bines the signals from the oscillator and sensor to 
produce the correct pulse width. The driver re- 
ceives the multivibrator output and drives the 
power transistor, Q1. 

The voltage step-up capability of the inductor 
has been mentioned briefly. However, in choosing 
the value of the inductor, energy is an important 
consideration. During the time the transistor is 
turned on, the inductor stores energy. This energy 
is added to the supply and delivered to the load 
when the transistor turns off. The total energy 
must be enough to supply the load and maintain 
output voltage. As the load is increased, the 
transistor must remain on longer in order to store 
more energy in the inductor. The required value of 
inductance depends on frequency of operation, 
duty cycle, and load. A linear change in current 
through the inductor is a desirable condition and 
indicates operation is over a small segment of the 
inductor's charging and discharging curve. A 
powdered-iron-core inductor is normally used to 
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Fig. 5-26 — At A, the fundamental circuit of a 
flyback switching regulator, and at B, the elements 
of a practical circuit. 


prevent a large inductance change with increased 
current. 

Efficiency of the circuit depends mainly upon 
the switching and saturation losses of the power 
transistor. The peak current through the transistor 
is considerably greater than the input current. The 
flyback diode must have a fast reverse recovery 
time and low forward drop. There will be a large 
current spike through the transistor if the diode is 
slow. 

The complete circuit of a switching regulator is 
given in Fig. 5-27. This regulator will handle 100 
watts of power efficiently, at output voltages as 
much as 6 volts above the input voltage. The 
switching rate of the regulator is 9 kHz, and it 
operates with an input of 22 to 28 volts. Regula- 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARADS ( у}; 
OTHERS ARE IN PICOFARADS (pF OR SBF): 22V-28VDC 
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к. 1000, M=1000 000. 


Fig. 5-27 — A 100-W 28-V switching 
regulator (circuit design courtesy of 
Delco Electronics, Kokomo, Ind.). 
АП resistors are 1/2 W. 

САТ — Motorola rectifier mounted 
on Delco heat sink 7281352. 

L1 — 124 turns No. 18 wire wound 
on Arnold BO79024-3 powdered- 
iron core. 

Qi — Darlington power transistor 
(Delco DTS 1020 or equiv.). 
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Fig. 5-28 — Two-terminal current limiter. See text 
for discussion of component values and types. 


tion and ripple are less than 1 percent at full 
output. The switching device, Q1, is a commer- 
cially available Darlington transistor. 

‘The efficiency of the circuit drops off at low 
power levels. This is because the losses of the 
circuit are not proportional to the output power. 
Maximum efficiency occurs at about 80 watts 
because the duty cycle of the transistor is an 
optimum for the chosen value of the inductor. 
Whenever the input voltage increases above 28 
volts, the output voltage tracks the input. The 
difference between the two voltages is the drop in 
the flyback diode. 

Output voltage variations resulting from 
changes in ambient temperature are caused by two 
major factors; positive temperature coefficient of 
the Zener diode, and the negative temperature 
coefficient of the emitter-base junctions of the 
transistors. One way to compensate partially for 
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temperature is to connect diodes that have negative 
temperature coefficients in series with the Zener 
diode. 


Two-Terminal Current Limiter 


The simple circuit of Fig. 5-28 performs the 
current limiting function of fuses or circuit break- 
ers, The circuit uses only two transistors and 
two resistors. The necessary supply voltage for 
operation is obtained from the power source being 
protected, with the load functioning as the return 
to the power source. Q1 is a series element which 
allows current, up to a desired maximum, to flow 
to the load. R1 provides a suitable bias for Q1 to 
permit such current to flow. R2 is а sensing resistor 
interposed between the series transistor and the 
load, and provides bias for Q2. Normally this bias 
is low enough to prevent Q2 from conducting. Q2 
controls the bias applied to 01. When excess 
current flows through R2 as a result of a circuit 
malfunction or a short across the load, the voltage 
drop across R2 rises, biasing Q2 into conduction. 
When Q2 turns on, it reduces the bias on Q1 and 
limits the amount of current flow. The maximum 
amount of current flow can be varied by changing 
the value of R2. If an adjustable limiting level is 
desired, R2 may be a variable resistor. The limiting 
level is an inverse function of the resistance value. 


0-25 VOLT ADJUSTABLE POWER SUPPLY 


For most amateur work the voltages needed 
from transistorized power supplies fall into two 
general ranges; 5 volts for digital circuits and 12 
volts. On occasion there is the need for other 
values and this power supply is capable of pro- 
viding voltages from 1.3 to 25.4. The heart of the 
supply is the National LM317K adjustable voltage 
regulator. In the following configuration the 
supply is capable of 3 amperes output current 
throughout its voltage range. 

Circuit Description 

The LM317K, available in three case styles, is a 
completely self-contained adjustable regulator. The 
basic, adjustable, regulated supply requires no 
more than a dc source, the regulator and two 
resistors (Fig. 1). In the basic configuration the 
regulator is capable of supplying up to 1.5 A 
output current. To provide higher-output currents, 
an external pass transistor has been added (Fig. 2). 
Cl and C2 (Fig. 2) are the usual capacitors to 
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Fig. 1 — Schematic diagram of the basic regulator. 


improve transient response and reduce the noise on 
the output voltage. Cl may be eliminated if the 
regulator is located physically close to the filter 
capacitor. The 5600-ohm resistor was added in 
parallel with the potentiometer to limit the output 
voltage to approximately 25. The ripple on the 
output voltage is decreased by the addition of C3 
to the adjustment lead. If the regulator is going to 
be used over 25 volts, a diode (CRS) should be 
connected for protection if the input or output is 
shorted. 

Depending upon the builders preferences, 
meters may be added to the power supply. A shunt 
resistor was added to the meter reading the output 
current. The method for determining the value of 
the shunt resistor is discussed in the Test Equip- 
ment and Measurements section of this book. 


Construction 


The transformer secondary voltage should be in 
the range of 20 to 24 V ac when drawing slightly 
more than the desired load current. In addition to 
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Fig. 2 — Schematic diagram of the complete power 
supply. All resistors are 1/2 watt composition. C1 
through C3 are solid tantalum capacitors. T1 and 
СВТ through СВА are discussed in the text. R1 is a 
panel-mounted linear-taper potentiometer. 51 and 


the load current, the transformer must supply а 
small amount of power to the regulator. The 
rectifier can be four individual diodes or an 
encapsulated bridge module. If individual diodes 
are used their rating should be at least 50 PRV and 
1.5 amperes (3 A or more if pass transistors are 
used). An encapsulated bridge must have the same 
minimum ratings. A Radio Shack 276-1146 
encapsulated bridge will be more than adequate. 

The 2N3055 and the regulator will both require 
a heat sink which can be homemade. A suitable 
commercially made heat sink would be the Radio 
Shack 276-1360. Due to the different transformer 
and heat sink sizes the cabinet can be any type that 
the builder desires. 

The template (Fig. 3) is the etching pattern for 
а pe board that will hold all the components 
external to the regulator. This pc board could be 
etched and then mounted above the regulator. If it 
is not desired to use a pe board, all the components 


can be mounted on terminal strips. —— 
One point that should be noted is the proper 


wire size for the interconnecting wiring. The load 
regulation is a function of the resistance of the 
wiring. A value as small as 0.05 ohm can decrease 
the regulation by as much as a factor of eleven. 


Adjustment and Operation 
The value of the S600-ohm resistor may be 
changed to suit the builder. Lowering its value will 
decrease the maximum output voltage available. 
No other adjustment is necessary for operation of 
this power supply. 


ANOTHER POWER SUPPLY 


This regulated power supply is suitable for use 
as a "battery eliminator" for transceivers of the 
10-watt output variety, or for general purpose 
workbench duty. This supply is designed to pro- 
vide up to 2 amperes continuously at 12 volts, 


52 are spst toggle switches. The meters are Calectro 
DI-916 and DI-923. If the pass transistors are not 
be used, the 22-ohm resistor between C1 and the 
regulator input to be omitted, 


although the output voltage may be adjusted with 
an externally mounted control within the range of 
9 to 13 volts, 


Circuit Description 

The use of two transformers, rather than one, 
allows a certain degree of flexibility of operation, 
in that the supply may be used on either 117 or 
235 volts ac with only minor differences in wiring. 
The dc voltage at point A is approximately 30. QT 
is used as a series pass transistor. Its function is to 
drop the voltage at point A of Fig. 1 to the desired 
12-volt-output value, and maintain that voltage 
over wide variations in the output load current. U2 
is an integrated-cireuit voltage regulator which, 
with the aid of a few external components, is 


2N3055 
Collector 


Fig. 3 — Template for pc board. View from the foil 
side. 
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an error amplifier, and an output regulator. An 
internal Zener diode is used as the fixed reference. 


This reference voltage is applied to one input of a 
differential amplifier (a differential amplifier re- 


sponds to the difference between two applied 


voltage levels), while the other input is connected 
to the junction of R3 and R4 (pin 8 of U2). R3 (in 


a fixed voltage reference, a variable 


current, Since an output current of 2 A is desired, 
however, U2 is used here to properly bias Q1, 
which has a much higher current rating. The inner 
circuitry of U2 can be divided into four basic 
voltage reference derived from the fixed reference, 


capable of handling up to 600 mA of output 
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Power Supply Construction 


Inside view of the regulated power supply. The use 
of the 4inch square pc board (visible at upper 
right) simplifies the interconnection of most of the 
parts. The full-wave bridge rectifier assembly (U1) 
and the heat sink for Q1 are bolted to the chassis 
floor. A single transformer has been used here in 
place of Ti and T2 as described in QST for 
January, 1975. 


series with R2) and R4 form an externally adjust- 
able voltage divider, from the differential amplifier 
output (pin 9 of U2) to ground. Thus, the output 
of the differential amplifier will swing to the level 
that results in the voltage at pin 8 of U2 being 
identical to the fixed reference voltage. A second 
differential amplifier serves as the error amplifier. 
One input (pin 6 of U2) is tied directly to pin 9, 
while the other input (pin 5 of U2) is connected to 
the power supply output bus. The error-amplifier 
output controls the internal output-regulator bias 
of the IC, which in turn controls the bias applied 
to 01. When connected in this manner, the error 
amplifier responds to any difference between the 
power supply ouput level and the (previously 
adjusted) voltage reference level. The output regu- 
lator acts on Q1 to correct the discrepancy. СЗ and 
C4 are used in the interest of maintaining amplifier 
stability. RS, R6, R7, and Q2 are included in the 
circuit to protect the power supply and regulator 
in the event of an inadvertent short circuit between 
the output terminals or if the current demanded by 
the load is too heavy for safe operation. The 
operation of the current-limiting feature is as 
follows: When the current flowing through the 
parallel combination of R5, R6, and R7 (equiva- 
lent parallel resistance of about 0.18 ohm) is large 
enough to produce a 0.6-volt drop across the 
resistors, Q2 is biased into conduction. The action 
of Q2 on the IC internal output regulator results in 
the reduction of the current through 01. The 
short-circuit output current in this case will be 
limited to 3.3 amperes (0.6/0.18 = 3.3), which is 
within the safe regulator/pass-transistor limits. The 
value of the current-sensing resistance required for 
short-circuit currents of other than 3.3 amperes is 
calculated as follows by Ohm's Law: Rsc = 
0.6/15с where Rsc is the current-sensing resistance 
and Isc is the maximum allowable short-circuit 
current. If a long run of cable is used between the 
power supply and the load, the voltage drop in the 
cable may be large enough to be of concern, If this 
is the case, a separate remote voltage-sensing wire 
may be run from the load to pin 5 of U2, rather 
than connecting pin 5 to the output at the power 
supply. The regulator will compensate for the 
voltage drop in the cable. This wire may be of a 
small gauge, as little current will be drawn through 
it. 
Construction Details 


Most of the components were mounted on an 
etched circuit board (see Fig. 2), although point-to- 
point wiring on a perf board would have sufficed. 
As the transistors inside the IC are capable of 
operation at vhf, it is good practice to use short 
leads for interconnecting the regulator components 
to prevent unwanted oscillations from occurring. 


The manufacturer recommends a low-inductance 
connection between the case of the HEP C4069R. 
and ground. No evidence of instability was noted 
with this circuit. 

АП parts are housed in an 8 х 6 x 3-1/2-inch 
Minibox (Bud CU-2109-A). Two standoff insu- 
lators support the pc board, while the power 
transformers, T1 and T2, are bolted directly to the 
Minibox. As Q1 dissipates several watts when 
maximum load current is being drawn, a heat sink 
is required. The Motorola HEP500, consisting of an 
MS-10 predrilled heat sink and an MK-15 power- 
transistor mounting kit, is ideal for this appli- 
cation. In accordance with the instructions sup- 
plied with the НЕР5ОО, the MK-15 should be 
coated on both sides with a thin layer of silicone 
thermal compound (Radio Shack 276-1372), with 
the bottom of Q1 and the center area of the heat 
sink treated similarly. After the Q1 emitter and 
base pins are inserted through the proper holes in 
the washer, the transistor is mounted in the socket. 
The mica washer insulates the case of Q1 (which is 
connected internally to the collector) electrically 
from the heat sink and chassis, while the silicone 
compound increases the thermal conductivity be- 
tween Q1 and the heat sink. Care should be taken 
to prevent contact between the case of Q1 and any 
grounded object, as the full supply voltage appears 
on the transistor case. The current-limiting feature 
will not protect the device from destruction in 
event of an accidental short from ОТ to ground, 
since the current sensing resistors (R5, R6, and R7) 
are connected between Q1 and the power supply 
output terminals. The heat-sink assembly is bolted 
to the rear panel of the Minibox with No. 6 
hardware. The MS-10 is 3 inches high and 4-1/2 
inches wide, so it must be located off center in 
order to accomodate the fuse holder and the line 
cord on the rear panel. А 1-inch-diameter hole was 
punched in the rear panel prior to the heat sink 
installation to allow access to the transistor socket 
pins. Short lengths of hookup wire are used 
between the pc board and the transistor socket. U1 
is coated with silicone compound and then bolted 
to one of the inside walls of the Minibox, which 
serves as a heat sink for the diodes. Ventilation of 
the Minibox is desirable. Large holes punched or 
cut in the sides and bottom of the box and covered 
with perforated metal stock can Ье used, or 
ventilation holes can be drilled individually in the 
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metal enclosure, The 
regulator IC is mounted 
directly on the pc 
board, and it does not 
require a heat sink. 
After the pilot 
lamp, the power switch, 
and the binding posts 
are installed on the 
front panel, T1 and T2 
can be bolted in place 
near the front of the 
box. The transformer 
primaries can be tied in 
parallel for operation 
from 117 volts ac, or in 
series for 235-volt ac 
operation, The Т1 and 
T2 secondaries must be 
connected in series and 
in proper phase for the. 
power supply to op- 
erate correctly. If the 
unloaded ac output 
voltage as measured 
with a VOM is in the 
neighborhood of 20 
volts, the windings are 
connected properly. If, 
however, the VOM 
reads approximately 6 
volts, the secondaries 
are out of phase and 
the leads from one of 
the transformers must be reversed, If the primary 
leads are brought out to four separate terminal 
posts, changing from 117-volt to 235-volt opera- 
tion will be a simple matter of changing appro- 
priate jumpers. Alternatively, a 117/235 switch 
may be installed easily on the rear panel if frequent 
line voltage changes are anticipated. In either case 
attention should be paid to the matter of proper 
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A UNIVERSAL POWER SUPPLY 


Presented here is a general-purpose unit with 
provisions for 117-220-volt operation, and it is 
adapted easily for use with most commercially 
available gear by constructing appropriate power 
cords. The supply delivers 800 V at 300 mA dc, 
300 V at 175 mA dc, and 0 to -130 V at 25 mA. In 
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Fig. 2 — Foil pattern and parts layout for the regulated power supply. 


phasing of the windings. The use of a 3-wire ac 
cord installed in a properly grounded outlet is 
intelligent practice for this and any line-operated 
power supply. If a transformer with а secondary 
rating of approximately 18 volts at 3 amperes is 
available, it may be used in place of Tl and T2. 
Details for the modification of a 24-volt secondary 
transformer are given in QST for January, 1975. 


FOR THE AMATEUR STATION 


addition the supply provides ac filament potentials 
of 6.3 Vat 11 Aor 12.6 Vat 5.5 A. 

Often the station power supply is a heavy black 
box that is tucked away in a corner and just sits 
there. A large cable interconnects this device with 
the station transmitter or transceiver and the 
amateur never comes directly in contact with it; ай 
of the supply functions are remotely controlled 


Fig. 1 — The Universa Power Supply is con- 
structed on a standard-size aluminum chassis. 
Back-to-back plugs with appropriate jumper wires 
make changing from 117-V to 220-V input opera- 
tion or from 6.3-V to 12.6-V filament operation a 
simple matter of reversing a plug. 


_ *; NEGATIVE POWER. 
` "4SUPPLY OUTPUT’ 
“ TITERMINAL: 


131 


Universal Power Supply 
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Fig. 3 — Bottom view of the Universal Power 
Supply. 


from the panel of the station transmitting gear. But 
what happens if an instance arises where a par- 
ticular voltage (or combination of voltages) is 
needed for an experimental project? Can that 
"black box" in the corner be pressed readily into 
service? And what about the amateur who buys 
two power supplies for his station because his 
mobile transceiver cannot be plugged directly into 
his home-station transmitter power supply? This 
supply is designed to fill all these needs. 

Many of today's commercially available ac 
supplies are not equipped for 220-volt operation. If 
the station includes a two-kilowatt amplifier, a 
separate 220-volt line should be available in the 
shack. Blinking house lights are not always a result 
of running a high-powered amplifier. It could be 
caused by the intermittent 400- or 500-watt load 
presented by an exciter power supply to the 
117-volt source. Connecting the exciter supply to a 
220-volt outlet (providing a dualprimary trans- 
former is used) can be helpful in this regard. 

Circuit Details 

The supply is shown in Figs. 1 through 3. 
Primary power may be applied to the supply in 
two ways. First, terminals 6 and 8 of J3 may be 
shorted together; this is normally the function of 
the station transmitting equipment on-off switch 
(see Fig. 2). On the other hand, 51 may be 
actuated when the supply is used independently. 
Transient voltages on the ac line are eliminated by 
Thyrector assemblies ҮКІ and VR2. 

Full-wave rectification is employed in the 
secondary circuit of each power transformer to 
develop the three dc operating voltages. Choke- 
input filtering provides adequate regulation of both 
the 300- and 800-volt outputs. Both L1 and L2 are 
shunted with suitable resistors to reduce the 
possibility of diode damage when primary power 
to the supply is removed. 

The bias voltage is adjustable and may be set to 
any value between —40 and —80. Should a range 
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between —80 and —130 volts be required, R1 may 
be interchanged with R3. Likewise, if a range from 
0 to —40 volts is needed, R1 may be swapped with 
R2. 


Metering 


А six-position switch and a O-l-mA meter 
allows monitoring of high and low voltages, the 
current for each of these, and the bias voltage. The 
sixth position permits the meter to be disabled. 
The meter shunts for both current positions of S2 
are homemade and provide a full-scale reading of 
500 mA on each range. The proper resistance for 
the shunts is determined by dividing the meter 
internal resistance (approximately 100 ohms in this 
case) by 500, and is equal to 0.2 ohm. No. 30 
enameled copper wire has а resistance of 105 ohms 
per 1000 feet, or 0.105 ohm per foot. Extending 
the division another step, one inch of wire has a 
resistance of .008 ohm. Approximately 23 inches 
of wire provided the correct value for the shunts. 
Each 23-inch length of wire is wound on a 
100,000-ohm, two-watt composition resistor which 
serves as a form. 


Construction 


The supply is builtonal0x 8 x 3-inch 
aluminum chassis. The spot welds at the four 
corners are reinforced with No. 6 hardware since 
the transformers are quite heavy. The total weight 
of the completed supply is slightly more than 40 
pounds. Several one-inch-diameter holes are cut in 
the chassis bottom plate to allow adequate air 
circulation. 

АШ of the power-supply output voltages are 
present on a 12-connection terminal block. The 
end of the cable used to interconnect the supply to 
the station transceiver is equipped with а 12-lug 
fanning strip, providing a convenient means to 
disconnect it. 

One special wiring precaution is necessary; the 
bleeder resistors for both the high andilow-voltage 
circuits should be mounted in the clear to allow 
plenty of air circulation around them. Perforated 
aluminum stock is placed over a 1 X 3-inch cut in 
the chassis which is directly above the mounting 
position for the 800-volt bleeder network. 


Operation 


Two jumper plugs are mounted “back-to-back”, 
making the change from 117-volt operation to 220 
volts a simple matter of reversing P1. P2 performs 
an identical function to select 6 or 12 volts for the 
filament line. 

The cost for this project should be under $100, 
even if all of the parts are purchased new. The 
price of the two power transformers and two filter 
chokes comprises approximately 60 percent of the 
total cost.1 


1A package including the two power trans- 
formers and the two filter chokes is available from 
Hammond Manufacturing Company, Inc., 1051 
Clinton Street, Buffalo, NY 14240, for approx- 
imately $60. In Canada, the address is Hammond 
Mig. Co., Ltd., 394 Edinburgh Rd., North Guelph, 
Ontario. Catalog available. 


3000-Volt Power Supply 
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A 3000-VOLT POWER SUPPLY 


This high-voltage power supply may be used 
with linear amplifiers that are capable of operating 
at maximum legal input power levels. It was 
designed for use with а one-kilowatt 3-500Z 
amplifier, but with minor modifications to the 
control circuitry to suit individual circumstances it 
can be used with amplifiers having a pair of 3-500Z 
tubes, a single 3-1000Z, 4-1000A, or any tube ог 
tubes calling for 2500 to 3000 volts at up to 700 
mA. Examples of such amplifiers may be found in 
Chapter 6. 


The Circuit 


A voltage-doubler circuit connected to the 
secondary of ТІ provides approximately 3000 
volts dc. See Fig. 3. The primary of ТІ can be 
operated from either a 117-volt line or a 220-volt 
source; the latter voltage is preferred. VR1 and 
VR2 are suppressors included to prevent transients 
from damaging the high-voltage capacitor bank or 
the rectifier diodes. Since ТІ has two 117-volt 
primary windings, a suppressor is connected across 
each. The windings and suppressors are connected 
in parallel for 117-volt operation, and they are 
series connected for a 220-volt line. 

A relay (K1) is necessary to switch the high- 
current inrush when the supply is activated. Ordin- 
ary toggle switches cannot be used to activate the 
power supply directly. Surge protection is accom- 
plished by placing R1 in series with one lead of the 
ac line. K2B shorts out this resistor a few seconds 
after the main power switch (S1, located on the 
amplifier front panel) is actuated. A separate line 
cord for the power supply allows this section to be 
operated on 220 volts while permitting other 
circuits in the amplifier to operate on 117 volts. 
The 120 volts needed to energize the coil of K2 are 
taken from a half-wave rectified de supply located 
on the amplifier chassis. Note that the B-minus 
terminal is held a few volts above ground by the 
15-ohm, 2-watt resistor, for metering purposes in 
the companion amplifier. 


Construction 


The power supply is built on a standard 
10 x 12 x 3-inch aluminum chassis. Construction 
is straightforward, as can be seen from Figs. 1 and 
2. The front and rear panels are made from 9 x 
10-inch pieces of 1/16-inch thick aluminum, and 
the bottom plate and the U-shaped top cover are 
made out of perforated aluminum stock. 

The primary and control-circuit components, as 
well as the rectifier board and capacitor bank, are 


Fig.2 — The primary and control-circuit com- 
ponents are grouped at the bottom, with the 
high-voltage capacitor bank and rectifier board 
occupying the upper portion of this bottom chassis 
view of the power supply. R1 is visible in the lower 
right-hand corner. 


Fig. 1 — Top chassis view of the 3000-volt power 
supply as constructed by WA1JZC. The circuit 
board in the foreground holds the bleeder resistors, 
which are spaced apart and supported a short 
distance above the board for proper cooling. The 
large transformer is for the high-voltage supply, 
and the small transformer provides filament power 
for the amplifier. 


mounted underneath the chassis. Reasonable care 
must be taken to prevent any part of the primary 
or control wiring from coming into contact with 
the high-voltage components. Each of the 100-4F 
capacitors in the capacitor bank is shunted by a 
25,000-ohm, 20-watt wirewound resistor. These 
resistors equalize the voltage drops across the 
series-connected capacitors, and also serve as the 
bleeder resistance. Since these resistors get quite 
hot during normal operation, they are mounted 
away from the electrolytic capacitors on a separate 
circuit board above the chassis, to allow for 
adequate ventilation. The other large heat- 
generating components are the power and filament 


ALT. CONNECTION РОВ 220V АС 


Ж USE 8A. FOR 220VAC 
X% BE SURE PRIMARY WINDINGS 
"ARE PROPERLY PHASED 


CR1 — CR10, inc. — 1000-PRV, 2.5-A (Mallory 
M2.5A or equiv. 

DS1 — 117-volt ac neon pilot lamp assembly. 

J1, J2 — High-voltage chassis connector (Millen 
37001). K1 — Power relay, драг, 117-volt coil 
(Potter and Brumfeld PR-11AY or equiv.). 

K2 — Dpdt 10 A contacts, 120-V dc coil (Potter 
and Brumfeld КА1106 or equiv. 

P1 — Cable-mounted 11-pin power connector. 


transformers (T1 and T2), which are also mounted 
above chassis. 

A small etched circuit board supports СКІ 
through CRIO and their associated equalizing 
resistors and transient-suppressing disk capacitors. 
In actual operation, the filament voltage measured 
at the amplifier tube socket exceeded the maxi- 
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Fig. 3 — Schematic dia- 
gram of the 3000-volt 
power supply. 


P2 — Cable-mounted 2-pin power connector. 

R2 — 8 feet No. 14 enam. wire wound on 3-inch 
long, 3/4-inch dia Plexiglas rod. 

T1 — Dual 117-volt primary, 1100-V secondary, 
600 VA (Berkshire 6181 or equiv.). 

T2 — 117-volt primary; secondary 5.0 volts at 15 А 
(Stancor P6433 or equiv.). 

VR1, VR2 — Transient-voltage suppressor, 120- 
volt (General Electric 6RS20SP4B4 or equiv.). 


mum voltage recommended by the tube manu- 
facturer slightly, so R2 was included to reduce the 
voltage to a suitable value. To avoid excessive 
voltage drop in the cable connecting T2 with the 
amplifier, it is recommended that the cable be 
made of No. 10 wire or larger (in many cases, R2 
will not be necessary). 


NICKEL-CADMIUM BATTERY CHARGER 


Any advantage that a NiCad (nickel-cadmium) 
battery may have over other types can be lost 
through improper charging. This information con- 
cerning NiCadcharging techniques was contributed 
by WAQUZO. NiCads can even be ruined on the 
first recharging cycle. If connected to а constant- 
voltage source, initial current may be quite high. 
Normally, no damage would result unless the 
battery voltage is low (fully discharged). Using a 


constant current for battery charging is permissible 
at the start of the charging cycle, however, as the 
battery reaches full charge, the voltage may rise to 
an excessive value, 

The correct solution is a combination of the 
two methods, Any circuit used forcharging NiCads 
should limit both the current and voltage, such as 
the one described here, 


Nickel-Cadmium Battery Charger 
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Fig. 1 — Schematic diagram of the 117-V ac 
charger. 

C1 — Electrolytic. 

CR1, CR2 — Silicon diodes, 100 PRV, 3 A. 

DS1 — See text. 

T1 — Primary 117 V ac, secondary 25.6 V at 500 
тА. Calectro 01-752 ( or equiv.). 

VR1 — See text, 


Some other precautions which should be ob- 
served while charging NiCads are: 


1) Battery temperature should be between 40° 
and 80°F. It should never exceed 1009. 

2) Two or more batteries with the same voltage 
rating may be charged in parallel, but be sure that 
the charger has sufficient current capability. 

3) Check the manufacturer's data sheet for the 
maximum allowable charging rate. A typical figure 
would be ten percent of the ampere-hour rating (a 
10-ampere-hour battery would require a current of 
1A). 

4) Do not attempt to charge two batteries in 
series with a constant current unless the batteries 
are of the same type and capacity, and are in the 
same state of charge (voltage on one may ђе 
excessive). 

5) To determine the approximate charging 
time, divide the ampere-hour rating by the charging 
current used, and multiply the resulting time by 
1,25. 


Suitable Charging Circuits 


Figs. 1 and 2 show two versions of the same 
basic charging circuit, The circuit shown in Fig. 1 is 
used with 117 У ac, and the one in Fig. 2 can be 
used with the car battery. The latter circuit could 


051 


FROM * 
VEHICLE 


"Nd 


darrery 


Fig. 2 — Schematic diagram of NiCad battery 
charger suitable for mobile use. See text for 
explanation of DS1 and УАТ. CR2 protects the 
components in the event of accidental reversal of 
input leads, See Fig. 1 for CR2. 


be connected to the cigarette lighter, and is 
suitable for battery packs of up to 14 volts. 

The dial lamp (031) is used to limit the 
current, One with а rating of 100 to 150 mA 
should work fine with most batteries. The voltage 
rating should be approximately that of the 
charging source (for example, two 12-V bulbs in 
series may be necessary if a 26-V supply is used). 

The voltage regulator shown in Fig, 3 is based 
on the fact that a forward-biased diode will not 
conduct until approximately 0.75 V dc is applied. 
By adding a suitable number of diodes in series as 
shown, a voltage regulator for the maximum 
battery voltage can be built easily. The circuit 
shown in Fig. 3 can be used in either Fig. 1 or 2, 
for VRI. It will draw little current until the 
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Fig. 3 — Schematic diagram of the voltage reg- 
ulator (МАТ, Figs. 1 апа 2). 


battery voltage reaches a permissible value during 
charge. Once the voltage reaches a preset level, the 
diodes start to conduct and limit any further 
increases, 


Initial Testing 

After the circuit is wired and checked, apply 
power (without a battery connected for charging). 
The bulb should light to less than full brilliance. 
Measure the voltage across the regulator. It should 
be 3 to 8 percent above the rated voltage of the 
batteries to be charged. Adding or removing some 
diodes in VR1 may be necessary. Connect the 
discharged batteries and measure the charging 
current (either a built-in meter could be used, or a 
temporary one could be connected in series with 
the battery), The current should be typically 100 
mA with partially discharged batteries, The current 
will decrease as the charging time increases, and a 
value of 5 mA indicates a fully charged condition. 
No damage will result if the batteries are left on 
charge continuously. 


НЕ Transmitting 


Regardless of the transmission mode — code, 
am, fm, single sideband, radioteletype, amateur 
TV — vacuum tubes and semiconductors are 
common elements in all transmitters. They are 
used as oscillators, amplifiers, frequency multi- 
pliers and frequency converters, These four 
building blocks, plus suitable power supplies, are 
basically all that is required to make any of the 
popular transmission systems. 

The simplest code transmitter is a keyed 
oscillator working directly into the antenna; a 
more elaborate (and practical) code transmitter, 
the type popular with many beginners, will include 
one or more frequency-multiplication stages and 
one or more power-amplifier stages. Any code 
transmitter will obviously require a means for 
keying it. The bare skeleton is shown in Figs. 6-2A 
and B, The rf generating and amplifying sections of 
a double-sideband phone transmitter (a-m or fm) 
are similar to those of a code transmitter. 

The overall design depends primarily upon the 
bands in which operation is desired and the power 
output. A simple oscillator with satisfactory 
frequency stability may be used as а transmitter at 
the lower frequencies, but the power output 
obtainable is small. As a general rule, the output of 
the oscillator is fed into one or more amplifiers to 
bring the power fed to the antenna up to the 
desired level. 

An amplifier whose output frequency is the 
same as the input frequency is called a straight 
amplifier. A buffer amplifier is the term sometimes 
applied to an amplifier stage to indicate that its 
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primary purpose is one of isolation, rather than 
power gain. 

Because it becomes increasingly difficult to 
maintain oscillator frequency stability as the 
frequency is increased, it is most usual practice in 
working at the higher frequencies to operate the 
oscillator at a low frequency and follow it with one 
or more frequency multipliers as required to arrive 
at the desired output frequency. A frequency 
multiplier is an amplifier that delivers output at a 
multiple of the exciting frequency. A doubler is a 
multiplier that gives output at twice the exciting 
frequency; а tripler multiplies the exciting 
frequency by three, etc. From the viewpoint of 


, any particular stage in a transmitter, the preceding 


stage is its driver. 

As a general rule, frequency multipliers should 
not be used to feed the antenna system directly, 
but should feed a straight amplifier which, in turn, 
feeds the antenna system. 

Good frequency stability is most easily 
obtained through the use of a crystal-controlled 
oscillator, although a different crystal is needed for 
each frequency desired (or multiples of that 
frequency). А self-controlled oscillator or VFO 
(variable-frequency oscillator) may be tuned to any 
frequency with a dial in the manner of a receiver, 
but requires great care in design and construction if 
its stability is to compare with that of a crystal 
oscillator. 

Many transmitters use tubes, but for low-power 
hf and channelized vhf fm transmitters, transistors 
are dominant, New solid-state devices are being 
developed which allow dc inputs of 100 watts or 
more with a low-level of IM distortion products. As 
the cost of these transistors is reduced it can be 
assumed that at some point in the future tubes will. 
be used only for high-power amplification. 

The best stage or stages to key in a code 
transmitter is a matter which is discussed in a later 
chapter. The oscillator/ multiplier/amplifier type of 
transmitter (Fig. 6-2B) has long been popular. 
However, the excellent frequency stability and the 
advantages of grid-block keying (which аге 
explained in the Code Transmission chapter) have 


Fig. 61 An amateur's transmitter is his 
on-the-air voice. He is judged by the quality of that 
“voice,” whatever the mode that he chooses to 
operate. 
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Crystal Oscillators 


Fig. 6-2 — Block diagrams of the three basic types 
of transmitters. 
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made the heterodyne exciter of Fig. 6-2C 
increasingly popular, in spite of the slightly more 
complex circuitry required. 

An frh transmitter can only be modulated in or 
following the oscillator stage. An am phone 
transmitter can only be modulated in the output 
stage, unless the modulated stage is followed by a 
linear amplifier. However, following an amplitude- 
modulated stage by a linear amplifier is an 
inefficient process, convenient as an expedient, but 
not recommended for best efficiency. 

Following the generation of a single-sideband 
phone signal, its frequency can be changed only by 
frequency conversion (not multiplication), in 
exactly the same manner that signals in a receiver 
are heterodyned to a different frequency. Com- 
plete details of ssb transmitter design and 
construction are given in Chapter 13. 


CRYSTAL OSCILLATORS 


The frequency of a crystal-controlled oscillator 
is held constant to a high degree of accuracy by the 
use of a quartz crystal. The frequency depends 
almost entirely on the dimensions of the crystal 
(essentially its thickness); other circuit values have 
comparatively negligible effect. However, the 
power obtainable is limited by the heat the crystal 
will stand without fracturing. The amount of 
heating is dependent upon the rf cyrstal current 
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which, in turn, is a function of the amount of 
feedback required to provide proper excitation. 
Crystal heating short of the danger point results in 
frequency drift to an extent depending upon the 
way the crystal is cut. Excitation should always be 
adjusted to the minimum necessary for proper 
operation. 

The most stable type of crystal oscillator is that 
which provides only a small voltage output (lightly 
loaded), and which operates the crystal at a low 
drive level. Such oscillators are widely used in 
receivers and heterodyne transmitters. The озсШа- 
tor/ multiplier/amplifier type of transmitter usually 
requires some power from the oscillator stage. For 
either type of crystal oscillator, the active element. 
may be a tube or a transistor. 


Oscillator Circuits 


The simplest crystal-oscillator circuit is shown 
in Fig. 6-3A. Feedback in this circuit is provided 
by the gate-source and drain-source capacitance. 
The circuit shown at B is the equivalent of the 
tuned-grid, tuned-plate circuit discussed in the 
chapter on vacuum-tube principles, using the 
crystal to replace the tuned grid circuit. Although 
ЈЕЕТЗ are shown in the sample circuits at A and В, 
MOSFETS or triodes may also be employed, using 
the connections shown in 6-3C through F. 

For applications where some power is required 
from the crystal oscillator, the circuits shown in 
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Fig. 6-3 — Simple crystal oscillator circuits. (A) Pierce, (В) FET, (C-F) other devices that can also be 
used in the circuits of A and B with appropriate changes in supply voltage. 
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Fig. 6-4 — Crystal-oscillator circuits that are designed to deliver power. L1/C1 resonate at the crystal 
frequency, or a multiple thereof if the second, third, or fourth harmonic is the desired output frequency. 


Fig. 64 may be employed. At A, a bipolar 
transistor is used, while the tube circuits (B, C) are 
somewhat more complicated. They combine the 
functions of oscillator and amplifier or frequency 
multiplier in a single tube. In these circuits, the 
screen of a tetrode or pentode is used as the plate 
in a triode oscillator. Power output is taken from а 
separate tuned tank circuit in the actual plate 
circuit. Although the oscillator itself is not entirely 
independent of adjustments made in the plate tank 
circuit when the latter is tuned near the 
fundamental frequency of the crystal, the effects 
can be satisfactorily minimized by proper choice of 
the oscillator tube. 

The oscillators of Fig. 6-4B and 6-4С are a 
modification of the grid-plate circuit of Fig, 6-3B. 
In Fig. 64С the ground point has been moved 
from the cathode to the plate of the oscillator (in 
other words, to the screen of the tube). Excitation 
is adjusted by proper proportioning of 22- and 
100-pF feedback capacitors. 

When some types of tubes are used in the 
circuits of Fig. 6B, oscillation will stop when the 
output plate circuit is tuned to the crystal 
frequency, and it is necessary to operate with the 
plate tank circuit critically detuned for maximum 
output with stability. However, when the 6GK6, 
12BY7A, 5763, or the lower-power 6AH6 is used 
with proper adjustment of excitation, it is possible 
to tune to the crystal frequency without stopping 
oscillation. These tubes also operate with less 
crystal current than most other types for a given 
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power output, and less frequency change occurs 
when the plate circuit is tuned through the cyrstal 
frequency (less than 25 Hertz at 3.5 MHz). 

Crystal current may be estimated by observing 
relative brilliance of a 60-mA dial lamp connected 
in series with the crystal. Current should be held to 
the minimum for satisfactory output by careful 
adjustment of excitation. With the operating 
voltages shown, satisfactory output should be 
obtained with.crystal currents of 40 mA or less, 

In these tube circuits, output may be obtained 
at multiples of the crystal frequency by tuning the 
plate tank circuit to the desired harmonic, the 
output dropping off, of course, at the higher 
harmonics. Especially for harmonic operation, a 
Іом-С plate tank circuit is desirable. 


Practical Considerations 


The operation of a crystal oscillator is often 
hampered because vhf parasitic oscillations also 
occur in the circuit. An effective way of killing 
parasitics is the use of a low-value composition 
resistor or ferrite bead, as shown in Fig. 6-5. The 
parasitic stopper can be located on the gate (grid or 
base) lead, and it should be placed as close as 
possible to the transistor. The circuit at A may be 
used Гог low-power applications. If а crystal above 
1 MHz is to be used it may be advisable to include 
a trimmer capacitor across the crystal to allow the 
crystal frequency to be set exactly. 

It is often desirable in fm and ssb gear to use 
several ‘crystals, switch-selected in a single oscilla- 


Fig. 6-5 — Two practical crystal-oscillator designs. (A) For low-power output applications such as a 
conversion oscillator or BFO, (B) an example of diode switching of crystals. The rf choke on the base lead 
of the transistor is a ferrite bead which prevents vhf parasitic oscillation. 
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Fig. 6-6 — VFO circuits, The devices shown in Fig. 
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tor. If manual switching is used, the leads to the 
switch may introduce sufficient additional capaci- 
lance to upset the operation of the circuit. 
Therefore, the use of diode switching, such as 
shown in Fig. 6-5B, is now popula. Any 
high-speed switching diode may be employed. The 
use of diode switching for low-level tank circuits, 
especially in receivers, has gained wide acceptance. 
A special diode Known as the PIN has been 
developed for this purpose. In any diode-switching 
circuit it is important to insure that the switching 
bias is many times larger than the peak rf voltage 
present. 


VARIABLE-FREQUENCY 
OSCILLATORS 


The frequency of a VFO depends entirely on 
the values of inductance and capacitance in the 
circuit. Therefore, it is necessary to take careful 
steps to minimize changes in these values not under 
the control of the operator. As examples, even the 
minute changes of dimensions with temperature, 
particularly those of the coil, may result in a slow 
but noticeable change in frequency called drift. 
The effective input capacitance of the oscillator 
tube, which must be connected across the circuit, 
changes with variations in electrode voltages. This, 
in turn, causes a change in the frequency of the 
oscillator. To make use of the power from the 
oscillator, a load, usually in the form of an 
amplifier, must be coupled to the oscillator, and 
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. 6-2C through F may also be employed as the active 


variations in the load may reflect on the frequency. 
Very slight mechanical movement of the compon- 
ents may result in a shift in frequency, and 
vibration can cause modulation. 

In the past different techniques have been used 
to design the VFOs for transmitters and receivers. 
However, today the same circuits may be used for 
either application, In receivers the VFO is usually 
called an HFO. 

VFO Circuits 


Fig. 6-6 shows the most commonly used 
circuits. They are all designed to minimize the 
effects mentioned above. The oscillating circuits in 
Figs. 6-6A and B are the Hartley type; those in C 
and D are Colpitts circuits. (See chapter on 
vacuum-tube principles.) In the circuits of A, B and 
C, all of the above-mentioned effects, except 
changes in inductance, are minimized by the use of 
a high-Q tank circuit obtained through the use of 
large tank capacitances, Any uncontrolled changes 
in capacitance thus become a very small percentage 
of the total circuit capacitance. 

In the series-tuned Colpitts circuit of Fig. 6-6D 
(sometimes called the Clapp circuit), a high-Q 
circuit is obtained in a different manner. The tube 
is tapped across only a small portion of the 
oscillating tank circuit, resulting in very loose 
coupling between tube and circuit. The taps are 
provided by a series of three capacitors across the 
coil. In addition, the tube capacitances are shunted 
by large capacitors, so the effects of the tube — 
changes in electrode voltages and loading — are still 
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6-7 — Isolating stages to be used between а 
У and the following amplifier or mixer stage. 


further reduced. In contrast to the preceding 
circuits, the resulting tank circuit has a high L/C 
ratio and therefore the tank current is much lower 
than in the circuits using high-C tanks. As а result, 
it will usually be found that, other things being 
equal, drift will be less with the low-C circuit. 

For best stability, the ratio of C2 to C4 should 
be as high as possible without stopping oscillation. 
"The permissible ratio will be higher the higher the 
Q of the coil and the mutual conductance of the 
tube. If the circuit does not oscillate over the 
desired range, a coil of higher Q must be used or 
the capacitance of C2 and C3 reduced. 

The pentode tube of 6-6E or any of the active 
devices shown in Fig. 6-3 may be used in either the 
Hartley or Colpitts circuits. Good results can be 
obtained with both tubes and transistors, so the 
choice of the active device is often a matter of 
personal preference. 


Load Isolation 


In spite of the precautions already discussed, 
the tuning of later stages in the transmitter may 
cause a noticeable change in frequency. This effect 
can be reduced considerably by designing a 
pentode oscillator for half the desired frequency 
and doubling frequency in the output circuit. 

It is desirable, although not a strict necessity if 
detuning is recognized and taken into account, to 
approach as closely as possible the condition where 
the adjustment of tuning controls in the 
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transmitter, beyond the VFO frequency control, 
will have negligible effect on the frequency. This 
can be done by adding isolating stage or stages 
whose tuning is fixed between the oscillator and 
the first tunable amplifier stage in the transmitter. 

Fig. 6-7A shows such an arrangement that gives 
good isolation. A pentode tube is operated with a 
low-impedance resistive load, and regulated screen 
voltage. At B a simple follower circuit is used. The 
disadvantage of this circuit is that the level of the 
output will be quite low, usually less than one volt. 
Bipolar transistors are used in a direct-coupled 
follower arrangement in Fig, 6-7C, providing a 
higher level of output (above 3 У) than was 
possible with the design shown at B. The ability of 
a buffer stage to isolate the VFO from the load can 
be tested simply. Use a receiver to monitor the 
VFO, and listen as the buffer output is first left 
open and then shorted. A good buffer will hold the 
frequency change to less than 100 Hz. Often the 
frequency change may be in the order of several 
kHz when this test is made, an indication that the 
buffer is not doing its job. 


Chirp, Pulling and Drift 


Any oscillator will change frequency with an 
extreme change in plate screen voltages, and the 
use of stabilized sources for both is good practice. 
But steady source voltages cannot alter the fact of 
the extreme voltage changes that take place when 
an oscillator is keyed or heavily amplitude- 
modulated. Consequently some chirp or fm is the 
inescapable result of oscillator keying or heavy 
amplitude modulation, 

А keyed or amplitude-modulated amplifier 
presents a variable load to the driving stage. If the 
driving stage is an oscillator, the keyed or 
modulated stage (the variable load) may “pull” the 
oscillator frequency during keying or modula- 
tion. This may cause a “chirp” on cw or incidental 
fm on a-m phone. In either case the cure is to 
provide one or more "buffer" or isolating stages 
between the oscillator stage and the varying load. 
If this is not done, the keying or modulation may 
be little better than when the oscillator itself is 
keyed or modulated, 

Frequency drift is minimized by limiting the 
temperature excursions of the frequency-determin- 
ing components to а minimum. This calls for good 
ventilation and a minimum of heat-generating 
components. 

Variable capacitors should have ceramic insula- 
tion, good bearing contacts and should preferably 
be of the double bearing type. Fixed capacitors 
should have zero-temperature coefficients. The 
tube socket should have ceramic insulation. 


Temperature Compensation 


1f, despite the observance of good oscillator 
construction practice, the warm-up drift of an 
oscillator is too high, it is caused by high-tempera- 
ture operation of the oscillator. If the ventilation 
cannot be improved (to reduce the ultimate 
temperature), the frequency drift of the oscillator 
can be reduced by the addition of a “‘temperature- 
coefficient capacitor." These are available in 
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negative and positive coefficients, in contrast to 
the zero-coefficient "NPO" types. 


Oscillator Coils and Vibration 


The Q of inductors either in the VFO circuitry 
proper or in a succeeding stage should be as high as 
possible. The coil should be well spaced from 
shields and other conducting surfaces in order to 
reduce undesirable eddy-current effects. A heavy- 
gauge solid wire is recommended for inter- 
connecting leads and lengths should be kept short. 

While heating generally produces long-term 
drift, this is usually not as serious as sudden 
frequency changes caused by vibration. АШ 
components should be securely fastened to the 
VEO chassis and circuit board with the entire 
assembly shock mounted on rubber grommet 
cushions, Care should also be taken concerning the 
method of coupling the VFO capacitor to the VFO 
dial. Vibration of the panel on which the dial is 
mounted should not be transferred to the capacitor 
shaft. 

Filtering 


The output of oscillators, mixers and similar 
stages usually has harmonic and other spurious- 
frequency energy along with some desired signal. 
Depending upon the application, such components 
may result in undesirable effects and require 
filtering. The circuits shown in Fig. 6-8 can be 
employed where either a high-pass or low-pass 
filter characteristic is sufficient. (In some instances, 
a band-pass filter may be required.) 

These filters are based on a Chebyshev design 
and component values are given in Table 1. The 
filters are “normalized” to a frequency of 1 MHz 
and an input and output impedance of 52 ohms. In 
order to translate the designs to other frequencies, 
all that is necessary is to divide the component 
values by the new frequency in MHz. (The 1-MHz 
value represents a "cutoff" frequency. That is, the 
attenuation increases rapidly above this frequency 
in the low-pass case or below / in the high-pass 
application. This effect should not be confused 
with the variations in attenuation in the passband.) 
For instance, if it was desired to eliminate har- 
monics from а VFO at frequencies above 5 MHz, 
the inductance and capacitance values would be 
divided by 5.0. 

Other impedance levels can also be used by 
multiplying the inductors by the ratio Z5/52 and 
the capacitors by 52/Zo where 20 is the new 
impedance. This factor should be applied in addi- 
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Component values for filters shown in Fig. 6-8. 
Inductances are in microhenries and capacitances 
are in picofarads. 

Fig. 6-8A (LP) Ly 13 
Cs 
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1550 6.04 
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Fig. 6-8 — Low-pass and high-pass Chebyshev 
filters normalized to a frequency of 1 MHz and 
input/output impedance terminations of 52 ohms. 
Component values for 0.1- and 3-dB ripple-factor 
filters are given in Table 1.-Passband frequency 
response for the 0.1-dB low-pass model is shown in 
Fig. 6-8C. Curve is similar in shape for the 3-dB 
model except for scale factor. Response for the 
high-pass designs can be determined by substituting 
1/f (MHz) for f in Fig. 6-8C. 


tion to the ones for frequency translation. 
Examination of the component values in Table 1 
indicates changing the impedance level to a some- 
what higher one is advisable if practical. This 
would avoid having very small inductance values 
and high capacitance values which might be 
unhandy in constructing a filter. 

The choice of filter model depends mostly on 
the power level involved. In low-level stages, the 
effects of variation in insertion loss in the passband 
usually can be neglected in amateur applications. 
Consequently, the filter with a 3-dB ripple can be 
used. However, VSWR is closely related to inser- 
tion loss and the 0.1-dB filter should be selected in 
power-amplifier stages where VSWR could cause 
harmful effects. The 0.1-dB filter should have a 
maximum VSWR of approximately 1.4:1. Unfor- 
tunately, the 0.1-dB design doesn’t have the rapid 
rolloff that the 3-dB model possesses as can be seen 
by the tabulated data in Fig. 6-8C. While other 
filters are possible with different ripple factors, the 
ones shown in Fig. 6-8 should cover a wide variety 
of applications. - 


A PRACTICAL VFO CIRCUIT 


The circuit shown in Fig. 6-9 is for a solid-state 
VFO covering 3.5 to 4 MHz. A number of 
measures have been taken to prevent harmonic and 
spurious outputs that so often plague transistor 
designs. Examination of Fig. 6-9 will show that a 
diode, CR2 is conuected between the signal gate 


of Q1 and ground. This diode should be designed 
for high-speed switching — a 1N914 is suitable — 
and should be connected with its anode toward 
gate 1. It clamps on the positive-going half of the 
cycle to prevent Q1 from reaching high peak 
transconductance, the time period when the 
output from the oscillator is rich in harmonic 
energy. This technique should be applied to any 
JFET or MOSFET oscillator, but does not work 
with bipolar-transistor oscillators. CR2 does not 
impair the performance of the VFO. Additional 
harmonics can be generated at Q2 and 03, so 
attention must be given to that part of the circuit 
as well. Note that the collector of Q3 is tapped 
well down on L3. The tap provides an impedance 
match for the circuit, but still represents a high 
impedance at the harmonic frequencies, if not 
located too near the cold end of L3, thus 
contributing to a cleaner output signal. However, 
even though these precautions are taken, it is not 
uncommon to find that the second and third 
harmonics from a transistor output stage are only 
down some 10 to 15 decibels in level from the 
fundamental signal. By taking the VFO output at 
low impedance, 14, a low-pass, double-section 
filter can be used to diminish the harmonic to a 
level that is some 30 decibels or more below that 
of the desired output signal. FL1 is designed for 
3.5 to 4-MHz use, and assures a clean output signal 
from the VFO. 


VFO Output Level and Impedance 


One of the things that perplexes many 
first-time users of transistorized VFOs is the matter 
of sufficient signal output to properly excite a 
transmitter input stage, or to supply adequate 
injection voltage to a receiver or transmitter mixer. 
The rms output of a solid-state VFO is limited by 
its low-impedance output port. In the circuits of 
Fig. 6-9 the output would usually be taken across 
the emitter resistor of Q2, the buffer. Typically, 
the rms output voltage at that point in thecir- 
cuit will be on the order of 0.5 to 2 volts. 
Tube mixers can require up to several volts of 
oscillator signal in order to function properly. Most 
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Fig. 6-9 — A typical VFO 
design showing extensive 
use of buffering and filter- 
ing to achieve a highly sta- 
ble output with low spuri- 
ous-frequency content. 


solid-state transmitters need from 3 to 10 volts of 
drive on the base of the first power stage, and a 
reasonable amount of driving power is needed to 
satisfy this requirement. Driving power is generally 
required by the grid of the first stage of a tube 
transmitter. The VFO should, therefore, be capable 
of supplying from 0.5 to 1 watt of power output. 
The Class-C amplifier, Q3, provides the needed 
power output, Should the driven stage present a 
low-impedance to the VFO, output can be taken 
directly from the side of ЕЁ opposite Q3. If, 
however, the driven stage of the transmitter or 
receiver has a high input impedance, some method 
must be used to provide the required impedance 
transformation, low to high. A broad-band toroidal 
step-up transformer, T1, is used for this purpose in 
Fig. 6-9. The secondary of the transformer is 
resonant somewhere in the operating range of the 
VFO, and takes advantage of the stray circuit 
capacitance, normally around 10 pF, to establish 
resonance. The impedance-transformation ratio is 
set by adjusting the number of turns on the 
primary winding. Alternatively, ТІ can be replaced 
by a tuned circuit of conventional design. It can be 
equipped with a fixed-value capacitor and a 
slug-tuned inductor, or a fixed-value inductor can 
be used with a variable capacitor to permit peaking 
the output at the operating frequency. The use of a 
tuned circuit will assure somewhat better efficien- 
cy than will the broadband transformer, T1. Thus, 
it can be seen that the circuit must be tailored to 
the need. 


Checking VFO Stability 


A VFO should be checked thoroughly before it 
is placed in regular operation on the air. Since 
succeeding amplifier stages may affect the signal 
characteristics, final tests should be made with the 
complete transmitter in operation. Almost any 
VFO will show signals of good quality and stability 
when it is running free and not connected to a 
load. A wellisolated monitor is a necessity. 
Perhaps the most convenient, as well as one of the 
most satisfactory, wellshielded monitoring ar- 
rangements is a receiver combined with a harmonic 
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from a frequency standard. (See the Measurements 
chapter for suitable circuits.) The receiver BFO is 
turned off and the VFO signal is tuned to beat 
with the signal from the crystal oscillator instead. 
In this way any receiver instability caused by 
overloading the input circuits, which may result in 
“pulling” of the hf oscillator in the receiver, or by 
a change in line voltage to the receiver when the 
transmitter is keyed, will not affect the reliability 
of the check. Most crystals have a sufficiently low 
temperature coefficient to give a check on drift as 
well as on chirp and signal quality if they are not 
overloaded. 

Harmonics of the crystal may be used to beat 
with the transmitter signal when monitoring at the 
higher frequencies. Since any chirp at the lower 
frequencies will be magnified at the higher 
frequencies, accurate checking can best be done by 
monitoring at a harmonic. 

The distance between the crystal oscillator and 
receiver should be adjusted to give а good beat 
between the crystal oscillator and the transmitter 
signal. When using harmonics of the crystal 
oscillator, it may be necessary to attach a piece of 
wire to the oscillator as an antenna to give 
sufficient signal in the receiver. Checks may show 
that the stability is sufficiently good to permit 
oscillator keying at the lower frequencies, where 
break-in operation is of greater value, but that 
chirp becomes objectionable at the higher frequen- 
cies, If further improvement does not seem 
possible, it would be logical in this case to use 
oscillator keying at the lower frequencies and 
amplifier keying at the higher frequencies. 


Premixing 

It is difficult to build a variable-frequency 
oscillator for operation above 10 MHz with drift of 
only a few Hz. A scheme called premixing, shown 
in Fig, 6-10A, may be used to obtain VFO output 
in the 10- to 50-MHz range, The output of a highly 
stable VFO is mixed with energy from a 
crystal-controlled oscillator. The frequencies of the 
two oscillators are chosen so that spurious outputs 
generated during the mixing process do not fall 
within the desired output range. A bandpass filter 
at the mixer output attenuates any out-of-band 
spurious energy. The charts given in Chapter 8 can 
be used to choose oscillator combinations which 
will have a minimum of spurious outputs. Also, 
Chapter 8 contains a discussion of mixer-circuit 
design. 


PLL 


Receivers and transmitters of advanced design 
are now using phase-locked loops (PLLs) to 
generate highly stable local oscillator energy up 
into the microwave region. The PLL has the 
advantage that no mixing stage is used in 
conjunction with the output oscillator, so the 
output energy is quite "clean," The Galaxy R-530, 
the Collins 6518-1, and the National HRO-600 
currently use PLL high-frequency oscillator sys- 
tems. 

The basic diagram of a PLL is shown in Fig. 
6-10B. Output from a voltage-controlled oscillator 
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Fig. 6-10 — Block diagrams of the (A) premixing 
and (B) phase-lock-loop schemes. 


(VCO) and a frequency standard are fed to a phase 
detector which produces an output voltage equal 
to the difference in frequency between the two 
signals. The error voltage is amplified, filtered, and 
applied to the VCO. The error voltage changes the 
frequency of the VCO until it is locked to the 
standard. The bandwidth of the error-voltage filter 
determines the frequency range over which the 
system will remain in phase lock. 

Three types of phase-locked loops are now in 
use. The simplest type uses harmonics of a crystal 
standard to phase-lock an НЕО, providing the 
injection for the first mixer in a double-conversion 
receiver. A typical circuit is given in Fig. 6-11. 
Complete construction details on this PLL were 
given in QST for January, 1972. A second type of 
phase-locked loop uses a stable mf VFO as the 
standard which stabilizes the frequency of an hf or 
vhf VCO. This approach is used in the receiver 
described by Fischer in 057, March, 1970. 

The other PLL system also uses a crystal- 
controlled standard, but with programmable 
frequency dividers included so that the VCO 
output is always locked to a crystal reference. The 
frequency is changed by modifying the instructions 
to the dividers; steps of 100 Hz are usually 
employed for hf receivers while 10-kHz increments 
are popular in vhf gear. The use of a PLL for fm 
demodulation is covered separately in Chapter 14. 


VFO DIALS 


One of the tasks facing an amateur builder is 
the difficulty of finding a suitable dial and drive 
assembly for a VFO. A dial should provide a 
sufficiently slow rate of tuning — 10- to 25-kHz 
рег knob revolution is considered optimum — 
without backlash. Planetary drives are popular 
because of their low cost; however, they often 
develop objectional backlash after a short period of 
use. Several types of two-speed drives are available. 
They are well suited to homemade amateur 
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Fig. 6-11 — A practical phase-locked oscillator 
intended for application as the crystal-controlled 
HFO in a transmitter or receiver, The crystal 
frequency should be chosen so that the harmonic 
content of the standard is sufficient at the desired 


equipment. Several of the construction projects 
described elsewhere in this book employ this type 
of dial. The Eddystone 898 precision dial has long 
been a favorite with amateurs, although the need 
to elevate the VFO far above the chassis introduces 
some mechanical-stability problems. If a permea- 
bility tuned oscillator (PTO) is used, one of the 
many types of turn counters made for vacuum 
variable capacitors or rotary inductors may be 
employed. 


Linear Readout 


If linear-frequency readout is desired on the 
dial, the variable capacitor must be only a small 
portion of the total capacitance in the oscillator 
tank. Capacitors tend to be very nonlinear near the 
ends of rotation. A gear drive providing a 1.5:1 
reduction should be employed so that only the 
center of the capacitor range is used. Then, as a 


Fig. 6-12 — A 5-digit readout using light-emitting 
diodes, 


output frequency. A 200-kHz crystal is good to 40 
MHz, 500-kHz crystal to 60 MHz, and 1-MHz 
crystal to 80 MHz. L1 and L3 are chosen to 
resonate at the desired output frequency. 


final adjustment, the plates of the capacitor must 
be filed until linear readout is achieved. In a PTO, 
the pitch of the oscillator coil winding may be 
varied so that linear frequency change results from 
the travel of the tuning slug. Such a VFO was 
described in QST for July, 1964. A different 
approach was employed by Lee (QST, November, 
1970), using a variable-capacitance diode (Varicap) 
as the VFO tuning element. A meter which reads 
the voltage applied to the Varicap was calibrated to 
indicate the VFO frequency. 


Electronic Dials 


An electronic dial consists of a simplified 
frequency counter which reads either the VFO or 
operating frequency of a transmitter or receiver. 
The advantage of an electronic dial is the excellent 
accuracy (to one Hertz, if desired) and the fact 
that VFO tuning does not have to be linear. The 
readout section of the dial may use neon-glow 
tubes called Nixies (a trade name of the Burroughs 
Corp.), or a seven-segment display using incandes- 
cent lamps, filament wires in a vacuum tube, or 
LEDs (lightemitting diodes). A typical LED 
display is shown in Fig. 6-12. The use of MSI and 
LSI circuits, some containing as many as 200 
transistors on a single chip, reduces the size 
required for an electronic dial to a few square 
inches of circuit-board space. 
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Fig. 6-13 — Block diagram of a frequency counter. 


A typical counter circuit is given in Fig. 6-13. 
The accuracy of the counter is determined by a 
crystal standard which is often referred to as a 
clock. The output from а 100-kHz calibration 
oscillator, the type often used in receivers and 
transceivers, may be employed if accuracy of 100 
Hz is sufficient. For readout down to 1 Hz, a 1- to 
10-MHz AT-cut crystal should be chosen, because 
this type of high-accuracy crystal exhibits the best 
temperature stability. The clock output energy is 
divided in decade-counter ICs to provide the pulse 
which opens the input gate of the counter for a 
preset time. The number of rf cycles which pass 
through the gate while it is open are counted and 
stored, Storage is used so that the readout does not 
blink, At the end of each counting cycle the 
information that has been stored activates the 
display LEDs, which present the numbers counted 
until another count cycle is complete. A complete 
electronic dial arranged to be combined with an 
existing transmitter or receiver was described in 
QST for October 1970. Also, Macleish et al 
reported an adapter which allows a commercially 
made frequency counter to be mated with ham 
gear so that the counter performs as an electronic 
dial (QST, May, 1971). 


FREQUENCY MULTIPLIERS 
Single-Tube Multiplier 


Output at a multiple of the frequency at which 
it is being driven may be obtained from an 
amplifier stage if the output circuit is tuned to a 
harmonic of the exciting frequency instead of to 
the fundamental. Thus, when the frequency at the 
grid is 3.5 MHz, output at 7 MHz, 10.5 MHz, 14 
MHz, etc., may be obtained by tuning the plate 
tank circuit to one of these frequencies. The circuit 
otherwise remains the same as that for a straight 
amplifier, although some of the values and 
operating conditions may require change for 
maximum multiplier efficiency. 

A practical limit to efficiency and output 
within normal tube ratings is reached when the 
multiplier is operated at maximum permissible 
plate voltage and maximum permissible grid 
current. The plate current should be reduced as 
necessary to limit the dissipation to the rated value 
by increasing the bias and decreasing the loading. 
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Multiplications of four or five sometimes are 
used to reach the bands above 28 MHz from a 
lower-frequency crystal, but in the majority of 
lower-frequency transmitters, multiplication in a 
single stage is limited to a factor of two or three. 
Screen-grid tubes make the best multipliers because 
their high power-sensitivity makes them easier to 
drive properly than triodes. 

Since the input and output circuits are not 
tuned close to the same frequency, neutralization 
usually will not be required. Instances may be 
encountered with tubes of high transconductance, 
however, when a doubler will oscillate in tg.t-p. 
fashion, 

Frequency multipliers using tubes are operated 
Class C, with the bias and drive levels adjusted for 
plate-current conduction of less than 180 degrees. 
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Fig. 6-14 — Frequency-multiplier circuits. 
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For maximum efficiency, a doubler requires a 
plate-conduction angle of about 110 degrees, while 
а tripler needs 100 degrees, а quadrupler 80 
degrees, and.a quintupler 65 degrees. For higher 
orders of multiplication increased bias and more 
drive are needed. 

A typical circuit using a 6CL6 pentode tube is 
shown in Fig. 6-14A. The input circuit is tuned to 
the driving frequency while the output tank is set 
for the desired harmonic. If such a multiplier were 
to be operated directly into an antenna, additional 
selectivity would be necessary to prevent the 
radiation of harmonic energy (other than the 
desired frequency). 


Push-Push Multipliers 


A two-tube circuit which works well at even 
harmonics, but not at the fundamental or odd 
harmonics, is known as the push-push circuit. The 
grids are connected in push-pull while the plates 
are connected in parallel. The efficiency of a 
doubler using this circuit approaches that of a 
straight amplifier. 

is arrangement has an advantage in some 
applications. If the heater of one tube is turned 
off, its grid-plate capacitance, being the same as 
that of the remaining tube, serves to neutralize the 
circuit. Thus provision is made for either straight 
amplification at the fundamental with a single 
tube, or doubling frequency with two tubes. 


Push-Pull Multiplier 


A single- or parallel-tube multiplier will deliver 
output at either even or odd multiples of the 
exciting frequency. A push-pull stage does not 
work as a doubler or quadrupler but it will work 25 
a tripler. 


Transistor Multipliers 


A transistor develops harmonic energy with 
good efficiency, often causing harmonic-output 
problems in straight-through amplifiers. Two 
harmonic-generating modes are present, parametric 
multiplication and multiplication caused by the 
nonlinear characteristic presented by the base- 
collector junction. Transistors may be used in 
single-ended, push-pull, or push-push circuits. A 
typical push-pull tripler is shown in Fig. 6-14B. A 
small amount of forward bias has been added to 
the bases of the 2N2102s to reduce the amount of 
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6-15 — Driver stages using (А) a pentode tube and (В) a bipolar power transistor. 


drive required. If a high level of drive is available, 
the bias circuit may be omitted. 

A number of integrated circuits can be 
employed as frequency multipliers. The circuit at C 
uses a Motorola MC1496G (or the Signetics 
S5596, ог Fairchild 4A796) as a doubler. The 
input signal is balanced out in the IC, so only the 
desired second harmonic of the input frequency 
appears at the output. With suitable bypass 
capacitors this doubler can be used from audio to 
vhf. 


DRIVERS 


Pentode tubes are usually chosen for the driver 
stages of tube transmitters because they provide 
high amplification, often without requiring neutral- 
ization. Many of the receiving-type pentodes and 
smaller TV sweep tubes may be employed. The 
6CL6, 6GK6, 12BY7A, 6BA6, 6AU6, and 6DC6 
are often chosen. In cw and fm service the driver 
stage is operated Class C, while for ssb operation 
the Class-A mode is preferred to keep distortion to 
a minimum (third-order products at least 50 dB 
down). In ssb’ exciters alc voltage is often applied 
to a driver stage, in which case a semiremote-cutoff 
tube is desirable. Sharp-cutoff types are not 
acceptable because of a rapid increase in distortion 
as alc voltage drives the grid increasingly negative. 

A typical tube driver stage is shown in Fig. 6-15 
at A. The output load is a parallel-resonant circuit. 
Often a bandpass network js used so that the stage 
does not have to be tuned by a panel control. Also, 
coupling with a bandpass transformer provides a 
higher order of attenuation of harmonic and 
spurious signals. At Fig. 6-15B, a 2N3632 
medium-power transistor serves as a Class driver. 
Note that this circuit is not suitable for ssb service. 


Broadband Driver 


Transistor circuits often require complex 
interstage coupling networks, because of the low 
input and output impedance characteristics of 
bipolar devices. Designing a solid-state multiband 
hf transmitter often requires some very complex 
band-switch arrangements. To eliminate this 
problem, the current trend is to use a broadband 
multistage driver that covers 3.5 to 30 MHz, for 
example, without switching or tuning adjustments. 
A typical circuit, similar to that used in 
Signal/Orie’s CX-7 transceiver, is shown in Fig. 
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Fig. 6-16 — Interstage coupling networks for (A, B) 
tubes, (C-E) transistor stages, and (F) a grounded- 


grid amplifier, 


6-17. Only a few millivolts of ssb or cw drive will 
provide sufficient output to drive a 4CX250B 
operating Class AB. Interstage coupling is 
accomplished with broadband toroidal transform- 
ers. Feedback is added from the collector to the 
emitter of each bipolar-transistor stage to improve 
linearity. Output impedance of the broadband 
driver is approximately 390 ohms. 


Interstage Coupling 


To achieve the maximum transfer of power 
between the driver and the succeeding amplifier 
stage, the output impedance of the driver must be 
matched to the input impedance of the following 
amplifier. Some form of rf coupling or impedance- 
matching network is needed. The capacitive system 
of Fig. 6-16A is the simplest of all coupling 
systems. In this circuit, the plate tank circuit of the 
driver, СИЛ, serves also as the grid tank of the 
amplifier. Although it is used more frequently than 
any other system, it is less flexible and has certain 
limitations that must be taken into consideration. 

The two stages cannot be separated physically 
any appreciable distance without involving loss in 
transferred power, radiation from the coupling lead 
and the danger of feedback from this lead. Since 
both the output capacitance of the driver tube and 
the input capacitance of the amplifier are across 
the single circuit, it is sometimes difficult to obtain 
a tank circuit with a sufficiently low Q to provide 
an efficient circuit at the higher frequencies. The 
coupling can be varied by altering the capacitance 
of the coupling capacitor, C2. The driver load 
impedance is the sum of the amplifier grid 
resistance and the reactance of the coupling 
capacitor in series, the coupling capacitor serving 
simply as a series reactor. The driver load resistance 


increases with a decrease in the capacitance of the 
coupling capacitor. 

When the amplifier grid impedance is lower 
than the optimum load resistance for the driver, a 
transforming action is possible by tapping the grid 
down on the tank coil, but this is not 
recommended because it invariably causes an 
increase in vhf harmonics and sometimes sets up a 
parasitic circuit. Е 

So far as coupling is concerned, the Q of the 
circuit is of little significance. However, the other 
considerations discussed earlier in connection with 
tank-circuit Q should be observed. 


Pi-Network Interstage Coupling 


A pisection tank circuit, as shown in Fig. 
6-16B, may be used as a coupling device between 
screen-grid amplifier stages. The circuit can also be 
considered а coupling arrangement with the grid of 
the amplifier tapped down on the circuit by means 
of a capacitive divider. In contrast to the 
tapped-coil method mentioned previously, this 
system will be very effective in reducing vhf 
harmonics, because the output capacitor provides a 
direct capacitive shunt for harmonics across the 
amplifier grid circuit. 

То be most effective in reducing vhf harmonics, 
the output capacitor should be a mica capacitor 
connected directly across the tube-socket ter- 
minals. Tapping down on the circuit in this manner 
also helps to stabilize the amplifier. Since the 
coupling to the grid is comparatively loose under 
any condition, it may be found that it is impossible 
to utilize the full power capability of the driver 
stage. If sufficient excitation cannot be obtained, it 
may be necessary to raise the plate voltage of the 


> 
gz 
Ба 
bu 
098 
= 
~ РЕ 
8 5 
= 5 5 < 
5 = 3 
HH =. 
* a 
3 


sv 


Fig. 6-17 — A solid-state broadband driver for 3 to 
30 MHz, The design of transformers T1, T2 and ТЗ 
is covered later in the chapter. 


driver, if this is permissible. Otherwise a larger 
driver tube may be required. As shown in Fig. 
6-16B, parallel driver plate feed and amplifier grid 
feed are necessary. 


Coupling Transistor Stages 


In stages using bipolar power transistors, the 
input circuit must provide a match between the 
driver collector and the PA base. The latter 
exhibits а very low impedance. The input 
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impedance of an rf power transistor is between 
several tenths of an ohm and several ohms. 
Generally, the higher the power rating of the 
device, the lower the input impedance. The base 
connection also has a reactive component which is 
capacitive at low frequencies and inductive at 
higher frequencies. At some frequency, usually 
between 50 and 150 MHz, the base lead will be 
self-resonant. The input impedance will vary with 
drive level, which makes a cut-and-try adjustment 
of the interstage network necessary. 

Ап interstage network must provide the proper 
impedance transformation while tuning out reac- 
tance in the transistors. The reactive components 
of the base and collectors of power transistors are 
of such magnitude that they must be included in 
any network calculations. Fig. 6-16 shows several 
networks capable of interstage matching in a 
multistage transistor amplifier. At C, a T network 
is pictured. The value of the inductor is chosen so 
that its reactance is much greater than the 
capacitive reactance of the second transistor’s base 
circuit. The capacitive divider provides the 
impedance match between the collector and the 
base. 

The circuit of 6-16D is also basically a T 
network in which both the inductor and second 
capacitor are chosen to have reactance of a greater 
magnitude than the base-emitter capacitance of the 
second transistor. The circuits of C and D require 
that the collector of the driver transistor be shunt 
fed through a high-impedance rf choke. Fig. 6-16E 
shows a coupling network that eliminates the need 
for a choke. Here the collector of the driver 
transistor is parallel-tuned and the base-emitter 
junction of the following stage is series-tuned. 

The remaining circuit, Fig. 6-16F, shows the 
pisection network that is often used to match the 
50-ohm output of an exciter to a grounded-grid 
power amplifier. A Q of 1 or 2 is chosen so that 
the circuit will be broad enough to operate across 
an amateur band without fetuning. The network is 
designed for a 50-ohm input impedance and to 
match an output load of 30 to 150 ohms (the 
impedance range of the cathode of typical 
grounded-grid stages). Typical LC values are given 
in the construction projects presented later in this 
chapter. 


RF POWER AMPLIFIER CIRCUITRY 


Tube Operating Conditions 


In addition to proper tank and output-coupling 
circuits, an rf amplifier must be provided with 
suitable operating voltages and an rf driving or 
excitation voltage. All rf amplifier tubes require a 
voltage to operate the filament or heater (ac is 
usually permissible), and a positive dc voltage 
between the plate and filament or cathode (plate 
voltage). Most tubes also require a negative dc 
voltage (biasing voltage) between control grid (grid 
No. 1) and filament or cathode. Screen-grid tubes 
require in addition a positive voltage (screen 
voltage or grid No.2 voltage) between screen and 
filament or cathode. 

Biasing and plate voltages may be fed to the 


Sources of Tube Electrode Voltages 


tube either in series with or in parallel with the 
associated rf tank circuit as discussed in the 
chapter on electrical laws and circuits. 

It is important to remember that true plate, 
screen or biasing voltage is the voltage between the 
particular electrode and filament or cathode. Only 
when the cathode is directly grounded to the 
chassis may the electrode-to-chassis voltage be 
taken as the true voltage, The required rf driving 
voltage is applied between grid and cathode. 


Power Input and Plate Dissipation 


Plate power input is the de power input to the 
plate circuit (dc plate voltage X dc plate current). 
Screen power input likewise is the dc screen 
voltage X the dc screen current. 

Plate dissipation is the difference between the 
1f power delivered by the tube to its loaded plate 
tank circuit and the dc plate power input. The 
screen, on the other hand, does not deliver any 
output power, and therefore its dissipation is the 
same as the screen power input. 


TRANSMITTING-TUBE RATINGS 


Tube manufacturers specify the maximum 
values that should be applied to the tubes they 
produce. They also publish sets of typical 
operating values that should result in good 
efficiency and normal tube life. 

Maximum values for all of the most popular 
transmitting tubes will be found in the tables of 
transmitting tubes in the last chapter. Also 
included are as many sets of typical operating 
values as space permits, However, it is recommend- 
ed that the amateur secure a transmitting-tube 
manual from the manufacturer of the tube or tubes 
he plans to use. 


CCS and ICAS Ratings 


The same transmitting tube may have different 
ratings depending upon the manner in which the 
tube is to be operated, and the service in which it is 
io be used. These different raüngs are based 
primarily upon the heat that the tube can safely 
dissipate. Some types of operation, such as with 
grid or screen modulation, are less efficient than 
others, meaning that the tube must dissipate more 
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heat. Other types of operation, such as cw or 
single-sideband phone are intermittent in nature, 
resulting in less average heating than in other 
modes where there is a continuous power input to 
the tube during transmissions. There are also 
different ratings for tubes used in transmitters that 
are in almost constant use (CCS — Continuous 
Commercial Service), and for tubes that are to be 
used in transmitters that average only a few hours 
of daily operation (ICAS — Intermittent Commer- 
cial and Amateur Service). The latter are the 
ratings used by amateurs who wish to obtain 
maximum output with reasonable tube life. 


Maximum Ratings 


Maximum ratings, where they differ from the 
values given under typical operating values, are not 
normally of significance to the amateur except in 
special applications. No single maximum value 
should be used unless all other ratings can 
simultaneously be held within the maximum 
values. As an example, a tube may have a 
maximum plate-voltage rating of 2000, a maximum 
plate-current rating of 300 mA, and a maximum 
plate-power-input rating of 400 watts. Therefore, if 
the maximum plate voltage of 2000 is used, the 
plate current should be limited to 200 mA (instead 
of 300 mA) to stay within the maximum 
power-input rating of 400 watts. 


SOURCES OF TUBE ELECTRODE 
VOLTAGES 


Filament or Heater Voltage 


The heater voltage for the indirectly heated 
cathode-type tubes found in low-power classifica- 
tions may vary 10 percent above or below rating 
without seriously reducing the life of the tube. But 
the voltage of the higher-power filament-type tubes 
should be held closely between the rated voltage as 
a minimum and 5 percent above rating as a 
maximum, Make sure that the plate power drawn 
from the power line does not cause a drop in 
filament voltage below the proper value when plate 
power is applied. 

Thoriated-type filaments lose emission when 
the tube is overloaded appreciably. If the overload 
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Fig. 6-18 — (A-C) Various systems for obtaining protective and operating bias. (D) Screen clamper circuit 
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has not been too prolonged, emission sometimes 
may be restored by operating the filament at rated 
voltage with all other voltages removed for a period 
of 10 minutes, or at 20 percent above rated voltage 
for a few minutes. 


Plate Voltage 


De plate voltage for the operation of rf 
amplifiers is most often obtained from a 
transformer-rectifier-filter system (see power- 
supply chapter) designed to deliver the required 
plate voltage at the required current. However, 
batteries or other degenerating devices аге 
sometimes used in certain types of operation (see 
portable-mobile éhapter). 


Bias and Tube Protection 


Several methods of obtaining bias are shown in 
Fig. 6-18. At A, bias is obtained by the voltage 
drop across a resistor in the grid dc return circuit. 
when rectified grid current flows. The proper value 
of resistance may be determined by dividing the 
required biasing voltage by the dc grid current at 
which the tube will be operated. Then, so long as 
the rf driving voltage is adjusted so that the dc grid 
current is the recommended value, the biasing 
voltage will be the proper value. The tube is biased 
only when excitation is applied, since the voltage 
drop across the resistor depends upon grid-current 
flow. When excitation is removed, the bias falls to 
zero. At zero bias most tubes draw power far in 
excess of the plate-dissipation rating. So it is 
advisable to make provision for protecting the tube 
when excitation fails by accident, or by intent as it 
does when a preceding stage in a cw transmitter is 
keyed. 

If the maximum cw ratings shown in the tube 
tables are to be used, the input should be cut to 
zero when the key is open. Aside from this, it is 
not necessary that plate current be cut off 
completely but only to the point where the rated 
dissipation is not exceeded. In this case plate- 
modulated phone ratings should be used for cw 
operation, however. 

With triodes this protection can be supplied by 
obtaining all bias from a source of fixed voltage, as 
shown in Fig. 6-18B. It is preferable, however, to 
use only sufficient fixed bias to protect the tube 
and obtain the balance needed for operating bias 
from a grid leak. The grid-leak resistance is 
calculated as above, except that the fixed voltage is 
subtracted first. 

Fixed bias may be obtained from dry batteries 
or from a power pack (see power-supply chapter). 
If dry batteries are used, they should be checked 
periodically, since even thoügh they may show 
normal voltage, they eventually develop a high 
internal resistance. 

In Fig. 16-8D, bias is obtained from the voltage 
drop across a Zener diode in the cathode (or 
filament center-tap) lead. Protective bias is 
obtained by the voltage drop across VR1 as a result 
of plate (and screen) current flow. Since plate 
current must flow to obtain a voltage drop across 
the resistor, it is obvious that cutoff protective bias 
cannot be obtained. 
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The voltage of the cathode biasing Zener 
diode VRI should bechosen for the value which 
will give the correct operating bias voltage with 
rated grid, plate and screen currents flowing with 
the amplifier loaded to rated input. When 
excitation is removed, the input to most types of 
tubes will fall to a value that will prevent damage 
to the tube, at least for the period of time required 
to remove plate voltage. A disadvantage of this 
biasing system is that the cathode rf connection to 
ground depends upon a bypass capacitor. 


Screen Voltage 


For cw and fm operation, and under certain 
conditions of phone operation (see amplitude- 
modulation chapter), the screen may be operated 
from a power supply of the same type used for 
plate supply, except that voltage and current 
ratings should be appropriate for screen require- 
ments. The screen may also be operated through a 
series resistor or voltage-divider from a source of 
higher voltage, such as the plate-voltage supply, 
thus making a separate supply for the screen 
unnecessary. Certain precautions are necessary, 
depending upon the method used. 

It should be kept in mind that screen current 
varies widely with both excitation and loading. If 
the screen is operated from a fixed-voltage source, 
the tube should never be operated without plate 
voltage and load, otherwise the screen may be 
damaged within a short time. Supplying the screen 
through a series dropping resistor from а 
highervoltage source, such as the plate supply, 
affords a measure of protection, since the resistor 
causes the screen voltage to drop as the current 
increases, thereby limiting the power drawn by the 
screen. However, with a resistor, the screen voltage 
may vary considerably with excitation, making it 
necessary to check the voltage at the screen 
terminal under actual operating conditions to make 
sure that the screen voltage is normal. Reducing 
excitation will cause the screen current to drop, 
increasing the voltage; increasing excitation will 
have the opposite éffect. These changes are in 
addition to those caused by changes in bias and 
plate loading, so if a screen-grid tube is operated 
from a series resistor or a voltage divider, its 
voltage should be checked as one of the final 
adjustments after excitation and loading have been 
set. 

An approximate value for the screen-voltage 
dropping resistor may be obtained by dividing the 
voltage drop required from the supply voltage 
(difference between the supply voltage and rated 
screen voltage) by the rated screen current in 
decimal parts of an ampere. Some further 


"adjustment may be necessary, as mentioned above, 


so an adjustable resistor with a total resistance 
above that calculated should be provided. 


Protecting Screen-Grid Tubes 


Considerably less grid bias is required to cut off 
an amplifier that has a fixed-voltage screen supply 
than one that derives the screen voltage through a 
high value of dropping resistor. When a “stiff” 
screen voltage supply is used, the necessary grid 


Transistor Ratings 


cutoff voltage may be determined from an 
inspection of the tube curves or by experiment. 

When the screen is supplied from a series 
dropping resistor, the tube can be protected by the 
use of a clamper tube, as shown in Fig. 6-18D. The 
gridleak bias of the amplifier tube with excitation 
is supplied also to the grid of the clamper tube. 
This is usually sufficient to cut off the clamper 
tube. However, when excitation is removed, the 
clamper-tube bias falls to zero and it draws enough 
current through the screen dropping resistor 
usually to limit the input to the amplifier to a safe 
value. If complete screen-voltage cutoff is desired, 
a Zener diode may be inserted in the screen lead. 
The regulator diode voltage rating should be high 
enough so that it will cease conducting when 
excitation is removed. 


Feeding Excitation to the Grid 


The required rf driving voltage is supplied by an 
oscillator generating a voltage at the desired 
frequency, either directly or through intermediate 
amplifiers, mixers, or frequency multipliers. 

‘As explained in the chapter on vacuum-tube 
fundamentals, the grid of an amplifier operating 
under Class C conditions must have an exciting 
voltage whose peak value exceeds the negative 
biasing voltage over a portion of the excitation 
cycle, During this portion of the cycle, current will 
flow in the grid-cathode circuit as it does in a diode 
circuit when the plate of the diode is positive in 
respect to the cathode, This requires that the rf 
driver supply power. The power required to 
develop the required peak driving voltage across 
the grid-cathode impedance of the amplifier is the 
1f driving power. 

The tube tables give approximate figures for the 
grid driving power required for each tube under 
various operating conditions. These figures, how- 
ever, do not include circuit losses. In general, the 
driver stage for any Class C amplifier should be 
capable of supplying at least three times the driving 
power shown for typical operating conditions at 
frequencies up to 30 MHz and from three to ten 
times at higher frequencies. 

Since the de grid current relative to the biasing 
voltage is related to the peak driving voltage, the dc 
grid current is commonly used as a convenient 
indicator of driving conditions. A driver adjust- 
ment that results in rated dc grid current when the 
dc bias is at its rated value, indicates proper 
excitation to the amplifier when it is fully loaded. 

In coupling the grid input circuit of an 
amplifier to the output circuit of a driving stage 
the objective is to load the driver plate circuit so 
that the desired amplifier grid excitation is 
obtained without exceeding the plate-input ratings 
of the driver tube. 


Driving Impedance 

The grid-current flow that results when the grid 

is driven positive in respect to the cathode over a 
portion of the excitation cycle represents an 
average resistance across which the exciting voltage 
must be developed by the driver. In other words, 
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this is the load resistance into which the driver 
plate circuit must be coupled. The approximate 
grid input resistance is given by: 

Input impedance (ohms) 

= driving power (watts). x 620,000 


de grid current (mA)2 


For normal operation, the driving power and grid 
current may be taken from the tube tables, Since 
the grid input resistance is a matter of a few 
thousand ohms, an impedance step-up is necessary 
if the grid is to be fed from a low-impedance 
transmission line 


TRANSISTOR RATINGS 


Transistor ratings are similar in some respects to 
the maximum limits given for tubes. However, 
solid-state devices are generally not so forgiving of 
overload; they can quickly be ruined if a voltage or 
current parameter of the device is exceeded. All 
semiconductors undergo irreversible changes if 
their temperature is allowed to go above a critical 
limit. 


Voltage Rating 


In general, the higher the collector-emitter 
voltage rating of a transistor the less the chance of 
damage when used as an rf power amplifier. A 
mismatched load, or the loss of the load entirely, 
causes high voltages to appear between the 
collector and emitter of the transistor. If the 
maximum rating is exceeded, the transistor may 
break down and pass reverse current. Transistor 
manufacturers are now including a resistance in 
series with the emitter lead of each of the many 
junctions that make up the power transistor as 
break-down protection. This technique is called 
ballasting or balanced emitters. Another way to 
protect a power transistor is to include a Zener 
diode from collector to emitter. The break-down 
voltage rating of the diode should be above the 
peak rf voltage to be developed in the circuit, but 
below the maximum rating of the power device. 


Current and Heat 


The current that a power device can stand is 
telated to its ability to dissipate heat. A transistor 
is physically small, so high-power models must use 
effective heat radiators, called heat sinks, to insure 
that the operating temperature is kept to a 
moderate value even when large currents are 
flowing through the device. 

Cooling considerations for practical solid-state 
amplifiers are outlined below. Manufacturer's 
specification sheets describe a safe operating area 
for an individual power transistor. Also, transistors 
are rated in terms of power output, rather than 
input, so it should be remembered that a device 
specified to deliver 80 watts of output power will 
probably be running 160 watts or more input. 
Transistor amplifiers pass an appreciable amount of 
driver power to the output, as do grounded-grid 
tube stages, and this fact must also be taken into 
account by the circuit designer. 


Vacuum tubes must be operated within the 
temperature range specified by the manufacturer if 
long tube life is to be achieved. Tubes with glass 
envelopes rated at up to 25 watts of plate 
dissipation may be run without forced-air cooling, 
if a moderate amount of cooling by convection can 
be arranged. If а cane-metal enclosure is used, and 
a ring of 1/4-inch diameter holes are placed around. 
the tube socket, normal air flow can be relied upon 
to remove excess heat at room temperatures. 

For tubes with greater plate dissipation, or 
those operated with plate currents in excess of the 
manufacturer’s ratings (often the case with TV 
sweep tubes) forced air cooling with a fan or 
blower is needed. Fans, especially those designed 
for cooling hi-fi cabinets, are preferred because 
they operate quietly. However, all fans lose their 
ability to move air when excessive back pressure 
exists. For applications where a stream of air must 
be directed through а tube socket, a blower is 
usually required. Blowers vary in their ability to 
work against back pressure, so this specification 
should be checked when selecting a particular 
model. Some air will always leak around the socket 
and through other holes in a chassis, so the blower 
chosen should have a capacity which is 30 to 50 
percent beyond that called for by the tube 
manufacturer. 

An efficient blower is required when using the 
external-anode tubes, such as the 4X150A. Such 
tubes represent а trade-off which allows high- 
power operation with a physically small device at 
the expense of increased complexity in the cooling 
system, Other types of external-anode tubes are 
now being produced for conductive cooling. An 
electrical insulator which is also an excellent 
thermal conductor, such as AlSiMag, couples the 
tube to a heat sink. Requirements for the heat 
dissipator are calculated in the same way as for 
power transistors, as outlined below. Similar tubes 
are made with special anode structures for water or 
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from the cooling system. 
Transistor Cooling 


Bipolar power transistors usually have the 
collector connected directly to the case of the 
device, as the collector must dissipate most of the 
heat generated when the transistor is in operation. 
However, even the larger case designs cannot 
conduct heat away fast enough to keep the 
operating temperature of the device functioning 
within the safe area, the maximum temperature 
that a device can stand without damage. Safe area 
is usually specified in a device data sheet, often in 
graphical form. Germanium power transistors may 
be operated at up to 100 degrees C while the 
silicon types may be run at up to 200 degrees C. 
Leakage currents in germanium devices can be very 
high at elevated temperatures; thus, for power 
applications silicon transistors are preferred. 

A thermal sink, properly chosen, will remove 
heat at a rate which keeps the transistor junction 
temperature in the safe area, For low-power 
applications a simple clip-on heat sink will suffice, 
while for 100-watts of input power a massive 
cast-aluminum finned radiator will be necessary. In 
general, the case temperature of a power transistor 
must be kept below the point at which it will 
produce a burn when touched. 


Heat-Sink Design 


Simple heat sinks, made as described in the 
Construction Practices chapter, can be made more 
effective (by 25 percent or more) by applying a 
coat of flat-black paint. Finned radiators are most 
effective when placed where maximum air flow can 
be achieved — outside a case with the fins placed 
vertically. The size of a finned heat sink required 
to give a desired thermal resistance, a measure of 
the ability to dissipate heat, is shown in Fig. 
6-19A. Fig. 6-19B is a simplified chart of the 
thermal resistance needed in a heat sink for 
transistors in TO-5 and TO-44 cases. These figures 
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Fig. 6-20 — Typical (A) push-pull and (B) parallel amplifier circuits. 


are based on several assumptions, so they can be 
considered a worst-case situation. Smaller heat 
sinks may be usable. 

The thermal design of solid-state circuits has 
been covered in QST for April, 1972. Тһе 
surface contact between the transistor case and the 
heat sink is extremely important. To keep the sink 
from being "hot" with dc, a mica insulator is 
usually employed between the transistor case and 
the heat dissipator. Newer types of transistors have 
à case mounting bolt insulated from the collector 
so that it may be connected directly to the heat 
sink. Whatever the arrangement, the use of a 
conductive compound such as silicone grease 
(Corning PC-4) is recommended between the 
transistor and the sink. For high-power designs, it 
may be desirable to add a small cooling fan, 
providing a stream of air across the heat sink, to 
keep the size of the heat dissipator within 
reasonable limits. Even a light air flow greatly 
increases the radiator's ability to dispose of excess 
heat. 
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OUTPUT POWER FROM TRANSMITTERS 


СМ ог ЕМ: In a cw or fm transmitter, any 
class of amplifier can be used as an output or 
intermediate amplifier. (For reasonable efficiency, 
a frequency multiplier must be operated Class C.) 
Class-C operation of the amplifier gives the highest 
efficiency (65 to 75 percent), but it is likely to be 
accompanied by appreciable harmonics and conse- 
quent TVI possibilities. If the excitation is keyed 
in a cw transmitter, ClaseC operation of 
subsequent amplifiers will, under certain condi- 
tions, introduce key clicks not present on the 
keyed excitation (see chapter on Code Transmis- 
sion). The peak envelope power (PEP) input or 
output of any cw (or fm) transmitter is the 
“key-down” input or output. 

A-M: In an amplitude-modulated phone trans- 
mitter, plate modulation of a Class-C output 
amplifier results in the highest output for a given 
input to the output stage. The efficiency is the 
same as for cw or fm with the same amplifier, from 
65 to 75 percent. (In most cases the manufacturer 
rates the maximum allowable input om plate- 


modulated phone at about 2/3 that of cw or fm.) 
A plate-modulated stage running 100 watts input 
will deliver a carrier output of from 65 to 75 watts, 
depending upon the tube, frequency and circuit 
factor. The PEP output of any a-m signal is four 
times the carrier output power, or 260 to 300 
watts for the 100-watt input example. 

Grid-(control or screen) modulated output 
amplifiers in a-m operation run at a carrier 
efficiency of 30 to 35 percent, and a grid-modu- 
lated stage with 100 watts input has a carrier 
output of 30 to 35 watts. (The PEP output, four 
times the carrier output, is 120 to 140 watts.) 

Running the legal input limit in the United 
States, a plate-modulated output stage can deliver a 
carrier output of 650 to 750 watts, while a screen- 
or control-grid-modulated output amplifier can 
deliver only a carrier of 300 to 350 watts. 

SSB: Only linear amplifiers can be used to 
amplify ssb signals without distortion, and this 
limits the choice of output amplifier operation to 
Classes A, АВ, АВ», and В. The efficiency of 
operation of these amplifiers runs from about 20 
to 65 percent. In all but Class-A operation the 
indicated (by plate-current meter) input will vary 
with the signal, and it is not possible to talk about 
relative inputs and outputs as readily as it is with 
other modes. Therefore linear amplifiers are rated. 
by PEP (input or output) at a given distortion 
level, which indicates not only how much ssb signal 
they will deliver but also how effective they will be 
in amplifying an a-m signal. 

LINEAR AMPLIFIERS FOR A-M: In consider- 
ing the practicality of adding a linear output 
amplifier to an existing am transmitter, it is 
necessary to know the carrier output of the a-m 
transmitter and the PEP output rating of the linear 
amplifier. Since the PEP output of an a-m signal is 
four times the carrier output, it is obvious that a 
linear with a PEP output rating of only four times 
the carrier output of the a-m transmitter is no 
amplifier at all. If the linear amplifier has a РЕР 
output rating of 8 times the a-m transmitter carrier 
output, the output power will be doubled and a 
3-dB improvement will be obtained. In most cases 
а 3-dB change is just discernible by the receiving 
operator. 
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By comparison, a linear amplifier with а РЕР 
output rating of four times an existing ssb, cw or 
fm transmitter will quadruple the output, a 6-1В 
improvement, It should be noted that the linear 
amplifier must be rated for the mode (ssb, cw or 
fm) with which it is to be used. 

GROUNDED-GRID AMPLIFIERS: The pre- 
ceding discussion applies to vacuum-tube amplifiers 
connected in a grounded-cathode or grounded-grid 
circuit. However, there are a few points that apply 
only to grounded-grid amplifiers. 

А tube operated in a given class (AB1, B, C) 
will require more driving power as a grounded-grid 
amplifier than as a grounded-cathode amplifier. 
‘This is not because the grid losses run higher in the 
grounded-grid configuration but because some of 
the driving power is coupled directly through the 
tube and appears in the plate load circuit, Provided 
enough driving power is available, this increased 
requirement is of no concern in cw or linear 
operation, In a-m operation, however, the fed- 
through power prevents the grounded-grid ampli- 
fier from being fully modulated (100 percent). 


AMPLIFIER CIRCUITS 
Parallel and Push-Pull Amplifiers 


The circuits for parallel-tube amplifiers are the 
same as for a single tube, similar terminals of the 
tubes being connected together. The grid impe- 
dance of two tubes in parallel is half that of a 
single tube. This means that twice the grid tank 
capacitance shown in Fig. 6-20B should be used for 
the same Q. 

The plate load resistance is halved so that the 
plate-tank capacitance for a single tube (Fig. 6-24) 
also should be doubled. The total grid current will 
be doubled, so to maintain the same grid bias, the 
grid-leak resistance should be half that used for a 
single tube. The required driving power is doubled. 
The capacitance of a neutralizing capacitor should 
be doubled and the value of the screen dropping 
resistor should be cut in half. 

In treating parasitic oscillation, it is often 
nécessary to use a choke in each plate lead, rather 
than one in the common lead to avoid building in a 
push-pull type of vhf circuit, a factor in obtaining 
efficient operation at higher frequencies. 

‘Two or more transistors are often operated in 
parallel to achieve high output power, because 
several medium-power devices often cost less than 
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a single high-power type. When parallel operation is 
used, precautions must be taken to insure that 
equal drive is applied to each transistor. Otherwise, 
one transistor may "hog" most of the drive and 
exceed its safe ratings. 

‘A basic push-pull circuit is shown in Fig. 6-20A. 
Amplifiers using this circuit are cumbersome to 
bandswitch and consequently are not very popular 
below 30 MHz. However, since the push-pull 
configuration places tube input and output 
capacitances in series, the circuit is often used at 
50 MHz and higher. 

In the circuit shown at A two 813s are used. 
Cross neutralization is employed, with C1 connect- 
ed from the plate of one tube to the grid of the 
second, while C2 is attached in the reverse order. 


GROUNDED-GRID AMPLIFIERS 


Fig. 621A shows the input circuit of a 
grounded-grid triode amplifier. In configuration it 
is similar to the conventional grounded-cathode 
circuit except that the grid, instead of the cathode, 
is at ground potential, An amplifier of this type is 
characterized by a comparatively low input 
impedance and a relatively high driver power 
requirement. The additional driver power is not 
consumed in the amplifier but is “Гей through" to 
the plate circuit where it combines with the normal 
plate output power. The total rf power output is 
the sum of the driver and amplifier output powers 
less the power normally required to drive the tube 
in a grounded-cathode circuit. 

Positive feedback is from plate to cathode 
through the plate-cathode capacitance of the tube. 
Since the grounded-grid is interposed between the 
plate and cathode, this capacitance is small, and 
neutralization usually is not necessary. 

In the grounded-grid circuit the cathode must 
be isolated for rf from ground. This presents a 
practical difficulty especially in the case of a 
filament-type tube whose filament current is large. 
In plate-modulated phone operation the driver 
power fed through to the output is not modulated. 

The chief application for grounded-grid ampli- 
fiers in amateur work below 30 MHz is in the case 
where the available driving power far exceeds the 
power that can be used in driving a conventional 
grounded-cathode amplifier. 

Screen-grid tubes are also used sometimes in 
grounded-grid amplifiers. In some cases, the screen 


Fig, 6-21 — Input circuits for 
triode or triode-connected 
power tubes operated ground- 
(c) eid. 
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Grounded-Grid Amplifiers 


Fig. 6-22 — A 30-A filament choke for a 
grounded-grid power amplifier consisting of 28 
turns of No. 10 enam. wire on a 1/2-inch diameter 
ferrite rod 7 inches long. 


is simply connected in parallel with the grid, as in 
Fig. 6-21B and the tube operates as a high-4 triode, 
In other cases, the screen is bypassed to ground 
and operated at the usual dc potential, as shown at 
С. Since the screen is still in parallel with the grid 
for rf, operation is very much like that of a triode 
except that the positive voltage on the screen 
reduces driver-power requirements. 

In indirectly-heated cathode tubes, the low 
heater-to-cathode capacitance will often provide 
enough isolation to keep rf out of the heater 
transformer and the ac lines. If not, the heater 
voltage must be applied through rf chokes. 

In a directly-heated cathode tube, the filament 
must be maintained above rf ground. This can be 
done by using a pair of filament chokes or by using 
the input tank circuit, as shown in Fig. 6-21С. In 
the former method, a double solenoid (often 
wound on a ferrite core) is generally used, although 
separate chokes can be used. When the tank circuit 
is used, the tank inductor is wound from two 
(insulated) conductors in parallel or from an 
insulated conductor inside a tubing outer conduc- 
tor. A typical filament choke is shown in Fig. 6-22. 

The input impedance of a grounded-grid power 
stage is usually between 30 and 150 ohms. For 
circuits similar to those shown in Figs. 6-21А and 
B some form of input tuning network is needed. А 
high-C, low-Q parallel-resonant ог pisection 
network will suffice. The input network provides 
benefit other than impedance matching — a 
reduction in the IM distortion produced by the 
stage when amplifying an ssb signal. A typical 
input cirouit is shown in Fig. 6-16F. When an 
amplifier is built for single-band operation, a tank 
circuit similar to that shown in Fig, 6-21C may be 
employed, Proper input matching is achieved by 
tapping the input down on the coil. 
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TRANSISTOR CIRCUITS 


A transistor amplifier requires some means for 
impedance matching at the input and output of the 
stage. For conventional narrow-band amplifier 
designs, impedance matching is achieved with 
tuned networks (pi, L or T sections or 
combinations thereof). To simplify band-switching 
requirements, broadband amplifiers with four 
octaves or more of bandwidth are desirable. Wide 
bandwidths are achieved by using a special form of 
transmission-line transformer for interstage and 
output coupling that is described later in this 
chapter. 

Most solid-state Class-C amplifiers are operated 
with both the base and emitter leads connected to 
dc ground. Thus, the transistor is practically off 
when no driving signal is present. The distortion of 
the drive signal by such an amplifier is appreciable, 
However, with cw, fm, or collector-modulated a-m, 
the harmonics produced are removed from the 
desired frequency by at least a factor of 2. Thus, 
harmonic energy can be reduced or eliminated by 
using appropriate filters. 

Fig. 6-23A shows а basic Class-C transistor 
amplifier. The base input is held at dc ground 
through a radio-frequency choke. A second choke, 
consisting of two ferrite beads (collector lead), 
eliminates a tendency to vhf parasitic oscillation. 
At B, parallel-connected transistors are operated 
Class C. Adjustment of L1 and L2 provide equal 
levels of drive. The devices chosen for this circuit 
are designed for 30- to 50-МНи operation. Below 
14 MHz some form of degenerative feedback will 
be needed to prevent self oscillation, as the gain of 
the transistors is quite high at lower frequencies. 

For ssb operation transistors must be forward 
biased at the base. The lowest distortion results 
with Class-A operation, but, efficiency is poor. The 
best trade off between low distortion and high 
efficiency is Class-B operation, even though 
operation in this region introduces some severe 
requirements for the bias circuit. Whenever a 
transistor is forward biased, thermal runaway can 
be a problem. Also, ssb drive varies in amplitude 
causing large variations in the transistor base 
current. For best linearity, the dc base-bias voltage 
Should remain constant as the rf drive level is 
varied. This situation is in conflict with the 
conditions needed to prevent thermal runaway. 
Exotic schemes have been designed to provide the 
proper base bias for Class-B ssb amplification. 
However, a simple diode circuit such as shown in 
Figs. 6-23C and D can provide the required dc 
stability with protection against thermal damage. 
The ballasted type of transistors are preferred for 
these circuits, Typical choices for Class-B ssb 
service are the 2N5941, 2N2942, 2N3375, 
2N5070, 2N5071, and the 2N5093. The design of 
suitable broadband transformers for the circuits of 
Fig. 6-29 is covered later in this chapter. 

The circuits at 6-23C and D are similar except 
for the choice of the active device. Both designs 
were developed by K7QWR. The base-bias circuit 
maintains a steady voltage while supplying current 
that varies by a factor of 100 to 1 with drive. The 
gain versus frequency of both circuits follows the 
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poweroutput curves of the transistors used, 
changing from 25 dB at 2 MHz to 13 dB at 30 
MHz. IMD is typically 30 dB or more down with 
either circuit. 


RF POWER-AMPLIFIER TANKS 
AND COUPLING 


TANK Q 


Rf power amplifiers used in amateur transmit- 
ters are operated under Class-C or -AB conditions 
(see chapter on tube fundamentals) The main 
objective, of coume, is to deliver as much 
fundamental power as possible into a load, R 
without exceeding the tube ratings. The load 
resistance Ё may be in the form of а transmission 
line to an antenna, or the input circuit of another 
amplifier. A further objective is to minimize the 
harmonic energy (always generated by an ampli- 
fier) fed into the load circuit. In attaining these 
objectives, the Q of the tank circuit is of 
importance. When a load is coupled inductively, 
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Fig. 6-23 — Some typical trans- 
istor power-amplifier circuits. At 
C, R1 is adjusted for a collector 
current of 40 mA with no drive, 
while R2 at D is set for 20 mA 
collector current with no input. 
Broadband transformers used 
consist of the following: 

T1, Т3, T5 — 6 turns of 2 twisted 
pairs of No. 26 enam. wire on 
а Stackpole 57-9322 Мо. 11 
toroid core, connected for 
4:1. (See table 6-A.) 

T2,T4 — 4 turns of 4 twisted pairs of 
No. 26 enam. wire on a Stack- 
pole 57-9322 No, 11 toroid 
core, connected for 4:1. 

T6 — 10 turns of З twisted pairs 
of Мо. 28 enam. wire on two 
Stackpole 57-9074 Мо. 11 
он cores, connected for 
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the Q of the tank circuit will have an effect on the 
coefficient of coupling necessary for proper 
loading of the amplifier. In respect to all of these 
factors, a tank Q of 10 to 20 is usually considered 
optimum. A much lower Q will result in less 
efficient operation of the amplifier tube, greater 
harmonic output, and greater difficulty in coupling 
inductively to a load. A much higher Q will result 
in higher tank current with increased loss in the 
tank coil. Efficiency of a tank circuit is determined 
by the ratio of loaded Q to unloaded Q by the 
relationship: 
= Qu 
Eff. = 1000 - 00) 


where От, is the loaded О and Qy is the unloaded 


The Q is determined (see chapter ой electrical 
laws and circuits) by the L/C ratio and the load 
resistance at which the tube is operated. The tube 
load resistance is related, in approximation, to the 
ratio of the dc plate voltage to dc plate current at 
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which the tube is operated and can be computed 
from: 


Class-A Tube: 
rom Plate Volts 
1,3 X Plate Current 
Class-B Tube: 
= Plate Volts 
L^ 7157 X Plate Current 
Class-C Tube: 
= Раю Volts 
RL= 33x Plate Current 
Transistor: 
Ry = << (Collector Volts)? 
1,7 2X Power Output (Watts) 
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Fig. 6-24 — Chart Showing plate tank capacitance 
required for a Q of the tube plate 
voltage by the plate pu in milliamperes. Select 
the vertical line corresponding to the answer 
obtained, Follow this vertical line to the diagonal 
line for the band in question, and thence 
horizontally to the left to read the capacitance. 
For a given ratio of plate voltage/plate current, 
doubling the capacitance shown doubles the Q. 
When а split-stator capacitor is used in a balanced 
circuit, the capacitance of each section may be one 
half the value given by the chart. 
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Fig. 6-25 — Inductive-ink output coupling circuits. 

C1 — Plate tank capacitor — see text and Fig. 6-24 
for capacitance. 

L1 — To resonate at operating frequency with C1. 
See LC chart and inductance formula in 
electricaltaws chapter, or use ARRL Lightning 
Calculator. 

L2 — Reactance equal to line impedance. See 
reactance chart and inductance formula in 
electrical-laws chapter, ог use ARRL Lightning 
Calculator. 

R — Representing load. 


Parallel-Resonant Tank 


The amount of C that will give a Q of 10 for 
various ratios is shown in Fig. 6-24. For a given 
plate-voltage/plate-current ratio, the Q will vary 
directly as the tank capacitance, twice the 
capacitance doubles the Q, etc. For the same Q, 
the capacitance of each section of a split-stator 
capacitor in а balanced circuit should be half the 
value shown. 

These values of capacitance inchide the output 
capacitance of the amplifier tube, the input 
capacitance of a following amplifier tube if it is 
coupled capacitively, and all other stray capaci- 
tances. At the higher plate-voltage/plate-current 
ratios, the chart may show values of capacitance, 
for the higher frequencies, smaller than those 
attainable in practice. In such a case, a tank Q 
higher than 10 is unavoidable. 


INDUCTIVE-LINK COUPLING 
Coupling to Flat Coaxial Lines 

When the load R in Fig. 6-25 is located for 
convenience at some distance from the amplifier, 
or when maximum harmonic reduction is desired, 
it is advisable to feed the power to the load 
through a low-impedance coaxial cable. The 
shielded construction of the cable prevents 
radiation and makes it possible to install the line in 
any convenient manner without danger of 
unwanted coupling to other circuits, 

If the line is more than a small fraction of a 
wavelength long, the load resistance at its output 
end should be adjusted, by a matching circuit if 
necessary, to match the impedance of the cable. 
This reduces losses in the cable and makes the 
coupling adjustments at the transmitter independ- 
ent of the cable length. Matching circuits for use 
between the cable and another transmission line 
are discussed in the chapter on transmission lines, 
while the matching adjustments when the load is 
the grid circuit of a following amplifier are 
described elsewhere in this chapter. 
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ALTERNATIVE FOR USE 
WITH SMALL LINKS 


= 
9 —3) 


(с) 


Fig. 6-26 — With flat transmission lines, power 
transfer is obtained with looser coupling if the line 
input is tuned to resonance. C1 and L1 should 
resonate at the operating frequency. See table for 
maximum usable value of C1. If circuit does not 
resonate with maximum C1 or less, inductance of 
L1 must be increased or added in series at L2. 


Table 6-A 


Capacitance in pF Required for Coupling to 
Flat Coaxial Lines with Tuned Coupling Circuit! 


Characteristic Impedance of Line 
52 75 


Frequency 


ohms 


450 
230 
115 
80 
60 


1 Capacitance values are maximum usable. 
Note: Inductance in circuit must be adjusted to 
resonate at operating frequency. 


Assuming that the cable is properly terminated, 
proper loading of the amplifier will be assured, 
using the circuit of Fig. 6-26A, if 

1) The plate tank circuit has reasonably higher 
value of Q. A value of 10 is usually sufficient. 

2) The inductance of the pickup or link coil is 
close to the optimum value for the frequency and 
type of line used. The optimum coil is one whose 
self-inductance is such that its reactance at the 
operating frequency is equal to the characteristic 
impedance, Zo, of the line. 

3) It is possible to make the coupling between 
the tank and pickup coils very tight. 

The second in this list is often hard to meet. 
Few manufactured link coils have adequate 
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inductance even for coupling to a 50-ohm line at 
low frequencies. 

1f fhe line is operating with a low SWR, the 
system shown in Fig. 6-26A will require tight 
coupling between the two coils. Since the 
secondary (pickup coil) circuit is not resonant, the 
leakage reactance of the pickup coil will cause 
some detuning of the amplifier tank circuit. This 
detuning effect increases with increasing coupling, 
but is usually not serious. However, the amplifier 
tuning must be adjusted to resonance, as indicated 
by the plate-current dip, each time the coupling is 
changed. 


Tuned Coupling 


The design difficulties of using “untuned” 
pickup coils, mentioned above, can be avoided by 
using a coupling circuit tuned to the operating 
frequency. This contributes additional selectivity 
as well, and hence aids in the suppression of 
spurious radiations. 

If the line is flat the input impedance will be 
essentially resistive and equal to the Zo of the line. 
With coaxial cable, a circuit of reasonable Q can be 
obtained with practicable values of inductance and 
capacitance connected in series with the line’s 
input terminals. Suitable circuits are given in Fig. 
6-26 at B and C. The Q of the coupling circuit 
often may be as low as 2, without running into 
difficulty in getting adequate coupling to a tank 
circuit of proper design. Larger values of Q can be 
used and will result in increased ease of coupling, 
but as the Q is increased the frequency range over 
which the circuit will operate without readjust- 
ment becomes smaller. It is usually good practice, 
therefore, to use a couplingcircuit Q just low 
enough to permit operation, over as much of a 
band as is normally used for a particular type of 
communication, without requiring retuning. 

Capacitance values for a Q of 2 and line 
impedances of 52 and 75 ohms are given in the 
accompanying table. These are the maximum 
values that should be used. The inductance in the 
circuit should be adjusted to give resonance at the 
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Fig. 6-27 — Pi and pi-L output-coupling networks. 


Pi and Pi-L Output Tanks 


operating frequency. If the link coil used for a 
зене band does not have enough inductance 
to resonate, the additional inductance may be 
connected in series as shown in Fig. 6-26С. 

Characteristics 

In practice, the amount of inductance in the 
circuit should be chosen so that, with somewhat 
loose coupling between L1 and the amplifier tank 
coil, the amplifier plate current will increase when 
the variable capacitor, Cl, is tuned through the 
value of capacitance given by the table. The 
coupling between the two coils should then be 
increased until the amplifier loads normally, 
without changing the setting of Cl. If the 
transmission line is flat over the entire frequency 
band under consideration, it should not be 
necessary to readjust СТ when changing frequency, 
if the values given in the table are used. However, 
is unlikely that the line actually will be flat over 
such a range, so some readjustment of C1 may be 
needed to compensate for changes in the input 
impedance of the line. If the input impedance 
variations are not large, Cl may be used as à 
loading control no changes in the coupling 
between L1 and the tank coil being necessary. 

The degree of coupling between Ll and the 
amplifier tank coil will depend on the coupling- 
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circuit Q. With a Q of 2, the coupling should be 
tight — comparable with the coupling that is 
typical of “fixed-link” manufactured coils. With a 
swinging link it may be necessary to increase the Q 
of the coupling circuit in order to get sufficient 
power transfer. This can be done by increasing the 
L/C ratio. 


PI AND PI-L OUTPUT TANKS 


A pisection and pi-L tank circuit may also be 
used in coupling to an antenna or transmission line, 
as shown in Fig. 6-27. The optimum values of 
capacitance and inductance are dependent upon 
values of amplifier power input and output load 
resistance. 

Values for 1, and C may be taken directly from 
the charts of Fig. 6-28 if the output load resistance 
is the usual 52 ohms. It should be borne in mind 
that these values apply only where the output load 
is resistive, i.e., where the antenna and line have 
been matched. Fig. 6-28 and 6-28A were provided 
by W6FFC. 

Output-Capacitor Ratings 

The voltage rating of the output capacitor will 
depend upon the SWR. If the load is resistive, 
receiving-type air capacitors should be adequate for 
amplifier input powers up to 2 kW PEP when 
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Fig. 6-28 — Chart to determine the values of L and C needed for a pi (A) and pi-L (B) network to match а 


range of input impedances to a 50-ohm load. 
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Ohms MHz pF Ш pF OhmsQual.| Ohms MHz pF ЫН pF Ohms Qual. 
50 3.5 2600 0.94 4153 10 2.9 125 3.5 839 3.19 1124 $0 2.3 
50 7.0 1179 0.49 1678 10 2.6 125 7.0 381 1.67 488 50 2.1 
50 14.0 579 0.25 801 10 2.5 125 14.0 187 0.84 237 50 2.1 
50 21.0 384 0.16 528 10 2.5 125 21.0 124 0.56 157 50 2.0 
50 29.7 266 0.12 351 10 2.5 125 29.7 86 0.40 107 50 2.0 
50 3.5 2098 1,27 2811 20 2.3 150 3.5 699 3.62 957 S0 2.3 
50 7.0 952 0.67 1220 20 2.1 150 7.0 317 1.89 405 50 2.1 
50 14.0 467 0.34 593 20 21 150 14.0 156 0.95 196 50 2.1 
50 21.0 310 0.23 393 20 2.0 150 21.0 103 0.64 129 50 2.0 
50 297 214 0.16 268 20 2.0 150 29.7 т 0.45 88 50 20 
50 3.5 2098 1.43 2533 30 2.3 175 3.5 599 4.03 816 50 2.3 
50 7.0 952 0.76 1131 30 2,1 175 7.0 272 2.09 333 50 2.1 
50 14.0 467 0.38 $53 30 2.1 175 14.0 133 1.05 159 50 2.1 
50 21.0 310 0.26 367 30 2.0 175 21.0 89 0.70 105 S0 2.0 
50 29.7 214 0.18 253 30 2.0 175 29.7 61 0,50 то 50 2.0 
50 3.5 2098 1.55 2290 40 2.3 200 3.5 569 4.26 822 S0 2.5 
50 7.0 952 0.83 1033 40 2.1 200 7.0 258 2.22 334 50 2.3 
50 14.0 467 0.42 506 40 21 200 14.0 127 1.12 160 50 2.2 
50 21.0 310 0.28 336 40 20 .200 21.0 84 0.74 105 50 2.2 
50 29.7 214 0.20 232 40 2.0 200 29.7 58 0.53 70 50 2.2 
50 3.5 2098 1.66 2098 50 2.3 225 3.5 543 4.48 827 50 2.7 
50 7.0 952 0.88 952 50 2.1 225 7.0 246 2.34 335 S0 2.4 
$0 14.0 467 0.45 467 50 2.1 225 140 121 1.18 160 50 2.4 
50 21.0 310 0.30 310 50 2.0 225 21.0 80 0.79 106 50 2.4 
50 29.7 214 .21 214 50 2.0 225 29.7 55 0.56 70 50 2.3 
50 3.5 2098 1.66 2098 50 2.3 250 3.5 520 4.68 831 50 2.9 
50 7.0 952 0.88 952 S0 2.1 250 7.0 236 245 336 50 2.6 
4 467 0,45 467 S0 2.1 250 14.0 116 1.23 160 50 2.5 
310 0.30 310 50 2.0 250 21.0 77 0.82 106 50 2.5 
214 0.21 214 50 20 250 297 $3 0.59 70 50 2.5 
1399 2.21 1630 50 2.3 275 3.5 499 4.86 834 50 3.0 
634 1.17 731 50 2.1 275 7.0 227 2.56 336 S0 2.7 
311 0.59 358 50 2.1 275 140 LEEI 1.29 160 50 2.7 
207 0.40 238 50 2.0 275 21.0 74 0.86 106 50 2.7 
143 0.28 164 $0 2.0 275 29.7 51 0.61 70 50 2.6 
1049 2.72 1337 50 23 300 3.5 481 5.04 836 50 32 
476 1.43 $91 50 2.1 300 7.0 218 2.66 337 50 2.9 
234 0.72 288 50 2.1 300 14.0 107 1.34 160 50 2.8 
155 0.48 191 $0 2.0 300 21.0 т 0.89 106 50 2.8 
107 0.35 131 50 2.0 300 29.7 49 0.64 70 50 2.8 

core Lect duse 


Fig. 6-28A — The following data is for a pi network with a Q of 2 at the top of each band. The Q shown is 
that for the same inductor at the bottom of the band. The capacitors are shown for the bottom of the 


band to indicate the maximum capacitance needed. 


If the transformation ratio exceeds 70 percent of 


maximum, the Q has been automatically recalculated in order to retain the characteristics of a pi network 
and that new value shown. Do not forget which end of the network represents 50 ohms! 


feeding 52- 75-ohm loads. In obtaining the larger 
capacitances required for the lower frequencies, it 
is common practice to switch one or more fixed 
capacitors in parallel with the variable air 
capacitor. While the voltage rating of a mica or 
ceramic capacitor may not be exceeded in a 
particluar case, capacitors of these types are 
limited in current-carrying capacity. Postage-stamp 
silver-mica capacitors should be adequate for 
amplifier inputs over the range from about 70 
watts at 28 MHz to 400 watts at 14 MHz and 
lower. The larger mica capacitors (CM-45 case) 
having voltage ratings of 1200 and 2500 volts are 
usually satisfactory for inputs varying from about 
350 watts at 28 MHz to 1 kW at 14 MHz and 
lower. Because of these current limitations, 
particularly at the higher frequencies, it is advisable 
to use as large an air capacitor as practicable, using 


the micas only at the lower frequencies. Broad- 
cast-receiver replacement-type capacitors can be 
obtained reasonably. Their voltage insulation 
should be adequate for inputs of 1000 watts or 
more. 


TRANSISTOR OUTPUT CIRCUITS 


Since rf power transistors have a low output 
impedance (on the order of 5 ohms or less), the 
problem of coupling the transistor to the usual 
50-ohm load is the reverse of the problem with a 
vacuum-tube amplifier. The 50-ohm load must be 
transformed to a low resistance. 

Figs 629A and B show two types of 
parallel-tuned circuits used to couple the load to 
the collector circuit. The collector is tapped down 
on the inductor in both cases. C1 provides tuning 


Stabilizing Amplifiers 


Fig. 6-29 — Typical transistor output-matching 
networks. 


for the collector and C2 adjusts the coupling to the 
load to achieve the proper impedance transforma- 
tion. The use of the tapped connection to the 
inductor helps to maintain the loaded Q of the 
circuit while minimizing variations in tuning with 
changes in the junction capacitance of the 
transistor. 

Circuits of Figs. 6-29C through E are not 
dependent upon coupling coefficient of a tapped 
coil for load-impedance transformation, making 
them more suitable for use at hf than either A or 
B. The collectoremitter capacitance (Co) of the 
transistor is a major factor in the calculations used 
to design these circuits. Unfortunately Со is not 
constant, so cut-and-try adjustments are usually 
necessary to optimize a particular circuit. 

Early tests of transistor rf power amplifiers 
should be made with low voltage, a dummy load 
and no drive. Some form of output indicator 
should be included. When it has been established 
that no instability exists, the drive can be applied 
in increments and adjustment made for maximum 
output. The amplifier should never be operated at 
high voltage and no load. 


BROADBAND COUPLING 


The techniques of broadband-transformer con- 
struction use transmission-line elements. А trans- 
former consists of a short transmission line 
(one-eighth wavelength or less) made from а 
twisted-wire pair, coaxial or strip line, wound on a 
high-permeability toroid core to improve the 
low-frequency characteristics. At vhf the core may 
be omitted. Only discrete impedance transforma- 
tions are possible; typical ratios are 9/4:1, 4:1, 9:1, 
16:1, and 25:1. The higher ratios are difficult to 
achieve in practice, so several 4:1 transformers are 
employed for a large transformation ratio as shown 
in Fig. 6-23. Hybrid transformers, providing the 
180-degree phase shift for input and output 
matching to push-pull stages, may also be made 
using broadband techniques. 

Large toroid cores are not required for 
moderate power levels, A one-half inch diameter 
core is sufficient for operation at 100 watts at the 
low impedance levels found in transistor circuits. 
Because the current is high it is important to keep. 
the resistance of the conductors low. Multicon- 
ductor leads (3 or 4 strands of No. 26 enam., 
twisted) or the flat enam. strip used for 
transformer windings) are suitable. Some typical 
designs are shown in Table 6-II. 


STABILIZING AMPLIFIERS 


A straight amplifier operates with its input and 
output circuits tuned to the same frequency. 
Therefore, unless the coupling between these two 
circuits is brought to the necessary minimum, the 
amplifier will oscillate as a tuned-plate tuned-grid 
circuit. Care should be used in arranging 
components and wiring of the two circuits so that 
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there will be negligible opportunity for coupling 
external to the tube or transistor itself. Complete 
shielding between input and output circuits usually 
is required. All rf leads should be kept as short as 
possible and particular attention should be paid to 
the rf retum paths from input and output tank 
circuits to emitter ог cathode. In general, the best 
arrangement using a tube is one in which the 
cathode connection to ground, and the plate tank 
circuit are on the same side of the chassis or other 
shielding. The “hot” lead from the input tank (or 
driver plate tank) should be brought to the socket 
through a hole in the shielding. Then when the grid 
tank capacitor or bypass is grounded, a return path 
fhrough the hole to cathode will be encouraged, 
ince transmissiontine characteristics are simula- 
ted. 


ова „йге 
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Fig. 6-30 — (A) A neutralizing 
scheme may use either C1 or 
C2 to cancel the effect of grid- 
to-plate capacitance in the tube 
(B) Vhf parasitic circuit shown 
with heavy lines. 


(B) 

A check on external coupling between input 
and output circuits can be made with a sensitive 
indicating device, such as the wavemeter shown in 
the Measurements chapter. The amplifying device 
is removed. With the driver stage running and 


tuned to resonance, the indicator should be 
coupled to the output tank coil and the output 
tank capacitor tuned for any indication of rf 
feedthrough. Experiment with shielding and 
rearrangement of parts will show whether the 
isolation can be improved. For additional informa- 
tion on transistor circuits see Chapter 4. 
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Screen-Grid Tube Neutralizing Circuits 


The plate-grid capacitance of screen-grid tubes 
is reduced to a fraction of a picofarad by the 
interposed grounded screen. Nevertheless, the 
power sensitivity of these tubes is so great that 
only a very small amount of feedback is necessary 
to start oscillation, To assure a stable amplifier, it 
is usually necessary to load the grid circuit, or to 
use a neutralizing circuit. 

The capacitive neutralizing system for screen- 
grid tubes is shown in Fig. 6-30A. Cl is the 
neutralizing capacitor. The capacitance should be 
chosen so that at some adjustment of C1, 


9 = Tube grid-plate capacitance [от Сер) 
C3 Tube input capacitance (от Сүм) 


The grid-cathode capacitance must include all 
strays directly across the tube capacitance, 
including the capacitance of the tuning-capacitor 
stator to ground. This may amount to 5 to 20 pF. 
In the case of capacitance coupling, the output 
capacitance of the driver tube must be added to 
the grid-cathode capacitance of the amplifier in 
arriving at the value of Cl. 


Neutralizing a Screen-Grid Amplifier Stage 


‘There are two general procedures available for 
indicating neutralization in a screen-grid amplifier 
stage. If the screen-grid tube is operated with or 
without grid current, a sensitive output indicator 
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Table 6-11 — Basic broadband balun transformers. 
Bifilar windings are six to ten turns, depending on 
the ferrite-core permeability. A suitable ferrite 
material is 01 with a permeability of 125. Very 
small size cores (1/4-to 3/4-inch OD) may be used 
for receiving and low-power applications. For 
full-power applications a 2-1/2-inch OD 01 core 
with 1/2-inch cross section wound with No. 14 
Formex copper wire, seven turns per winding, is 
recommended. 


Stabi 


g Amplifiers 
сап be used. If the screen-grid tube is operated 
with grid current, the grid-current reading can be 
used as an indication of neutralization. When the 
output indicator is used, both screen and plate 
voltages must be removed from the tubes, but the 
de circuits from the plate and screen to cathode 
must be completed. If the grid-current reading is 
used, the plate voltage may remain on but the 
screen voltage must be zero, with the de circuit 
completed between screen and cathode. 

The immediate objective of the neutralizing 
process is reducing to a minimum the rf driver 
voltage fed from the input of the amplifier to its 
output circuit through the grid-plate capacitance of 
the tube. This is done by adjusting carefully, bit by 
bit, the neutralizing capacitor or link coils until an 
rf indicator in the output circuit reads minimum, 
or the reaction of the unloaded plate-circuit tuning 
on the grid-current value is minimized, 

The wavementer shown in the Measurements 
chapter makes a sensitive neutralizing indicator. 
The wavemeter coil should be coupled to the 
output tank coil at the low-potential or "ground" 
point. Care should be taken to make sure that the 
coupling is loose enough at all times to prevent 
buring out the meter or the rectifier. The plate 
tank capacitor should be readjusted for maximum 
reading after each change in neutralizing. 

When the grid-current meter is used as a 
neutralizing indicator, the screen should be 
grounded for rf and dc, as mentioned above. There 
will be a change in grid current as the unloaded 
plate tank circuit is tuned through resonance. The 
neutralizing capacitor (or inductor) should be 
adjusted until this deflection is brought to a 
minimum. As a final adjustment, screen voltage 
should be returned and the neutralizing adjustment 
continued to the point where minimum plate 
current, maximum grid current and maximum 
screen current occur simultaneously. An increase in 
grid current when the plate tank circuit is tuned 
slightly on the high-frequency side of resonance 
indicates that the neutralizing capacitance is too 
small, If the increase is on the low-frequency side, 
the neutralizing capacitance is too large. When 
neutralization is complete, there should be a slight 
decrease in grid current on either side of resonance. 

Grid Loading 

The use of a neutralizing circuit may often be 
avoided by loading the grid circuit if the driving 
stage has some power capability to spare. Loading 
by tapping the grid down on the grid tank coil (or 
the plate tank coil of the driver in the case of 
capacitive coupling), or by a resistor from grid to 
cathode is effective in stabilizing an amplifier. 

УНЕ Parasitic Oscillation 

Parasitic oscillation in the vhf range will take 
place in almost every rf power amplifier. To test 
for vhf parasitic oscillation, the grid tank coil (or 
driver tank coil in the case of capacitive coupling) 
should be short-circuited with a clip lead. This is to 
prevent any possible tg.tp. oscillation at the 
Operating frequency which might lead to confusion 
in identifying the parasitic. Any fixed bias should 
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be replaced with a grid leak of 10,000 to 20,000 
ohms. All load on the output of the amplifier 
should be disconnected. Plate and screen voltages 
should be reduced to the point where the rated 
dissipation is not exceeded. If a Variac is not 
available, voltage may be reduced by a 117-volt 
lamp in series with the primary of the plate 
transformer. 

With power applied only to the amplifier under 
test, a search should be made by adjusting the 
input capacitor to several settings, including 
minimum and maximum, and turning the plate 
capacitor through its range for each of the 
grid-capacitor settings. Апу grid current, or any dip 
or flicker in plate current at any point, indicates 
oscillation, This can be confirmed by an indicating 
absorption wavemeter tuned to the frequency of 
the parasitic and held close to the plate lead of the 
tube, 


‘The heavy lines of Fig. 6-30B show the usual 
parasitic tank circuit, which resonates, in most 
cases, between 100 and 200 MHz, For each type of 
tetrode, there is a region, usually below the 
parasitic frequency, in which the tube will be 
self-neutralized. By adding the right amount of 
inductance to the parasitic circuit, its resonant 
frequency can be brought down to the frequency 
at which the tube is self-nentralized. However, the 
resonant frequency should not be brought down so 
low that it falls close to TV Channel 6 (88 MHz). 
From the consideration of TVI, the circuit may be 
loaded down to a frequency not lower than 100 
MHz. If the self-neutralizing frequency is below 
100 MHz, the circuit should be loaded down to 
somewhere between 100 and 120 MHz with 
inductance. Then the parasitic can be suppressed 
by loading with resistance. A coil of 4 or 5 tums, 
1/4 inch in diameter, is a good starting size, With 
the tank capacitor turned to maximum capaci- 
tance, the circuit should be checked with a GDO to 
make sure the resonance is above 100 MHz. Then, 
with the shortest possible leads, а noninductive 
100-ohm 1-watt resistor should be connected 
across the entire coil. The amplifier should be 
tuned up to its highest-frequency band and 
operated at low voltage. The tap should be moved 
a little at a time to find the minimum number of 
turns required to suppress the parasitic. Then 
voltage should be increased until the resistor begins 
to feel warm after several minutes of operation, 
and the power input noted. This input should be 
compared with the normal input and the power 
rating of the resistor increased by this proportion; 
i.e., if the power is half normal, the wattage rating 
should be doubled. This increase is best made by 
connecting 1-watt carbon resistors in parallel to 
give a resultant of about 100 ohms. Or, one of the 
Globar surge-protection resistors may be used. As 
power input is increased, the parasitic may start up 
again, so power should be applied only momen- 
tarily until it is made certain that the parasitic is 
still suppressed. If the parasitic starts up again 
when voltage is raised, the tap must be moved to 
include more turns. So long as the parasitic is 
suppressed, the resistors will heat up only from the 
operating-frequency current. In grounded-grid 
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suppressor in the cathode lead, as the rf power 
level is less than at the plate terminal, 

Since the resistor can be placed across only that 
portion of the parasitic circuit represented by Lp, 
the latter should form as large a portion of the 
circuit as possible, Therefore, the tank and bypass 
capacitors should have the lowest possible 
inductance and the leads shown in heavy lines 
should be as short as possible and of the heaviest 
pratical conductor. This will permit Lp to be of 
maximum size without tuning the circuit below the 
100-МН limit. 

Another arrangement that has been used 
successfully in transistor and low-level tube stages 
is to place one or more ferrite beads over the input 
or output leads, as close as possible to the 
amplifying device. The beads have sufficient low-Q 
inductance at vhf to discourage any tendency 
toward parasitic oscillation. 


Low-Frequency Parasitic Oscillation 


The screening of most transmitting screen-grid 
tubes is sufficient to prevent low-frequency 
parasitic oscillation caused by resonant circuits set 
up by rf chokes in grid and plate circuits. When rf 
chokes are used in both grid and plate circuits of a 
triode amplifier, the split-stator tank capacitors 
combine with the rf chokes to form a low-frequen- 
cy parasitic circuit, unless the amplifier circuit is 
arranged to prevent it, Often, a resistor is 
substituted for the grid rf choke, which will 
produce the desired result. This resistance should 
be at least 100 ohms. If any grid-leak resistance is 
used for biasing, it should be substituted for the 
100-ohm resistor. 


Transistor LF Parasitics 


Using transistors with shunt feed often means 
low-frequency parasitic trouble. A word about this 
problem is in order as it usually doesn’t occur in 
vacuum-tube circuits and is often a rough problem 
for the newcomer to solid state. These parasitics 
manifest themselves as a wide spectrum of white 
noise (hash) around and below the operating 
frequency. They can often be heard on a broadcast 
receiver several feet away from a transmitter under 
test. The desired signal may sound clean, so it is 
necessary to check far below the operating 
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frequency, Two transistor characteristics combine 
to cause this trouble. First, transistors have higher 
gain at lower frequencies than they do at hf. 
Second, interelement capacitances vary over a wide 
range of changes in voltage, the result being 
varactor action that causes spurious outputs. The 
‘best way to avoid the problem is to use a minimum 
of inductance in the collector circuit. Large chokes 
are unsatisfactory. Series feed is a good answer as 
по choke is needed. Bypass capacitors should be 
the minimum value required. Decoupling on power 
leads between stages should have at least two 
capacitors, one effective at the operating frequency 
and a second large capacitor that is good at low 
frequencies. 


METERING 


Fig. 631 shows how а voltmeter and 
milliammeter should be connected to read various 
voltages and currents. Voltmeters are seldom 
installed permanently, since their principal use is in 
preliminary checking. Also, milliammeters are not 
normally installed permanently in all of the 
positions shown. Those most often used are the 
ones reading grid current and plate current, or grid 
current and cathode current, or collector current. 

Milliammeters come in various current ranges. 
Current values to be expected can be taken from 
the tube tables and the meter ranges selected 
accordingly. To take care of normal overloads and 
pointer swing, а meter having а current range of 
about twice the normal current to be expected 
should be selected. 

Grid-current meters connected as shown in Fig. 
6-31 and meters connected in the cathode circuit 
need no special precautions in mounting on the 
transmitter panel so far as safety is concerned. 
However, milliammeters having metal zero-adjust- 
ing screws on the face of the meter should be 
recessed behind the panel so that accidental 
contact with the adjusting screw is not possible, if 
the meter is connected in any of the other 
positions shown in Fig. 6-31. The meter can be 
mounted on a small subpanel attached to the front 
panel with long screws and spacers. The meter 
opening should be covered with glass or celluloid. 
Illuminated meters make reading easier. Reference 
should also be made to the TVI chapter of this 
Handbook in regard to wiring and shielding of 
meters to suppress ТУТ. 


pacing Peak Spacing Peak _ брасй Peak 
Yin)” Voltage (т) Voltage (п) Voltage 
.015 1000 0.07 3000 0.175 7000 
.02 1200 0.08 3500 0.25 9000 
03 1500 0.125 4500 0.35 11000 

0.15 6000 0.5 13000 


Component Ratings 
COMPONENT RATINGS 


Output Tank Capacitor Voltage 


In selecting a tank capacitor with a spacing 
between plates sufficient to prevent voltage 
breakdown, the peak rf voltage across a tank 
circuit under load, but without modulation, may 
be taken conservatively as equal to the dc plate or 
collector voltage. If the dc supply voltage also 
appears across the tank capacitor, this must be 
added to the peak rf voltage, making the total peak 
voltage twice the dc supply voltage. If the amplifier 
is to be plate-modulated, this last value must be 
doubled to make it four times the dc plate voltage, 
because both dc and rf voltages double with 
100-ретсепі amplitude modulation. At the higher 
voltages, it is desirable to choose a tank circuit in 
which the dc and modulation voltages do not 
appear across the tank capacitor, to permit the use 
of a smaller capacitor with less plate spacing. 

Capacitor manufacturers usually rate their pro- 
ducts in terms of the peak voltage between plates. 
Typical plate spacings are shown in the following 
table, 6-Ш. 

Output tank capacitors should be mounted as 
close to the tube as temperature considerations will 
permit, to make possible the shortest capacitive 
path from plate to cathode. Especially at the 
higher frequencies where minimum circuit capaci- 
tance becomes important, the capacitor should be 
mounted with its stator plates well spaced from the 
chassis or other shielding. In circuits where the 
rotor must be insulated from ground, the capacitor 
should be mounted on ceramic insulators of size 
commensurate with the plate voltage involved and 
— most important of all, from the viewpoint of 
safety to the operator — a well-insulated coupling 
should be used between the capacitor shaft and the 
dial. The section of the shaft attached to the dial 
should be well grounded, This can be done 
conveniently through the use of panel shaft-bearing 
units, 


Table 6-11! 
Typical Tank-Capacitor Plate Spacings 


Tank Coils 


Tank coils should be mounted at least their 
diameter away from shielding to prevent a marked 
loss in Q. Except perhaps at 28 MHz it is not 
important that the coil be mounted quite close to 
the tank capacitor. Leads up to 6 or 8 inches are 
permissible. It is more important to keep the tank 
capacitor as well as other components out of the 
immediate field of the coil. For this reason, it is 
preferable to mount the coil so that its axis is 
parallel to the capacitor shaft, either alongside the 
capacitor or above it. 


Wire Sizes for Transmitting Coils 
for Tube Transmitters 


Power Input (Watts) Вапа (MHz) 
1000 28-21 


Wire Size 


25 or less* 


om size limited principally by consideration of 


There are many factors that must be taken into 
consideration in determining the size of wire that 
should be used in winding a tank coil. The 
considerations of form factor and wire size that 
will produce a coil of minimum 105 are often of 
less importance in practice than the coil size that 
will fit into available space or that will handle the 
required power without excessive heating. This is 
particularly true in the case of screen-grid tubes 
where the relatively small driving power required 
сап be easily obtained even if the losses in the 
driver are quite high. It may be considered 
preferable to take the power loss if the physical 
size of the exciter can be kept down by making the 
coils small. 

` Transistor output circuits operate at relatively 
low impedances because the current is quite high. 
Coils should be made of heavy wire or strap, with 
connections made for the lowest possible resis- 
tance. At vhf stripline techniques are often 
employed, as the small inductance values required 
for a lumped inductance become difficult to 
fabricate. 


RF Chokes 


The characteristics of any rf choke will vary 
with frequency, from characteristics resembling 
those of а parallel-resonant circuit, of high 
impedance, to those of a series-resonant circuit, 
where the impedance is lowest. In between these 
extremes, the choke will show varying amounts of 
inductive or capacitive reactance. 

In series-feed circuits, these characteristics are 
of relatively small importance because the rf 
voltage across the choke is negligible. In a 
parallel-feed circuit, however, the choke is shunted 
across the tank circuit, and is subject to the full 
tank rf voltage. If the choke does not present a 
sufficiently high impedance, enough power will be 
abosrbed by the choke to cause it to burn out. 

To avoid this, the choke must have a 
sufficiently high reactance to be effective at the 
lowest frequency, and yet have по series 
resonances near the higher-frequency bands. 
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THE K1ZJH SOLID-STATE TRANSCEIVER 


Construction details for an all-band solid-state 
transceiver are presented here for the more adven- 
turous builders. Beginners are not encouraged to 
attempt duplicating the circuits of this advanced 
project. Printed-circuit templates or layouts аге not 
available. The transceiver has many features 
making it suited to fit a variety of amateur needs. 
Five-hundred kHz coverage of the 80-, 40-, 20- and 
15-meter bands is provided, as well as 500 kHz of 
the 10-meter band (28.5 to 29.0 MHz). Cw (peak 
ssb) power output is,20 watts on 80, 40 and 20 
meters, dropping to a maximum of 9 watts on 10 
meters. Cw operation was included, and the ssb 
VOX circuit is combined with the cw sidetone 
generator to allow semi-break-in operation. Wher- 
ever possible, FET and IC circuitry was employed. 

In keeping with the state-of-the art, an elec- 
tronic dial, or frequency counter, accurately 
counts and displays the operating frequency of the 
transceiver. Because the counter derives its final 
count as a product of the oscillators and the BFO, 
it will be as accurate as its time base allows. A 
more detailed description of counter operation will 
be given later. 

Because portability was desired, the complete 
transceiver, including speaker and power supply, 
was assembled in an LMB CO-l enclosure. Al- 
though the author's unit (K1ZJH) was built for 
operation at 117 volts, the 14.5-volt circuitry 
makes battery operation possible. 


Design Notes 
Without a doubt one of the larger problems 
plaguing the designer of a multiband transceiver is 
the generation of the local oscillator signal. One 
approach is to switch bands with the VFO, hoping 
it will remain stable over wide ranges of operating 
parameters. Other alternatives are а multi- 
conversion arrangement involving the use of a 
combination of if ranges, or using a premixing 
scheme which directly synthesizes the mixer in- 
jection by combining the VFO with other oscilla- 
tors. Single conversion and one VFO range (the 

premixing method) is used here. 


The use of the popular 5- to 5.5-MHz VFO and 
9-MHz if allows 80- and 20-meter coverage to be 
produced without premixing. Forty-meter opera- 
tion is accomplished by premixing the 5-MHz VFO 
output with the 21.5-MHz heterodyne oscillator to 
generate a mixer injection signal at 16.5 to 16.0 
MHz. When combined with 9 MHz, 40-meter 
operation is obtained. The remaining bands, 10 and 
15 meters, are produced with a 25-MHz HFO. On 
15 meters, the VFO is mixed with the 25-MHz 
HFO to produce a 30.0 to 30.5-MHz premixer 
output. When mixed with the 9-MHz i-f, the result 
is the 21.0 to 21.5-MHz amateur band. For 10 
meters, the VFO is mixed with the 25-MHz НЕО, 
and the 20.0 to 19.5-MHz product is selected from 
the premixer output. Combined with the 9-MHz 
if, coverage of the 29 to 28.5-MHz portion of the 
10-meter band is provided. This premixing scheme 
produces a few minor operational quirks. Sideband 
inversion or VFO tuning inversion occurs on some 
bands because of down conversion in one of the 
mixer stages. For this reason, the sideband posi- 
tions on the mode switch are marked A and B. The 
variable up or down premixing conversion does not 
make it practical to offset the VFO to compensate 
for changes in frequency when sidebands are 
changed. This would result in an error of a few kHz 
when using a mechanical dial arrangement, but the 
counter quickly displays the new frequency. The 
counter is programmed to correct for VFO tuning 
inversion on those bands where it occurs. 


The VFO and НЕО 


An MPF-102 JFET Colpitts oscillator is the heart 
of the VFO. The gate of the MPF-102 is diode 
clamped to minimize harmonic generation on 
positive voltage peaks. Two transistor buffer stages 
follow to reduce the effects of loading and to 
provide an amplified lowámpedance VFO output. 
Receiver offset tuning which is provided by a diode 
across the main-tuning capacitor allows up to a 
3-kHz offset during receive. Voltage for the 
MPF-102 is regulated. The Zener will dissipate heat 
and should not be located in close proximity to 
frequency determining components. Main-tuning 
capacitor, СІ, is a rather costly item and was used 
because one was made available for this project; it 
is one of the better capacitors available for VFO 
service. The large value of fixed-input capacitance 
associated with the Colpitts oscillator swamped СІ 
and it was not possible to obtain full 500-kHz VFO 
range with the LC ratio. L2 serves to expand the 
frequency coverage available with the 35-pF сарас- 
itor to a little over 500 kHz. The VFO tuning range 
should be adjusted to give about 20 kHz of overlap 
on band edges. The slug of 11 will largely 
determine total VFO spread, and trimmer capaci- 
tor C, (45 pF across СТ) is used to set the VFO 
frequency. Both adjustments will interact. 
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Block diagram for the K1ZJH transceiver. The counter circuit is not included. 


The VFO circuit board and associated VFO 
components were mounted on a 1/8-inch thick 
aluminum plate for mechanical rigidity. The gear 
drive mechanism (not available commercially) has а 
gear ratio of 16:1 providing about 33 kHz per dial 
revolution. This is about the fastest tuning rate 
desirable for comfortable tuning of ssb signals. 

The internal speaker is located within the VFO 
enclosure (just below the VOX amplifier). This is a 
compromise necessitated because of tight cabinet 
space. Fortunately the VFO is not microphonic, 
and when possible, a larger and better sounding 
external speaker is. used. The photographs reveal 
the counter board which is located directly 
beneath the VFO. During operation, the compo- 
nents on this board get warm and radiate con- 
siderable heat. However, after about a 15-minute 
warm-up period, thermal equilibrium is reached, 
and VFO drift stabilizes to less than 100 Hz per 
hour. 

Polystyrene capacitors should be used where 
indicated. These have a better tolerance to temper- 
ature variations (either from external sources or 
internal rf heating) than their silver mica counter- 
parts. Mica capacitors can become leaky with age 
because of dielectric deterioration, a bane to stable 
VFO operation. Drifting can be reduced by select- 
ing the “N” coefficient of trimmer C,. An N-500 
capacitor was optimum compensation for this unit. 


Any harmonics generated in the VFO buffer stages 
are reduced in a half-wave filter. The VFO output 
level is adjustable by a 500-оһт composition 
trimmer, and should be set for 100 millivolts peak 
to peak to supply proper injection levels for the 
MC1496 mixers. On 20 and 80 meters, the VFO 
directly feeds the MC1496 balanced mixer. On 10, 
15 and 40 meters, the VFO output is premixed 
with one of the HFO oscillators in the MC1496 
premixer to produce the appropriate injection 
range for the mixer. 

The HFO oscillators are used only on 40, 15 
and 10 meters. Only one HFO oscillator is active at 
any one time; the operating voltage for the 
appropriate HFO is supplied through band-switch 
section nine. On 40 meters, the 21.5-MHz oscilla- 
tor is active, while on 15 and 10 meters the 
25-MHz oscillator is used. Except for the operating 
frequency, both oscillator circuits are identical. 
The HFO circuit board is mounted on the rear 
VFO partition. The crystals used in ће НЕО are 
inexpensive, general purpose (third overtone) types 
supplied by International Crystals. 


The HFO Premixer and Preselector 


The doubly-balanced design gives adequate 
isolation of the input signals and only one tuned 


168 НЕ TRANSMITTING 


10-Meter Post Amplifier 


Fig. 1. — Circuit diagram for the transceiver VFO, 

НЕО, and mixer. 

Ci — 35-pF variable (Millen 28035MKBB ог 
equiv.). 

L1 — 24 turns Мо. 26 enam. on 1/2-inch ceramic 
form tuned with a red slug. 

L2 – 9 turns No. 20 enam. on T-50-2 core. 

L3, L5 — 18 turns No. 24 enam. on T-50-2 toroid 
core. 

L4, L6 — 2 turns No. 24 enam. over L3 and L5 
respectively. 

L7 – 19 turns No. 24 enam. on T-50-2 toroid core. 

L8 — 2 turns No. 24 enam. over L7. 

L9 — 9 turns No.24 enam. on T-50-2 toroid core. 

L10 — 2 turns No. 24 enam. over L9. 

L11 — 14 turns No. 24 enam. on T-50-2 toroid 


core. 
L12 — 2 turns No. 24 enam. over L11. 

УЯТ — silicon, 1000 PRV, 1 A. 

Y1 — 21.5 MHz third-overtone general-purpose. 
Y2 — 25.0 MHz third-overtone general-purpose. 


stage is needed for each premixer output. The 
necessary 500-kHz pass band is easily obtained. 
Voltage for the premixer is supplied through 
band-switch section nine only on 40, 15 and 10 
meters. The premixer is mounted in the VFO 
enclosure on the partition shield parallel to the 
bandswitch. HFO injection measured on pin 8 of 
the MC1496 premixer should be to 700 millivolts 
р-р. VFO injection supplied to pin one should be 
in the area of 35 millivolts p-p; if not, the 130-pF 
coupling capacitor can be changed accordingly. 
Injection levels to both MC1496 mixer stages are 
al. When using higher injection levels spurious, 
raspy buzzsaw sounding signals will be heard 
randomly as the receiver is tuned across the bands. 
Motorola mentions likelihood of self oscillation 
when the devices are driven from a high-impedance 
«source. Low-impedance drive sources are used in 
the transceiver. Careful regulation of the maximum 
mixer injection levels seems to be the best safe- 
guard for stable MC1496 mixer operation. 

Band-switch section five selects the correct 
premixer LC output network. These are mounted 
on the premixer pe board, and leads between the 
bandswitch and premixer should be short and 
direct. The low-impedance outputs are brought to 
band-switch section six in a braided shield. Section 
six selects the proper injection signal for the 
receiver-transmitter mixer and the counter input 
shaping circuit, 

The preselector circuitry is located near the 
front of the transceiver, adjacent to the VFO 
compartment. It is shielded on three sides by the 
front panel, a VFO compartment partition, and the 
rear partition separating the preselector and 
receiver-transmitter mixer compartments. The pre- 
selector circuit is fairly conventional using two 
MPF-102 FETs in cascade configuration. Gate bias 
is under alc/age control. Resistive loading of the 80 
and 40 input links reduces excessive and unneeded 
gain on these two bands. Band-switch sections one, 
two, three and four are dedicated to preselector 
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coil switching. Section two should be shielded 
from section three to isolate the input and output 
stages of the preselector. The shield is grounded 
directly to the adjacent shield partition separating 
the VFO and preselector compartments. Shielding 
fabricated from thin copper flashing on the pre- 
selector pc board further isolates the input and 
output circuitry. The center shield of the pre- 
selector tuning capacitor is grounded with a short 
section of braid to a pc board shield directly 
beneath it. The higher frequency coils were placed 
closest to the band switch permitting short lead 
lengths. 

Both input and output impedances of the 
preselector are approximately 50-70 ohms. Relays 
К1 and K2 switch the preselector between the 
receiver and transmitter portions of the transceiver. 
The author acquired a handful of these miniature 
relays, and they are used in several areas of the 
transceiver to switch rf. The use of relay switching 
may seem archaic in a modern transceiver but these 
little relays are quiet, offer a good degree of 
switching isolation, readily switch low-impedance 
rf with minimum loss, and are available surplus at 
reasonable prices. On receive, the preselector input 
comes from the antenna relay through a rf attenu- 
ator gain control. This method of gain control is 
not only effective, but does not affect the total 
dynamic age range of the receiver. On 80 and 40 
meters the gain and noise figure of the preselector 
is of little practical value and the rf-gain control 
will likely be run with almost full attenuation on 
these bands to allow for good, strong-signal 
handling characteristics in the receiver. The pre- 
selector output in receive goes to the receiver- 
transmitter mixer stage for conversion to the 
9-MHz receiver i-f. In transmit, the preselector 
input is switched to the receiver-transmitter mixer 
output. The preselector output, through an attenu- 
ator rf-drive-level control, goes to the transmitter 
power amplifier chain during transmit. 


10-Meter Post Amplifier 
and Receiver-Transmitter Mixer 


It was found that both the preselector and 
transmitter power chain suffered from a lack of 
pep on ten meters. To improve receiver and 
transmitter performance on 10 meters, a 28-MHz 
post amplifier was incorporated. The post ampli- 
fier, а MFE-121 dual-gate MOSFET, like the 
preselector, is under alc/agc control, Operating 
voltage is supplied to the post amplifier through 
band-switch section nine on ten meters. Powering 
the amplifier energizes relay K2 placing the ampli- 
fier in line with the-low-impedance output of the 
preselector. The three tuned stages of the post 
amplifier offer a large degree of selectivity and 
require careful stagger tuning to obtain uniform 
gain across the 10-meter band. Stability of the 
amplifier was achieved by stagger tuning and by 
resistive loading of the input stage. Placement and 
shielding of the amplifier stage are critical. 

‘One mixer does the necessary conversion func- 
tions for both the receiver and transmitter sections 
of the transceiver. Another Motorola MC1496 IC is 
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used in the receiver-transmitter mixer, and the 
circuit is quite similar to the premixer stage. Like 
the preselector, miniature hermetic relays are used 
to switch the mixer between receive and transmit 
functions. Injection levels to the  receiver- 
transmitter mixer are critical. Ninety millivolts p-p 
should be measured at pin 4 of the MC1496 mixer. 

In receive, the mixer output is matched to the 
560-оћт crystal-filter impedance with a pi- 
network. During transmit, individual fixed-tuned pi 
networks for each of the five bands are selected by 
band-switch sections seven and eight to couple and 
match the receiver-transmitter mixer output to the 
preselector. The pi networks also offer selectivity 
and rejection to out-of-band signals. 

Because individual wiring techniques and parts 
tolerances vary, the values for coils L24A-E and 
capacitors C12A-E are approximate. Ceramic or 
mica trimmers may be substituted for the fixed 
values specified for CI2A-E. Note that these 
capacitors and toroidal coils L24A-E were mount- 
ed on, and supported by, band-switch sections 
seven and eight. 


core. 
121 — 3 turns, No. 26 enam. wound оп 1.20. 


VR1 — 100 PRV, 1 A. 


core. 
L20 — 19 turns, No. 24 enam. wound on a T-37-2 


core. 
L19 — 15 turns, No. 24 enam. wound on a Т-37-2 


core. 
L16A — 33 turns, No. 24 enam. 


L16B — 3 turns, No. 24 enam. 
L16C — 3 turns, No. 24 enam. 
L16D — 1 turn, No. 24 enam. 


L16E — 1 turn, No. 24 enam. 
L18 — 16 turns, No. 24 enam. wound on a Т-23-2 


L17-— 2 turns, No. 26 enam. wound over L18. 


LF Crystal Filter 

The Essel M9A filter is used with good results 
in the transceiver. Because the filter directly affects 
the receiver selectivity, transmitter bandwidth and 
carrier suppression, a good quality filter is manda- 
tory. KVG, Swan and others offer ssb filters that 
would be suitable for use in this transceiver. Diode 
switching selects the proper filter paths for trans- 
mitter ог receiver operation. Filter ports Rxa and 
Rxb are associated with the receiver; likewise, 
ports Txa and Txb are used with the transmitter 
circuitry. Modern eight-pole filters are capable of 
more than 100 dB of stop-band attenuation and if 
they are to be used to full advantage, care is 
required to maintain good isolation between filter 
ports. 


toroid core. 
L14B, L15B — 23 turns, Мо. 24 enam. on a T-50-2 


core. 
L14E, L15E — 10 turns, No. 22 enam. on a T-50-2 


core. 
L14D, L15D — 10 turns, No. 22 enam. on a T-50-2 


core. 
L14C, L15C — 12 turns, No. 24 enam. on a T-50-2 


L14A, L15A — 70 turns, No. 26 enam. on a T-50-2 


K1, K2, КЗ — 12 V de dpdt. 
L13A — 4 turns, No. 24 enam. 
1138 — 3 turns, No. 24 enam. 
L13C — 1 turn, No. 24 enam. 


L13D — 1 turn, No. 24 enam. 
L13E — 1 turn, Мо. 24 enam. 


The I-F Stages, Product Detector and AGC/ALC 


The if stages, product detector and agc/alc 
circuits are contained on one pc-board assembly. 
The if stages are under alc/agc control; age voltage, 
applied to pin seven of the CA3028A if amplifiers 
varies, from two volts for minimum gain to 12 
volts during periods of no арс action. The two if 
stages can produce over 50 dB of gain and, without 
adequate shielding and power supply decoupling 
between stages, instability can develop. Toroidal 
cores in the tuned if stages reduce the chance for 
unwanted interstage coupling. The turns ratio of 
input transformer L25-L26 performs impedance 
matching between the filter and i-f stages. Capaci- 
tive dividers perform impedance transformations 
between the i-f stages and to the product detector. 
The output of the last if stage is heavily loaded to 
prevent overdriving the product detector and to 
help stabilize the if stages. The MC1496 product 
detector has a dynamic range of 90 dB and a 12-dB 
conversion gain. Output filtering is simplified as 
the double balanced design reduces the level of the 
i-f signal or BFO energy appearing in the output. 
Two hundred millivolts p-p of BFO energy are 


Pre- 


ransceiver 
ier. 


47 ohms. R1C, R1D, and 
cores are from Amidon 


10-meter post атр! 


and 


selector inductors and capacitors are assigned a 
suffix A for 80 meters, B for 40 meters, C for 20 
meters, D for 15 meters, and E for 10 meters. ВТА 
C4 — 100-pF per section dual (Millen 26100RM or 


Fig. 2 — Circuit diagram for the 


preselector 


С2А-Е, СБА-Е — 45-pF trimmer. 
C3D, C3E, C6D, C6E — not used. 


ВТЕ are not used. Тогой 
C3A, C6A — not used. 


Assoc. 
СЗС, C6C — 62 pF. 


is 27 ohms and R1B 
C3B, C6B — 120 pF. 
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558 Generator and Associated Circuits 


Fig. 3 — Circuit diagram for the transmitter power 

chain. See Table | for capacitor values. 

CR1 — 1N2154 

КА — 12 V de, spdt. 

L21A — 18 turns, No. 16 enam. 
Inductance is a 1.9 uH. 

L21B — 15 turns, No. 16 enam. 
Inductance is 1.08 uH. 

L21C — 10 turns, No. 16 enam. 
Inductance is 0.57 uH. 

L21D — 9 turns, No. 16 enam. 
Inductance is 0.41 uH. 

L21E — 8 turns, No. 16 enam. 
Inductance is 0.33 uH. 

L22A — 16 turns, No. 16 enam. wound on a 

Т-80-2 core. Inductance is 1.46 uH. L22B — 13 


on a Т-80-2 core. 
on a Т-60-6 core. 
on а T-60-6 core. 
on a Т-80-6 core. 


on a T-80-6 core. 


supplied to the product detector. Part of the if 
output is sampled and amplified by a CA3028 rf 
amplifier. The amplified if signal is detected in a 
diode voltage doubler, and the dc signal is fed to a 
cascaded dc amplifier using a 2N3903 and а 
2N3905 transistor. The 23905 controls the S 
meter and supplies the alc/agc control voltage. The 
agc/alc control bus is a common line, allowed by 
bilateral stages common to both receiver and 
transmitter functions. 

Two авс ranges select fast or slow арс charac- 
teristics. The one-mA S meter, a small surplus 
movement, indicates relative received signal 
strengths and transmitter alc levels. In transmit, 
voltage is not supplied to the i-f stages, product 
detector or CA3028 age amplifier. The 2N3903 
and 2N3905 dc amplifiers remain active, and alc 
voltage developed in the PA is fed back to the dc 
amplifiers for alc control voltage generation. 


Audio Amplifier 


A large variety of IC amplifiers is available that 
could be used in the audio stage of the transceiver. 
A Sprague 2277 was used as it was readily available 
at a nearby Radio Shack store. The RS-2277 is 
actually two two-watt rms amplifiers in one pack- 
age and was intended for small stereo systems. It 
requires a minimum of external components and 
provides good gain. Only one section of the 2277 
was used. It delivers slightly less than two watts 
with the 14.5-volt supply. Large ground foil areas 
left on the pc board will provide a satisfactory 
heatsink for the IC. The amplifier runs continu- 
ously to allow sidetone monitoring for cw oper- 
ation. The 1500-uF capacitor from pin 14 of the 
2271 is needed for decoupling and stable opera- 
Чоп. The audio output will drive most low- 
"impedance loads. Cw selectivity is obtained 
through a simple bandpass audio filter built from 
44-mH telephone loading coils, and the 1000-Hz 
filter is adequate for casual ew operation. 

A sharper filter skirt may be obtained by 
removing the two 2700-ohm resistors across the 
44-mH coils (at the expense of a noticeable 
increase in ringing). During cw operation, the 
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turns, No. 16 enam. on а T-80-2 core. Inductance 
is 0.76 uH. 

L22C — 9 turns, No. 16 enam. on a T-806 core. 
Inductance is 0.41 uH. 

L22D — 8 turns, No. 16 enam. on a T-80-6 core. 
Inductance is 0.27 uH. 

122Е — 7 turns, No. 16 enam. on a T-80-6 core. 
Inductance is 0.19 uH. 

ВЕСТ — Six beads from Amidon. 

RFC2, RFC3 — One bead from Amidon. 

T1 — Primary 6 turns ct; secondary 2 turns ct. See 
text. 

T2 — Primary 4 turns ct; secondary 6 turns. See 


text. 
T3 — 26 turns, No. 30 enam. on 0.3 in, 01 type 
core. 


sidetone oscillator is active on keydown and is fed 
to the audio amplifier. The amplifier assembly is 
small and is located parallel to the front panel 
behind the audio-gain control. 


The SSB Generator and Associated Circuits 

The two sideband crystals are those supplied by 
the filter manufacturer and should be set to the 
frequencies recommended. Rather than using a 
third crystal for cw generation, it is possible to pull 
the 9,0017-MHz crystal within the filter passband 
with a diode-switched mer. For cw generation 
the BFO oscillator transistor emitter is keyed. 
When receiving in the cw mode, relay contacts K7B 
energize the BFO for product detector and counter 
operation. During sideband operation, contacts of 
mode switch S1B prevent keying the BFO. While in 
cw operation, voltage is supplied to the twin-tee 
sidetone oscillator by the contacts of S1A of the 


Top view of the transceiver. 
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mode switch. The emitter of the sidetone oscillator 
transistor is also keyed during cw operation. 
Isolation diode CR4 prevents relay contacts of 
K7B from activating the sidetone generator in 
receive which could result in false tripping of the 
semi-break-in circuit. Because the BFO signal is a 
part of the display frequency, during key-up 
periods in transmit the display readouts are 
blanked. 

Mode switch contacts S1A supply voltage to 
the mic amplifiers in either sideband position. An 
RCA CA3018A transistor array in the VOX circuit 
reduces the number of active components to a few 
devices. In the sideband positions, mode switch 
contacts of S1C feeds audio to the VOX circuit for 
normal VOX operation. In cw, contacts of S1C feed 
sidetone audio to the VOX input allowing semi- 
break-in operation, if desired. The VOX gain, delay 
and anti trip controls are front-panel mounted for 
accessibility. 

The VOX circuit energizes relay K7. This relay 
does voltage switching and primarily controls 
receive or transmit operation. When VOX opera- 
tion is not desired, the mic PTT contacts will 
manually key K7, ora front-panel mounted switch 
allows the transceiver to be locked in transmit. The 
VOX assembly is mounted to the speaker support 
bracket within the VFO compartment. Another 
Motorola MC1496 IC is used for the balanced 
modulator. Audio is fed to pin four of the IC, BFO 
injection to pin eight. Best carrier rejection at 9 
MHz results with 80 millivolts p-p of BFO injec- 
tion. The BFO level may be varied by changing the 
value of the 82-pF coupling capacitor. A multiturn 
trimpot is used for the carrier balance control to 
allow for accurate and stable nulling of carrier. 
Because no rf is present on the carrier balance 
control it may be mounted away from the 
sideband generator. During cw operation the car- 
rier balance is deliberately upset by placing a 
potential on pin one of the MC1496, permitting 
the BFO energy to pass through the modulator 
stage. The balanced modulator is not powered 
during receive conditions which prevents spurious 
9-MHz signals from reaching the filter and the 
receiver i-f stages. Besides the modulator, BFO 


TABLE! 
Capacitor values in pF, 
C7A — 560 C10A — 300 
C7B – 270 C10B — 160 
С7С - 150 C10C – 75 
С7р ~ 100 CIOD ~ 51 
СТЕ – 68 CIOE - 39 
СВА — 100 СПА — 390 
C8B – 51 СІВ ~ 200 
С8С – 24 сис - 100 
C8D – 15 С11р — 68 
СВЕ – 10 СПЕ ~ 51 
CIA – 910 C12A – 62 
C9B – 500 C12B — 43 
СӘС — 250 СІ2С — 10 
C9D — 160 C12D - 22 
C9E — 120 CI2E — None used 
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Bottom view of the transceiver. 


injection is supplied to the product detector and to 
the BFO counter-prescaler circuit. Excessive radia- 
tion of the BFO signal, through careless shielding 
or bypassing, could reach the i-f stages causing agc 
action or i-f blocking to occur. 


Transmitter Power Chain 


The development of a high-gain broad-band 
power amplifier able to span 30 MHz can be 
difficult, Fortunately, two previously published 
articles laid the basic ground work for the trans- 
ceiver's power chain.’ The circuitry was intended 
for 20-meter service and to obtain adequate perfor- 
mance at 10 meters required several circuit re- 
visions, This included replacing the 2N2102 stages 
with 2N3866 transistors. The CA3028 predriver, 
like the preselector and 10-meter postamplifier, is 
under alc control. Drive to the predriver stage is 
manually regulated by the drive-level control. А 
low-frequency rolloff RC network after the drive- 
level control helps to equalize for the decrease in 
transistor gain at the higher frequencies. The 
push-pull output of the predriver drives two class 
AB 2N3866 emitter follower stages. These, in turn, 
drive two push-pull AB 2N3866 transistors in 
common-emitter configuration. Heatsink fins are 
needed on the 2N3866 transistors. 

The final amplifier is а 12-volt version of one 
described by Lowe.? Construction of T1 and T2 is 
somewhat unconventional. The original amplifier 
described by Lowe was designed for 28-volt орега- 
tion allowing the use of inexpensive surplus tran- 
sistors. Since 14.5-volt circuitry is used for the rf 
stages, this involved changing the turns ratios of T1 
and T2 and necessitated using 12-volt transistors in 
place of the 2N3632s. Degenerative feedback in 
the PA circuit improves linearity with a small 
sacrifice in output power. Excessive rf drive causes 
the CA3028 predriver to saturate before danger- 


jail, "Single Band SSB Transceiver,” Ham 
are Nov., 1973. 


“A 15-Watt Output Solid-State Linear 
mers tor 3.5 to 30 MHz," QST, Dec., 1971. 
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Fig. 4 — Circuit diagram for the i-f filter switching 

circuit and for the receiver-transmitter mixer sec- 

tion. See Table 1 for capacitor values. 

K5, K6 — 12 V dc, spdt. 

L23 — 40 turns. No. 28 enam. wound on a T-50-2 
core. 

L24A — 62 turns, No. 26 enam. wound on a 
T-50-2 соге. 

L248 — 35 turns, No. 26 enam. wound on a Т-50-2 
core. 

L24C — 22 turns. No. 22 enam. wound on a T-50-2 


core. 

L24D — 12 turns, No. 22 enam. wound on a 
Т-50-2 core. 

L24E — 4 turns, No. 22 enam. wound on a T-50-2 
core. 


ously high base currents are reached in the final 
amplifier. 

T3 samples PA rf output. The secondary of T3 
is detected to produce a proportional alc dc 
output. Alc action is regulated by a front-panel alc 
control. The 2N2222 alc amplifier increases the dc 
signal to a level usable for the cascaded dc alc/agc 
amplifier. The 1N34 diode prevents the 390-ohm 
2N2222 emitter resistor from loading the agc 
voltage developed in the voltage-doubler detector. 
Because of the broad-band nature of the amplifier, 
undesirable energy could be readily coupled to the 
antenna. Five elliptical low-pass filters, one for each 
individual band, are used to filter the transmitter 
output. Band-switch sections 10 and 11 select the 
appropriate filter for the band in use.*. 

The power chain was built on double-clad 
epoxy board. A 12-volt power amplifier develops 
large rf currents, and stable efficient operation 
demands low-impedance ground paths. The top foil 
was left on the board to form a ground plane. 
Leads above ground going to lower foil runs are 
isolated by reaming away copper around the lead 
holes, Leads going to lower ground foil runs should 
also be soldered to the upper ground plane foil for 
good bonding and to reduce ground loops. The 
board was mounted in a section of 1/8-inch 
aluminum channel that serves as a shield and a 
heatsink for the final transistors. The PA transis- 
tors were mounted directly on the aluminum 
channel. The use of metal spacers and screws to 
mount the board to the aluminum channel assured 
adequate rf grounding. 

Spectral analysis of the two-tone ssb output 
signal shows third-order IMD products to be 27 dB. 
down at full power. With a slight reduction in 
drive, better than 30 dB are obtainable. Broad- 
band white noise, harmonics and other undesirable 
spurious signals are well within acceptable mini- 
mum levels. Because excessive drive levels cause 
saturation of the CA3028 predriver, it is good 
practice not to use excessive drive on cw to keep 
harmonic generation at a minimum. Total trans- 
mitter current drain is monitored with а three- 
ampere meter movement. Proper drive levels for 
ssb operation must be initially determined using an 


З Schubert, “Lowpass Filters for Solid State 
Linears," Ham Radio, March, 1974. 
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Transmitter Power Chain 


Fig. 6 — Circuit diagram for the sidetone generator, 

the ssb generator, the BFO, and VOX. All un- 

marked diodes are 200 PRV, 1 A. 

K7 — 4pdt, 12 V dc, 185-ohm coil (Allied Control 
Т-163-4С or equiv.). 

132 — 40 turns, Мо. 28 enam. on а T-50-2 core. 

L29 — 32 turns, No. 26 enam. on a T-50-2 core. 

L30, L31 — 2 turns, No. 26 enam. wound over 
129. 

T4 — Audio type, 800-оћт to 10,000-ohm 
(DO-T23 UTC or equi 

T5 — Audio type, 10-оћт to 100-ohm (Argonne 
AR171 or equiv.). T 
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oscilloscope. Once correct peak current is deter- 
mined, the alc control should be set to show signs 
of alc action on voice peaks. The peak meter 
reading depends on the characteristics of the meter 
used and upon the voice characteristics of the 
operator. 


Band-Switch Notes 


The 11 section ceramic band switch used in the 
transceiver is assembled from several switches 
removed from scrapped electronic assemblies. 
Various switch manufacturers sell the necessary 
wafer and drive assemblies to produce almost any 
custom switch required. If available, a fiber drive 
shaft will reduce unwanted coupling between 
switch sections. Shields are needed -for isolation 
between switch wafer sections 2 and 3, 4 and 5,6 
and 7, 8 and 9, and between 9 and 10. These 
shields are grounded to nearby shield partitions. 
The metal switch hardware at the end of the 
assembly should be grounded. In the author’s unit, 
the vertical elliptical-filter pc board was supported 
in part by the rear of the switch assembly, and 
ground foil remaining on the board provided a 
low-impedance ground path to the chasis. The 
transmitter power runs straight through from the 
mixer output representing a large value of in-line 
gain produced by the preselector and power chain 
circuitry. It doesn’t take much unwanted coupling 
to produce feedback paths. Careful shielding, 
bonding, and elimination of ground loops are 
important for stable operation. 


Power Supply 

The power supply provides regulated 5-volts dc 
and 14.5-volts dc Гог the transceiver. The five-volt 
supply is for the TTL logic and LED displays in the 
frequency counter; the 14.5-volt supply powers the 
rf and audio sections. A National LM 309 or 
Fairchild 7805 IC is the heart of the 5-volt supply. 
The IC has internal current limiting and automatic 
over temperature cutoff for self protection. The 
output is electronically filtered. A series resistor 
reduces heatsink requirements for the 5-volt regu- 
lator. 

The 14.5-volt supply centers around a Fairchild 
7815 regulator. This IC has the same features of 
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Rear view of the transceiver. 


the 7805 except it furnishes 15 volts. Because the 
7815 alone will not meet the current demands of 
the transceiver, two MJE-3055 pass transistors are 
used to amplify the current capability of the 
14.S-volt supply. Both pass transistors and IC 
regulators require a heatsink. The dropping resistor 
for the S-volt regulator should be mounted so that 
it will dissipate heat without adversely affecting 
nearby circuits. An SCR crowbar circuit blows the 
power supply fuse if regulator or pass transistor 
failure allows more than 18 volts to appear on the 
14-volt line. Large transients will also activate the 
SCR. 

If battery operation is contemplated, the 5-volt 
regulator should be operated directly from the 
14.4-volt source without the series dropping resis- 
tor. Operation directly from an 18- to 28-volt 
supply may be accomplished, provided the regu- 
lators and pass transistors are used for voltage 
reduction. 


The Frequency Display 

Two separate amplifiers and scaler stages are 
used to amplify and shape the rf voltage levels to 
be TTL compatible. Since the 74192 up-down 
counters will only operate reliably to 25 MHz in 
this application, each counter input is prescaled by 
a factor of ten. The highest scaled input to the 
counter will be about 3 MHz on 15 meters from 
the 30-MHz premixer output. The BFO amplifier 
uses a 7404 hex inverter biased for amplifier 
service, and amplifies and shapes the 9-MHz BFO 
signal to a S-volt logic level. A 7490 decade 
counter divides the BFO signal down to 900 kHz. 
These amplifiers and scalers should be well shielded 
and bypassed as their harmonics radiate well into 
the hf region. A MC1350 IC serves to amplify, as 
applicable, either the premixer or VFO output. 
Another 7404 hex inverter is used to further 
amplify and shape the rf signal to a usable logic 
level. It was found that a 7490 would not operate 
reliably in the presence of an rf field with the 
maximum 30-MHz premixer output. The solution 
was to use a high speed 745114 аза divide-by-two 
prescaler followed by a 7490 divide-by-five stage. 

The basic counter circuit evolved from an 
article appearing in the 1974, May-June issue of 
the Air Force MARS Newsletter. As originally 
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Fig. 7 — Circuit diagram for the cw filter, the 
counter scalers and amplifiers, and the audio 
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amplifier stage for the receiver. 
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Fig. 8 — Circuit diagram far the diode matrix to select the preselector output for the up-down converters. 
is a 12-V dc dpdt unit. All diodes are power type, 200 PRV, 1 A. 


intended, the counter was designed to count up the 
high-frequency oscillator of a Swan transceiver, 
and then change over and count down to 5.5-MHz 
carrier generating oscillator; the difference of these. 
two (the operating frequency of the transceiver) 
would then be transferred, latched and displayed. 
With the premixing arrangement used in this 
transceiver, it is necessary to count up or down 
either the premixer or BFO signals. On 20 and 10 
meters, a double up count of the BFO and 
premixer signals is needed to reproduce the trans- 
ceiver operating frequency. 

Fig. 8 illustrates the use of Ul, а 7400 gate. 
This gate, in conjunction with a diode matrix from 
band-switch section nine, serves to select the 
appropriate prescaler output for the up- or down- 
counter inputs. Relay КВ is energized on 20 or 10 
meters allowing two sequential up counts of the 
scaler outputs to occur in lieu of the normal 
up-down count sequence. 

The three 74164 registers form the gating 
circuit for the counter. With initially all of the 
registers at zero, the first ten clock pulses enable 
the up-counter gate; the down counter is disabled. 
The eleventh clock pulse disables the up-counter 
input, and enables the down-counter input until 
the 20th clock pulse, when both inputs are 
disabled. On 10 or 20 meters, the eleventh clock 
pulse enables the second up-counter input and 
disables the first up-counter input (U18A-B). 

On the 22nd clock pulse, the 7475 latches are 
set with the count present at the 74192 outputs. 
The 22nd pulse also clears both the 74192 coun- 
ters and 74164 gating registers. Because it is 
possible for the 74192 counters to be reset before 
the 7475s latch, causing a loss of the count, 
inverters U13E and U13F provide a small time 
delay before clearing the 74192 counters. 

The counter displays four digits. With the 


100-Hz clock rate selected, the hundreds of kHz, 
tens of kHz, kHz, and hundreds of Hz are 
displayed. A complete counter cycle takes 200 ms, 
which provides rapid updating of changes in 
operating frequency. A selectable 10-Hz clock rate 
allows displays to within 10 Hz to be displayed, 
with a loss of the 100-kHz position and a 2.2- 
second counter update period. The MHz decimal 
point to the left of the MSD is illuminated to 
indicate when the higher clock rate is selected. 

The counter was assembled on a small square of 
Vectorbord. This allowed numerous circuit changes 
to be made in the construction of the counter. The 
counter circuitry, like the prescalers, generates 
large amounts of rf hash and should be well 
bypassed and shielded from the receiver circuitry. 
The use of sockets is recommended. Ideally the 
counter should be constructed on double-sided pc 
board with an upper ground plane. The readouts 
were mounted in a Monsanto MHOAC circularly 
polarized bezel. In operation the last digit varies up. 
to +1 count, possibly caused by the random loss of 
One or two counts depending upon the phase 
relationship between the gating clock pulses and 
the counter input signals. Placing the scalers after 
the counter gating may have eliminated this condi- 
tion, but it is only a minor annoyance. 

A double-pole center-off switch is used to select 
the 10-Hz or 100-Hz clock rate. The center-off 
position removes the 5-V dc supply to the counter 
circuitry, allowing considerable power savings 
when the counter is not needed. The counter adds 
a touch of class to the transceiver as well as 
operating flexibility and convenience. On the 
minus side, it must be admitted that a substantial 
portion of the transceiver power requirements and 
cost are represented in the counter section. Some 
amateurs may wish to forego the counter in favor 
of substituting a mechanical dial arrangement. 


Transceiver Alignment 
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Fig. 9 — Circuit diagram for the counter circuits. 


Transceiver Alignment 


It is assumed that the builder is experienced in 
aligning ssb equipment, and space permits only a 
cursory alignment procedure to be outlined. Access 
to a wideband calibrated oscilloscope is tecom- 
mended. The VFO range can be set with either а 
frequency counter or general-coverage receiver. 
Disabling the BFO prescaler and selecting 80 or 20 
meters will allow the internal counter to display 
the VFO frequency. 

The BFO tank should be adjusted so the 
oscillator will start reliably when power is applied. 
The trimmer for the BFO crystals should be set 
using a counter. If one is not available, disable the 
premixer prescaler and use the internal counter. On 
40 meters, the 21.5-MHz НЕО should be adjusted 
so that it starts reliably. The 25-MHz oscillator 
should be adjusted in a similar manner on either 10 
or 15 meters. Set both of the MC1496 mixer 
balancing pots to mid position. On the appropriate 
bands, adjust the premixer tanks for maximum 
output at mid band. Use an rf voltmeter or suitable 
scope on the low-impedance premixer output for 
these measurements. With the scope still on the 
premixer output, carefully adjust the balance pot 
until input injection feedthrough is minimal. 
Adjust the 9-MHz if receiver stages using a signal 
generator. Adjust for maximum S-meter deflection. 
The 9-MHz receiver-transmitter mixer output can 
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be tuned in a similar fashion. The third harmonic 
of the VFO will beat with the 25-MHz oscillator to 
produce a strong 9-MHz signal on 10 and 15 
meters. Tune the receiver to 28.666 MHz. Care- 
fully null the signal using the receiver transmitter 
mixer balance pot. The preselector coils may be 
peaked om receive using a signal generator, or by 
on-the-air signals. Verify that the MC1496 mixer 
injection levels (including balanced modulator and 
BFO) are correct. In cw transmit, peak the 9-MHz 
balanced modulator output. If transmit drive levels 
are low, repeak the preselector coils for maximum 
transmitter drive. In ssb transmit, adjust the 
carrier-balance pot for minimal carrier feed- 
through. Peak the 80 pF receiver-transmitter mixer 
pinetwork loading trimmer for maximum 10- 
meter cw output. 

The mic gain control is fixed. First disable the 
transmitter power chain. Then, using a suitable 
scope, monitor the low-impedance receiver- 
transmitter mixer output. Using the station mic 
and speaking in a slightly louder than normal voice, 
adjust the mic-gain control to a point just below 
where flat topping begins in the receiver- 
transmitter mixer. This insures adequate ssb drive 
levels on 10 and 15 meters. Changing microphones 
will require this procedure to be repeated. 

Preselector tuning during transmit should be 
smooth; if the preselector tuning peaks abnormally 
sharp on some bands, it is a probable indication of 
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Fig. 11 — Circuit diagram for the transceiver power 


95055. 


supply. 02 and ИЗ аге manufactured by Fairchild. 


VR1 is a General Electric type C35B. U1 is from Motorola. T1 is a Stancor RT-204. 


regeneration. Likewise, the drive-level control 
should exercise a smooth linear control over 
output power. In ssb transmit, with the rf-drive 
level at maximum, it should be possible to tune the 
preselector throughout its range with no indication 
of spurious oscillations. 

The receiver performs as well as most on the 


amateur market today. The 20-watt output power 
places the transmitter above the QRP class, al- 
though some discretion is needed when rübbing 
shoulders with high-power stations on a crowded 
band. Reports have praised the audio quality, and 
many stations refused to believe the transmitter 
was running only 20 watts. 


Simple Transmitting Filters 
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SIMPLE TRANSMITTING FILTERS 


While the filters in this chart represent some- 
what obsolete designs, the circuits are likely to be 
encountered because of their popularity. The terms 
wave filters or image-parameter filter are often 
applied to this type of network. А basic limitation 
on image-parameter filters is that a terminating 
impedance that varies in à complicated manner is 
required if the exact filter response is to be 
realized. Consequently, such designs are only 
approximate in nature and should not be used if 
close tolerence on attenuation is required. 

The units for L, C, R, and f are microhenries, 
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picofarads, ohms and megahertz, respectively. If 
the so-called m-derived filter section is to be used, 
the value of m in the chart can be found from 


ris А! (= for the low-pass filter and 
co 


m= ү 1- ( =) “for the high-pass filter. 


where fe is the cutoff frequency and fe is a 
frequency of high attenuation. 
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A 160-METER AMPLIFIER 


Fig. 1 — Front view of the 160-meter amplifier. 
Note the use of perforated aluminum stock to 
permit ventilation of both the rf and power supply 
compartments. The large front-panel knob on the 
right controls C3, while the adjacent knob to the 
left controls C2. The power switch, S1, is con- 
trolled by the smaller knob located beneath C3. 
Both 51 and S2, the meter switch, are mounted 
below the chassis, and 051 is mounted between 
the two switches. 


Anyone who has operated in the 160-meter 
band lately can attest to the fact that interest in 
the "top band" is on the upswing. With only a 
handful оГ manufacturers producing gear for 160, 
this band is somewhat of a “homebrewers’ haven." 
Most operation takes place during the evening 
hours, because the high level of daytime iono- 


spheric absorption makes communication (other - 


than strictly local) all but impossible for low 
powered stations. Summertime static makes things 
even more difficult. At present, amateurs occupy 
this band on a shared basis with various radio- 
navigation services, with maximum input power 
limitations imposed to prevent harmful inter- 
ference from occuring. These restrictions are 
greatest between sundown and sunrise, when the 
potential for interference is at maximum. However, 
during the daylight hours, amateurs in 29 states are 
permitted to use up to 1000 watts power input, 
while in the other 21, the maximum is 500 watts, 
in selected segments of the band.' The amplifier 
described below is for use with 160-meter exciters 
in the 50- to 100-watt output class, for ssb and cw 
operation. 
Circuit Data 

А pair of 572B/T160L triodes are used in a 
cathode-driven, grounded-grid configuration (see 
Fig. 3). A small amount of operating bias is 
provided by the 3.9-volt, 10-watt Zener diode in 


ТА chart of 0.3. and Canadian 160-meter 
sub-allocations is available from ARRL Headquar- 
ters; send a stamped, self-addressed envelope and 
request form S-15A. 


series with the cathode return lead, and the tubes 
are completely cut off during nontransmitting 
periods by opening that lead with K1A to reduce 
unnecessary power consumption and heat gen- 
eration. The other contacts on Kl perform all 
necessary antenna switching functions for 
transceive or separate transmitter/receiver орега- 
tion. Drive power from the exciter is fed to the 
directly heated cathodes through a parallel com- 
bination of three .01 uF disk capacitors, and a 
resonant cathode tank circuit helps minimize the 
amount of drive required. The filament choke, 
RFC2, isolates the driving signal from the filament 
transformer. A B&W FC-15A choke was used here. 
A single power switch, S1, applies 117 V ac to the 
primaries of both the power and filament trans- 
formers simultaneously, as the 572B's require no 
significant warmup time. Sl also activates the 
cooling fan, Bl, and the front-panel pilot light 
assembly, 081. The self-contained high-voltage 
power supply uses a straightforward voltage 
doubler circuit. No-load voltage is approximately 
3100 V de, dropping to 2600 V dc under one 
kilowatt key-down conditions. R2 limits the initial 
surge current to the filter capacitor bank to 
prevent exceeding the current handling capability 
of the rectifier string when the supply is first 
turned on. 

A single 0-1 mA meter is used to monitor either 
plate voltage or cathode current. To measure plate 
voltage, a multiplier consisting of five series- 
connected 1-тедоћт 1-watt resistors with one end 
tied to the B plus line is switched in series with the 
meter to provide a full-scale reading of 5000 volts. 
A 1000-ohm one-watt resistor between the bottom 
of the meter multiplier and ground prevents the 
full B plus voltage from appearing across the meter 
switch, S2, when it is in the other position. To 
measure cathode current, the meter is placed in 


Fig. 2 — Top view of the amplifier. The rf 
components occupy the foreground, while the 
heat-generating power-supply components are vis- 
ible behind the compartment shield at the rear. 


A 160-Meter Amplifier 


Fig. 3 — Circuit diagram for the 160-meter 
amplifier. Fixed-value capacitors are ceramic disk 
unless otherwise indicated. Polarized capacitors 
electrolytic. All resistors are 1/2-watt composition 
unless noted otherwise. 


кв 


18MM. 


B1 — 117-volt axial fan (Rotron Whisper Fan or 


lel combination of one 5000, 2000, and 

silver-mica capacitors. 

C2, C3 — 250-pF air variable, .075-inch spacing (E. 
F. Johnson 154-9 or equiv.). 

C4, C5, C6 — Transmitting capacitor, 1000-pF 
“doorknob” (Centralab 8585 or equiv.). 

CR1-CR12, ind. — 1000 PRV, 25-A silicon 
(Motorola HEP 170 or equiv.). 

051 — 117-volt ac neon pilot lamp assembly. 

J1 — Phone jack. 

32, 33 — Coax chassis-mounting connector, type 
50-239. 

K1 — 3pdt, 10-A contacts, 110-\/ dc coil (Potter 
and Brumfield КОР14015 or equiv.). 


(Continued on next page) 
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L1—1.04H 

L2, L3 — See text. 

МТ — 1-тА dc (Simpson model 2121 or equiv.). 

RFC1 — 1.0 mH, 500 mA (E. F. Johnson 102-752 
or equiv.). 

51 — Spst rotary switch. 

S2 — Dpdt rotary switch. 

T1 — 117-volt primary; secondary 625-0-625 volts 
o int not used) at 450 mA (Hammond No. 
720). 

T2 — 117-volt primary; secondary 6.3 V ct at 10 А 
(Stancor P-6464 or equiv.). 

ТЗ — 117-volt primary; secondary 6.3 V ac. 

МАТ — Zener, 3.9-V, 10-watt (Motorola HEP 
23500 or equiv.). 


parallel with shunt Rl, which remains in series 
with the cathode return lead at all times. To obtain 
а full-scale reading of one ampere, a shunt re- 
sistance of .043 ohms was used with the Simpson 
model 2121 meter, as it has an internal resistance 
of 43 ohms (see Chapter 17). 

As this amplifier is designed for monoband 
operation, the mechanical and electrical com- 
plexities and compromises involved in the band- 
switching of an output network are not a factor 
here. Tuneddink coupling is used in the output 
circuit. The grid of each 572B is tied directly to 
chassis ground, using short leads, to avoid problems 
with instability. Parasitic suppressors 21 and 22 
also contribute to stability. Neutralization is not 
necessary. 

B&W Miniductor stock is used at L2 and L3. L2 
is made from 43 turns of B&W 3034 (No. 14 wire, 
8 tpi, 3-inch dia.) and L3 is made from 39 turns of 
B&W 3030 (No. 14 wire, 8 tpi, 2-1/2-inch dia.). 
The coils are supported on a 10-inch strip of 
bakelite which is mounted on three 1-1/2-inch 
steatite insulating cones. L2 is epoxied into place 
on the side of the bakelite strip nearest the tubes. 
L3 will be partially inserted into the cold end of 
12, and is epoxied into place after initial ad- 
justments have been made. L3 must be able to slide 
freely inside L2 without making electrical contact. 
The first 10 turns of L3 may be covered with a 
layer of Scotch No. 27 glass insulating tape. Leads 
from L3 are made with teflon-insulated flexible 
stranded wire to allow the coil a degree of freedom 
of movement during initial adjustment. Rf output 
from L3 is connected to KIB through a short 
length of RG-58/U coaxial cable. 

Meter shunt КЛ is made by winding 12-1/2 
inches of No. 26 enam. wire around a 1-megohm 


HF TRANSMITTING 


2-watt resistor. If the meter used has an internal 
resistance other than 43 ohms, the appropriate 
shunt resistance value may be wound by referring 
to the copper wire resistance table in Chapter 18. 

Parasitic suppressors Z1 and Z2 are each made 
with 3-1/2 turns of No. 14 enam. wire wound 
around the parallel combination of three 82-ohm, 
l-watt composition resistors, mounted right at 
each plate cap. 

Operation 

The power supply should be tested before rf 
drive is applied to the amplifier. For initial tests, it 
is desirable to control the power transformer 
primary voltage with a Powerstat, while leaving the 
filament transformer primary and fan connected 
directly to the 117 V ac line. Remember at all 
times that lethal voltages exist both above and 
below chassis. Do not make any internal ad- 
justments with the power on, or even with the 
power off until the bleeders have fully discharged 
the filter capacitors (at least 40 seconds with this 
particular amplifier). It is good practice to clip a 
lead from the B-plus terminal to ground after the 
capacitors have discharged, whenever working 
inside the amplifier (remember to remove it before 
applying power!). The tuned-input circuit (11-С1), 
should be checked with a grid-dip meter for 
resonance at the frequency segment of interest. K1 
must be closed during transmit; this may be 
effected by shorting the wire from J1 to ground 
with a relay inside the 160-meter exciter, or with 
an external switch. Starting with a plate voltage of 
about 1500 volts, drive is applied through J2 and 
C2 is adjusted for maximum rf output as indicated 
on an external rf wattmeter or relative output 
indicator. C3 is then adjusted for maximum out- 
put. The plate voltage may now be advanced to its 
normal level. The link may be moved in or out 
(with power off) and C2 and C3 again adjusted 
until the highest efficiency is obtained. At that 
point the link, L3, may be epoxied in place. In the 
amplifier described here, the optimum position for 
L3 was when eight of its turns were inside L2. This 
may be used asa starting point for the adjustment. 
Normal tune-up procedure involves only the ad- 
justment of C2 and C3 for maximum output, 
within the maximum legal power limits, of course. 
During normal operation the 572B anodes may 
glow with a dull red color. The tubes draw about 
50. mA resting current, when K1 is closed and no 
drive is applied. 


A CONDUCTION-COOLED TWO-KILOWATT AMPLIFIER 


One of the major concerns when dealing with 
high power amplifiers is heat and how to reduce it, 
The usual method has been to use a large fan or 


blower, but this solution is generally noisy. By 
using the principles of heat transfer, a noiseless 
amplifier can be made with the use of an adequate 
heat sink and conduction-cooled tubes, 

The amplifier shown in the photographs and 
schematically in Fig. 1 uses a pair of recently 
designed 8873 conduction-cooled triode tubes, The 
circuit configuration is grounded grid and uses no 
tuned-input tank components, When properly ad- 
justed, the amplifier is capable of IMD character- 
istics which are better than can be achieved by a 


А 2-kW Amplifier 


Top view of the 80-through 10-meter conduction- 
cooled amplifier. The chassis is 17 X 12 X 3 inches 
(43.2 x 30.5 x 7.6 cm) and is totally enclosed in a 
shield. A separate partition was fabricated to 
prevent rf leakage through the meter holes in the 
front panel. An old National Radio Company 
vernier dial is used in conjunction with the plate 
tuning capacitor to provide ease of adjustment 
lespecially on 10 meters). The position of the dial 
for each band is marked on the dial skirt with a 
black pen and india ink. 


typical exciter, therefore the added complexity of 
band switching а tuned-input circuit was deemed 
unnecessary. 


Construction 


Building an amplifier such as this is often an 
exercise in adapting readily available components 
to a published circuit, For this reason, a blow- 
by-blow description of this phase of the project 
will not be given, An effort was made, however, to 
use parts which are available generally, and should 
the builder desire, this model could be copied 
verbatim, 

The most difficult constructional problem is 
that of aligning the tube sockets correctly. It is 
imperative that the sockets be aligned so that when 
the tubes are mounted in place, the flat surfaces of 
the anodes fit smoothly and snugly against the 
thermallink  heat-transfer material, Any mis 
alignment here could destroy the tubes (or tube) 
the first time full power is applied. The mounting 
holes for the tube sockets are enlarged to allow 
final positioning after the tubes are "socked" in 
place with the clamping hardware. Pressure must 
be applied to the anodes so that they are always 
snug against the thermal link, The hardware used 
to perform this function must be nonconducting 
material capable of withstanding as much as 
2509C. The pressure bracket used here was fabri- 
cated from several Millen jack-bar strips (metal 
clips removed) mounted in back-to-back fashion, 
The entire assembly is held in place by means of a 
long piece of No. 10 threaded brass rod which 
passes through a small hole in the center of the 
heat sink. An attempt to give meaningful com- 
ments about how tight the tubes should be 
pressured to the copper and aluminum sink will 
not be given, Suffice it to say that the tubes should 
fit flat and snugly against the thermal hardware. 
‘The heat sink was purchased from Thermaloy and 
is connected to a 1/4-inch thick piece of ordinary 
copper plate, The total cost for the copper and the 
aluminum sink is somewhat more than the price of 
a good centrifugal blower ($30) but the savings 
offered by not having to purchase special tube 
sockets and glass chimneys overcomes the cost 
differential, 


Top view of the power supply built by WA1JZC 
showing the technique for mounting the filter- 
capacitor bank. The diodes are mounted on a 
printed-circuit board which is fastened to the rear 
of the cabinet with cone insulators and suitable 
hardware, 


The power supply is built on a separate chassis 
because the plate transformer is bulky and cum- 
bersome. A special transformer was designed for 
this amplifier by Hammond Transformer Co, Ltd., 
of Guelph, Ont, Canada, The transformer contains 
two windings one is for the plate supply to be 
used in a voltage-doubler circuit and the other is 
for the tube filaments. The power supply produces 
2200 volts under a load of 500тА, and is rated for 
2000 watts. The Hammond part number is given in 
Fig. 1, All of the interconnections for power- 
supply control and the operating voltages needed 
by the amplifier are carried by a seven-conductor 
cable, This excludes the B plus, however, which is 
connected between the units by means of a piece 
of test-probe wire (5-КУ rating) with Millen high- 
voltage connectors mounted at both ends. The 
seven-conductor cable is made from several pieces 
of two-conductor household wire (No, 10) avail- 
able at most hardware stores, Since the main power 
switch is mounted on the front panel of the 
amplifier, the power supply may be placed in some 
remote position, out of the way from the operator 
(not a bad ideal). А high-voltage meter was 
included with the power supply so that it could be 
used with other amplifiers. It serves no purpose 
with this system. The main amplifier deck has 
provisions for monitoring the plate voltage. 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARADS (ЈЕ); 
OTHERS ARE IN PICOFARADS ( pF OR уде); 
RESISTANCES ARE IN OHMS; 

k= 1000, M=1000 000, 
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Fig. 1 — Circuit diagram for the 8873 conduction-cooled amplifier. Component designations not listed 
below are for text reference. RFC1 and RFC2 are wound on the same ferrite rod in the same direction; 
three wires are wound together (Amidon MU-125 kit), Tube sockets for V1 and V2 are E.F. Johnson 
124-0311-100. The thermal links are available from Eimac with the tubes. The heat sink is part number 
2559-080-A000 from Astrodyne Inc., 353 Middlesex Ave., Wilmington, MA 01887, and costs 


approximately $20. 


C1 — Transmitting air variable, 347 pF (E.F. 
Johnson 154-0010-001). 

C2 — Transmitting air variable, 1000 pF (E.F. 
Johnson 154-30). 

CR2-CR7, incl. — 1000 PRV, 2.5 A (Motorola 
HEP170). 

J1 — 50-239 chassis mounted coaxial connector. 

J3, ЈА, J5 — Phono jack, panel mount. 

J6 — High-voltage connection (Millen 37001). 

K1 — Enclosed, three-pole relay, 110-volt dc coil 
(Potter and Brumfield KUP14D15). 

L1 — 4-3/4 turns of 1/4-inch copper tubing, 
1-3/4-inch inside diameter, 2-1/4 inches long. 

L2 — 12-1/2 turns, 1/4-inch copper tubing, 2-3/4- 
inch inside diameter, tap at one turn from 
connection point with L1, 2-1/2 inches for 20 
meters, 7-3/4 turns for 40 meters. 

L3 — 11-1/2 turns, 2inch diameter, 6 tpi (Barker 
and Williamson 3025). 

L4 — 10 turns, 2-inch diameter, 6 tpi, with taps at 
3 turns for 10 meters, 3-1/2 turns for 15 
meters, 4-3/4 turns for 20 meters, 6-3/4 turns 
for 40 meters; all taps made from junction of 


L3 (Barker and Williamson 3025). 

M1 — 200 mA full scale, 0.5-ohm internal resis- 
tance (Simpson Electric Designer Series Model 
523). 

M2 — 1 mA full scale, 43 ohms internal resistance 
(Simpson Electric, same series as M1). 

R1 — Meter shunt, „05555 ohms constructed from 
3.375 feet of No. 22 enam. wire wound over 
the body of any 2-watt resistor higher than 100 
ohms in value. 

R2 — Meter shunt, 0.2 ohms made from five 
1-ohm, 1-watt resistors connected in parallel. 
ВЕСТ, RFC5, RFC6 — 2.5 mH (Millen 

34300-2500). 

RFC3 — Rf choke (Barker and Williamson Model 
800 with 10 turns removed from the bottom 
end). 

ВЕСА — 22 uH (Millen 34300). 

S1 — High-voltage band-selector style, double pole, 

six position (James Millen 51001 style). 

Z2 — 2 turns 3/Binch-wide copper strap 
wound over three 100-ohm, 2-watt resistors 
connected in parallel. 
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A 2-kW Amplifier 


зора 241 Ју *М@йпв залов au оз роцаде sı әбецол =! рие 0618-4 зедшпи Hed 2094633 $1 21 "jequunu 

втиәшуѕтірр био Зитути 240foq рипола рир гиц ^ энцм әреш әд зоциео dey зип oi siueunsnípy _ мед ejgeims лој | "614 ess 'AHd 0001 ‘У SZ 
snjd-g ayy uaamjoq 424pao40s p (ddp рир ‘ләт ‘рез snumu g oui 01 swyo 0009 20; 195 aq Pinoys ә GYD Yno? [H9 "991101 "ou adAr гриош 
о] рәәд 01 23vjjoa-u3n, 21 40f эши 2]qpins mop үң 1e dei эц1 “Ajquiasse бше] зора uoau цюл{11 — -UeH шозу эщенеле $1 Joul0jsuen Jowod 291 
'p4oo 2р ә эаошол "аџодола моја ou soop йш е sı 150 'зеледше ZL зе sion £g јој paes — "Alddns 1omod oui 10} шебер Unong — 2 "Bid 


59/095 NI SHOLSISTY LIVM-I 93W-I. 01-%% 
DV ALII M04 SAWY 02 OL 39NYH2 - Ж 


17 304 
SN0123NNO2 
31vNWarv 


7330 '031v3lONI SY 1430х3 


ML 


хоу WOLb моу жоу 


190 


А conventional household light switch may be 
used for $4, If the switch is to be mounted 
horizontally, be sure to use a contactor device and 
not a mercury type (which operates in a vertical 
position only). A double-pole switch was used with 
both poles connected in parallel. The rating is 220 
V at 10 A per section. 


The RF Deck 


The two sections of the pL network are 
isolated from each other by placing one of them 
under the chassis. Although not shown in the 
photograph, a shield was added to prevent rf 
energy from entering the control section 
underneath the chassis. The shield divides the 
chassis between the tube sockets and the inductors. 
The loading capacitor is mounted directly beneath 
the plate-tuning capacitor. This scheme provides an 
excellent mechanical arrangement as well as a neat 
front-panel layout, 

The 8873s require a 60-second warmup time, 
and accordingly, a one-minute time-delay circuit is 
included in the design, The amplifier IN/OUT 
switch is independent of the main power switch 
and the time delay. Once the delay circuit “times 
out,” the amplifier may be placed in or out of the 
line to the antenna, whenever desired. A safety 
problem exists here: there is no large blower 
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running, and there are no brightly illuminated 
tubes to warn the operator that the amplifier is 
turned on. Except for the pilot lamp on the front 
panel, one might be fooled into believing the 
amplifier is turned off! And if the pilot lamp 
should burn out, there is absolutely no way to tell 
if the power is turned on (with the resultant high 
voltage at the anodes of the 8873s). Beware! 


Operation 


Tuning а pi-L-output circuit is somewhat dif- 
ferent than tuning a conventional pi-network be- 
cause the grid current should be monitored closely. 
Grid current depends on two items, drive power 
and amplifier loading, The procedure found to be 
most effective is to tune for maximum power 
output with the loading sufficiently heavy to keep 
the grid current below the maximum level while 
adjusting the drive power for the proper amount of 
plate current, The plate current for ew operation 
should be 450 mA and approximately 900 mA 
under single-tone tuning conditions for ssb. This 
presents a problem since it is not legal to operate 
under single-tone tuning conditions for ssb, Sixty 
watts of drive power will provide full input levels, 
For use with high-power exciters, see QST for 
October, 1973. 


A TWO-KILOWATT AMPLIFIER USING THE EIMAC 8877 TRIODE 


One of the easier projects for the amateur to 
undertake is the construction of an amplifier for 
use on the hf bands. Generally speaking, the 
mechanical aspects of the construction are more 
difficult to handle than the electrical ones. And, as 
with any construction project, acquiring the parts 
can be difficult. The two-kilowatt amplifier shown 
here is designed for dependable service at the 
maximum legal power input allowed in the United 
States. The component ratings are generous and 
{һе construction is heavy duty. Since power 
handling capability is typically determined by 
physical size, most of the components used here 
are large and accordingly, a split arrangement has 
been employed allowing the placement of the 
power supply on a separate chassis from the 
amplifier compartment. 

Another feature sets this amplifier apart from 
most others described in the literature; the air is 
exhausted from the top of the tube socket instead 
of the conventional pressurized chassis air-flow 
system. 


The Circuit 


The triode, a 3CX1500/8877, is connected in a 
grounded-grid configuration which provides about 


Front view of the 8877 amplifier. The non- 
sequential numbering of the band switch is dis- 
cussed in the text. А switch is provided to allow 
the selection of proper bias for the mode in use at 
the time. 


the most simple layout possible. The output tank 
circuit is a pi-network with vacuum-variable capac- 
itors used for both input and output tuning. A 
2.5-mH rf choke is connected between the output 


Mechanical Construction 


end of the tank and ground to prevent B plus from 
appearing at the antenna terminals should Cl 
develop a short. 

A passive, untuned, capacitor-coupled circuit is 
used to apply rf-drive energy to the 8877 cathode. 
Since a moderate amount of bias is permitted, L1 
is incorporated to provide isolation from rf to the 
bias-developing Zener diodes. The highest recom- 
mended bias voltage for use on ssb is 8.2, but for 
cw operation, where IMD is not important, 22 
volts is developed which nearly places the tube at 
cutoff (zero no-signal plate current). А 10-kQ 
resistor is included in series with the Zener-diode 
circuit to assure complete cutoff of the 8877 
during receiving periods. It is switched out of the 
circuit during transmit periods by a set of contacts 
on КІ. 

Antenna transfer along with bias switching is 
accomplished with two relays. Sequencing can be 
an important factor since it is very undesirable to 
provide drive to the 8877, remove its bias, all 
before the output circuit relay has closed and 
stopped "bouncing." This is accomplished by the 
use of a vacuum relay shown as K2 in Fig. 1. K2 is 
many times faster in operation than КІ and 
accordingly, the antenna is placed on the amplifier 
output circuit well ahead of drive arriving at the 
cathode of the 8877. Voltage to operate both 
relays is developed by T2. Since the relays are 
connected in a fashion to allow straight-through 
operation of an exciter or transceiver to the 
antenna in the de-energized position, interruption 
of the voltage from T2 during transmit periods 
with it is undesirable; to have the amplifier “on 
line” and developing power, is all that need be 
done. $4 serves that function. 

Metering of three operating conditions of the 
amplifier is accomplished with three meters instead 
of one or two. The purpose is first, to eliminate a 
switch for selection, and second, to provide con- 
tinuous indication of the important parameters of 
the 8877. Of course, operator error is reduced 
since it is impossible to assume a meter is 
measuring one thing while a switch is selected for 
another. Both plate and grid current meters are 
direct-reading instruments — no shunts are needed. 
A string of resistors is used at R1 to multiply the 
scale of the 500-џА meter to indicate zero through 
5000 volts. R1 is constructed of 10 resistors, 
one-watt in size and one-megohm in value. The 
purpose is to keep the applied voltage across each 
resistor below 600. A 1000-ohm resistor is in- 
cluded at the meter end of RI to keep the voltage 
low should the meter winding become an open 
circuit. 

Another feature of this particular amplifier is 
the use of a motorized Powerstat for control of the 
high-voltage circuit. The ability to select the 
operating plate voltage from the front panel of the 
amplifier is a feature desired by the builder of the 
project and need not be duplicated. If voltage 
control is not used, the power transformer used in 
the high-voltage power supply should be selected 
to provide about 3000 volts. This is a suitable 
compromise for efficient cw and ssb operation at 
the maximum power input levels. In actual opera- 
tion, the amplifier shown in the photographs is 


Bottom view of the amplifier chassis. L1 is shown 
near the tube socket. It is wound on a T-50-2 


Amidon toroid core. The Zener diodes are 
mounted on à plate and secured to the side chassis 
wall. 


used with 3400 volts during ssb operation and 
2500 volts for cw conditions. 

Several 50-ohm, 10-watt resistors have been 
placed at various points in the B-minus circuit, 
both in the amplifier-chassis compartment and on 
the power supply chassis, This prevents the B- 
minus lead from creeping above “almost ground” 
potential should a defect develop in the grid- 
current metering circuit. Also, included in the 
B-plus lead is a 10-ohm resistor which will help 
prevent component damage should a direct short 
take place in the amplifier compartment. 


Mechanical Construction 


The split-chassis configuration offers several 
advantages. First, it allows the amplifier compart- 
ment to be somewhat more compact because the 
power supply can be located elsewhere. This 
consumes less space on the operating desk. It also 
divides the weight into parts; the heavier section 
may be placed on the floor. The power supply may 
be equipped with wheels to give it mobility. The 
only disadvantage with having a two chassis system 
comes when portability is desired. 

The power supply has been assembled on an 
aluminum plate which is 1/4-inch thick. Casters are 
provided because the plate transformer itself 
weighs about 80 pounds. The capacitor bank for 
filtering has also been mounted on the aluminum 
plate. A circuit board is used to interconnect the 
capacitors and is supported above the plate with 
ceramic pillar insulators. A screened covering is 
provided to keep unwanted objects from con- 
tacting the high-voltage system. The power supply 
relay (T3 primary connection) and the Powerstat 
have been assembled separately and may be inter- 
connectéd to the power supply chassis plate via an 
inconnecting cable. Mounting both the plate trans- 
former and the Powerstat on the same chassis 
would render it unmovable! 

The power supply bleeder-resistor network 


192 


НЕ TRANSMITTING 


PLATE 
CURRENT 


25тн 


9500 
ойр 
CURRENT 


PRI T2 sec, 1100 


AC POWER 
s 


гулс 


mrvac 3 


div 


E 


must be placed in a position to allow air to flow 
past it and rise through the top screen cover. R2 
and R3 each consist of six resistors (12 total) rated 
at 20-kQ and 20 watts each. A similar bank of 12 
capacitors connected in series constitutes the filter 
network. Each filter capacitor in the circuit has 
one of the bleeder resistors connected directly 
across it in order to assure equal voltage division. 
Each capacitor is rated at 200 uF and 450 volts. 

CRS and CR6 consist of series diodes similar in 
hookup to the capacitor and resistor network 
described above. Each individual diode is rated at 
1000 volts; the four series connected equal 4000 
PRV. The current rating for each diode is two 
amperes. 

No provisions have been made to operate this 
plate supply from а 117-volt ac source. Accord- 
ingly, if one wishes to have such capability, a^ 
suitable transformer must be substituted for T3 
shown in Fig. 1. It should be pointed out, however, 
that the plate supply is the only portion to operate 
with a 234-volt line. The amplifier filament circuit 
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and voltage-source circuits for the relays along with 
the blower all operate from 117 У ас. 

The. amplifier portion of this system is con- 
structed on an aluminum chassis which is 14 Х 17 
X 4 inches. The 14-inch dimension was chosen as 
the front-panel side to conserve space on the 
operating table. A bottom cover for the chassis is 
cut from a large section of aluminum perforated 
stock while the area above the chassis top is 
completely sealed and made airtight. The amplifier 
top cover is solid stock but has a four-inch flange 
(stovepipe material) mounted directly above the 
8877 tube. Hot air is exhausted via this port using 
an external “blower” which has been set up to 
draw air rather than force it. The procedure is 
simple; just connect the four-inch hose coming 
from the pipe flange to the blower intake port. 
Place the blower exhaust outlet in a position so 
that it will not be restricted. The cold air is drawn 
in under the amplifier chassis, passes through the 
8877 and socket, then out the stovepipe to the 
blower. The air from the blower is heated and 


Operation 


193 


Fig. 1 — Circuit diagram for the 8877 two-kilowatt 

amplifier. Component designations not listed be- 

low are for text reference only. 

C1 — 500-pF transmitting capacitor, 5000 volts 
(Centralab 858 series). 

C2 — .001-uF transmitting capacitor, 5000 volts 
(Centralab 858 series). 

сз 2 Vacuum variable, 500 pF maximum, 7500 
volts. 

C4 — Vacuum variable, 1000 pF maximum, 5000 
volts. 

C5, C6 — Six 200-uF units (See text.). 

K1 — Opdt, 5-A contacts. Coil voltage is 12 volts 
dc. 

K2 — Vacuum relay, spst. (Torr Electronics or 
equiv.) 

K3 — Power relay, 10-A contacts, 117-V ac coil. 


should not be directed at anything which might 
run normally warm (power supply components). In 
fact, the warm air may either be directed out of 
the radio shack in the event the heat is undesirable 
or the heat may be applied to one's feet in the 
winter season if the system is being used in an 
unheated basement atmosphere. Of course, one of 
the key features of a solid shield enclosure for the 
rf compartment is the reduction of unwanted 
radiation of fundamental or spurious energy which 
could cause TVI. 

Care must be given to the mechanical installa- 
tion of the high-voltage connectors and the cable 
used to transport 3600 volts of de from the power 
supply to the anode of the 8877. Millen high- 
voltage connectors were used throughout. One 
problem developed during the testing phase of this 
Project. A steel screw and nut were used to mount 
one of the connectors and apparently the Bakelite 
material cracked during installation. A discharge 
path developed across the crack creating loud 
noises and popping fuses. Nylon or Teflon hard- 


HIGH-VOLTAGE CONTROL 


PRIMARY POWER CONTROL 
(8) 


L1 — 25 turns wound on an Amidon T-50-2 toroid 


core. 

L2 — 125 uH, 2 A (Hammond Mfg.). 

L3 — Strap-wound inductor, 12 uH total tapped at 
2-1/2 turns for 10 meters, 3 turns for 15 
meters, 5 turns for 20 meters and 14 turns for 
40 meters. (E. F. Johnson 232-626). 

L4 — 5 turns of 1/4-inch copper tubing wound the 
same diameter as L3. 

51,53, S4 — spst, 3 A (Radio Shack). 

S2 — spdt, 3 A with spring return to center off 
position (Radio Shack). 

T1 — primary 117 V ac, secondary 6.0 V ac, 10 A, 
(Hammond Transformer). 

T2 — primary 117 V ac, secondary 12 V ac at 3 A. 

T3 — plate transformer, 234-volt ac primary, 

1770-volt (Hammond Transformer 105677). 


ware is recommended for mounting the Millen 
connectors if voltages above 3000 are anticipated. 


Operation. 
Since this project is one which should not be 
undertaken by an inexperienced builder, some of 
the basic steps of pretest will not be discussed in 
detail here. Suffice it to say that ordinary primary 
voltage checks and switching should be confirmed 
as being in correct working order before placing 
primary power to the high-voltage supply. The 
3000-volt circuit must be treated with respect — it 
can seriously injure or even kill a person coming in 
contact with it! Operation of the motor-controlled 
Powerstat can be determined by operating the 
system on the 117-volt primary, leaving the plug to 
the 234-volt line disconnected. 
А word of caution: The air flow system must 
always be used when any power is applied to the 
8877 — even filament. And rf drive power should 
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Тор view of the 8877 amplifier. The three 
are separated from the rf compartment with an 
aluminum shield. 


never reach the 8877 unless that tube has plate 
voltage applied. Of course, if one applies plate 
voltage and drive, he should be prepared to 
dissipate the power output from the amplifier into 
a dummy load of suitable rating. 

One particular disadvantage of having the 
amplifier completely enclosed in a solid shield is 
the inability of the operator to visually spot any 
arc or component failure. During the initial testing 
of this amplifier, occasionally an arc would occur. 
While the arc was audible, the operator had to 
inspect the inner compartment very carefully to 
determine the cause of the malady. In fact, the arc 
had to be "encouraged" to a point where damage 
was easily identified! 

Actual operation of the amplifier is quite 
simple. A feature which simplifies tuneup is the use 
of turn-counting dials for both the plate tuning and 
plate loading. Once the proper tuning has been 
established, one can log the numbers and return to 
them anytime. It is quite easy to touch up the dial 
settings for proper operating conditions once the 
approximate settings have been determined. 

‘The coil-tap positions shown in the caption for 
Fig. 1 are given for proper operation at 3000 volts. 
Slightly better efficiency is possible by increasing 
the plate voltage to 3600 for two-kilowatt PEP ssb 
operation. The same is true of lowering the voltage 
to 2500 during cw conditions. The actual plate 
current to which the amplifier is driven should be 
determined in conjunction with the full-load plate 
voltage. 

For cw tuneup and operation, the amplifier 
should be adjusted for maximum output power 
(usually determined using an externally mounted rf 
wattmeter) while maintaining proper grid current 
under conditions of one kilowatt input as deter- 
mined by the. combination of plate current and 
voltage. The proper settings will have been found 
when the plate meters indicate one-kilowatt input, 
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the grid current shows 40 mA, and maximum 
output power occurs in conjunction with a “dip” 
in plate current and a “peak” in grid current all at 
the same time as the plate tuning control is 
adjusted. A condition of high grid current is 
usually a result of insufficient loading or too much 
drive power. If a low grid current condition exists 
and loading control decrease doesn’t correct it, 
more drive power is indicated. 

Tuneup for single sideband at the two-kilowatt 
level can be done only during dummy load 
conditions because it requires key-down conditions 
in excess of the legaldimit power restrictions. 
There is no way to tune this amplifier into an 
antenna at reduced power input and then drive it 
up to the two-kilowatt rated input point. The 
procedure for adjustment is identical to the one 
described above for cw operation. The one excep- 
tion is plate-power input as indicated by the meters 
should be two kilowatts. Then, when the proper 
settings have been determined, the ssb drive signal 
is adjusted so that peak readings of plate current 
show about one half of that shown for key-down 
operation. 

The lack of a tuned-input circuit solves several 
problems normally encountered when constructing 
an amplifier. The main advantage is that there need 
not be two band-switch decks with long leads (or 
even worse, two band switches!) nor space given to 
the inductors and capacitors. The driving imped- 
ance of the 8877 is very nearly 50 ohms and 
requires very little power to drive it to full power 
input. The tuned-circuit characteristics would 
reduce the drive requirement even further and 
should be considered by anyone wishing to use a 
20-watt driver. For those amateurs using modern- 
day exciters in the 100-watt output class, some 
reduction in exciter gain control may be necessary. 
Exciters with more than about 150 watts of output 
power available should not be used without due 
consideration being given to an attenuator. The 
measured power required for this particular ampli- 
fier and tube shown was 50 watts to achieve a 
kilowatt on cw and about 70 watts for two 
kilowatts (this was in conjunction with a. plate 
voltage change between modes) for ssb service. 
Slightly more drive power was required on 10 
meters. 


Problems 


Some of the difficulties which come with 
making an amplifier of this category operate 
correctly are worthy of mention. First, as discussed 
earlier, some components which seemed adequate 
for 2500-volt systems failed when 3600 volts of dc 
was applied. The Millen connectors were one 
example. While the failure was not the fault of the 
component, care must be given to the maintenance 
of insulation integrity. Rf voltages developed in the 
tank circuit of this unit are substantial. Several 
problems with the band-switch contacts were 
encountered. Even though the plate output induc- 
tor has unused turns shorted out by the band 
switch, the shorted section of the coil can (and 
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most likely will) have extremely high voltages 
present on it. In order to solve an arcing problem 
one of the band-switch tap positions had to be 
swapped with another. The band-switch markings 
on the front panel are not sequential. A solution to 
the problem would no doubt come if one were to 
use a continuously shorting switch. 

Another difficulty which plagued this con- 
structor was the propensity for the amplifier to 
show large amounts of negative grid current on 80 
meters along with erratic plate current and poor 
efficiency. The calculated value for L2 is 95 uH. 
The original choke used at this point measured 87 
ИН even though an inductance of 95 was called for. 
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After many hours of tank-circuit troubleshooting, 
it was decided to change the plate choke. The new 
one had an inductance of 125 uH and the 80-meter 
problems disappeared. 


Collecting the Parts 


Most of the component parts used in the 
Project were purchased from surplus dealers or 
were donated by the manufacturer. Special thanks 
to James Millen Inc, Hammond Transformer 
Corporation, Simpson Electric, and Eimac for 
keeping the total cost of the parts to well within 
the allowable limits of any ARRL Lab project. 


AN AMPLIFIER FOR ОВР TRANSCEIVERS 


The circuit of Fig. 1 shows а 15-watt output 
plugin amplifier suitable for use with the HW-7 
transceiver, or with any 2-watt class rig designed 
for hf-band work. The nucleus of the circuit is 
Motorola’s new MRF-line transistor, the 449A. 
Unit cost is $13 Гог the part, and it will deliver up 
to 30 watts of output to 30 MHz as a Class С 
amplifier. Operating voltage is 13.0 dc. Rf drive 
requirements for full output are under l watt. 
Another member of this transistor family is the 
MRFA450A, which will provide 50 watts of output 
with 2 watts of drive. It costs $16.50 according to 
a quote from an East Coast supplier. 

Table I lists Z and C values for 15 watts of 
output. The network is based on a loaded Q of 4. 
The Ху, and Хе values given in Fig. 1 can be used 
to obtain inductance and capacitance values for 
frequencies other than 7, 14, and 21 MHz. 

А 50-оћт, 3-dB attenuator pad is used at the 
amplifier input to assure less than 1 watt of drive 
without the need to modify the output stage or 


driver of the HW-7. The base shunting resistors of. 


Q1 consume additional drive power while aiding 
amplifier stability. Another advantage of the atten- 
uator is that it provides a resistive termination for 
the HW-7 across its operating range — 7 to 21 MHz. 
Without the attenuator the complex input imped- 
ance of Q1 would be reflected through T1, and the 
reactance seen by the HW-7 could be troublesome. 
^A complex Xz and Xc condition exists at the 
input of a power transistor, and reactance amounts 
vary with operating frequency. 
Circuit Notes 
A conventional broadband toroidal transformer 
is used at T]. Equal performance was noted when 
comparing this transformer to transmission-line 
transformers. The latter consisted of two 


transformers in cascade, effecting the desired 16:1 
transformation ratio. A conventional transformer 
requires but one toroid core, and it is easy to build. 
For that reason it is specified here. 

ВЕС! serves as a low-Q collector choke, RFC2 
is used as a decoupling choke to prevent rf energy 
from entering the HW-7 via the 13-volt line. 


Performance 


Motorola rates the MRF449A at 50-регсепі 
efficiency. Our lab findings bring that figure closer 
to 60 percent at 15-watts output. The output 
waveform from the circuit of Fig. 1 is excep- 
tionally "sanitary." No distortion could be seen on 
the sine wave, as viewed on a 50-MHz scope, while 
delivering 15 watts into а S0-ohm dummy load. 


Shown here is the assembled amplifier as A originally 
described in QST for December, 1975. 
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TABLE 1 

Band Ll L2 ст с2 

7MHz 0.6 uH, 13T 450-рЕ 820-pF 
No. 22 enam.,5/16” mica silver mica 
ID, no core. trimmer 

14MHz — 034H,8T 0.55 uH, 9 T 450-pF 220-pF 
No, 22 enam., 5/16” No. 22 enam.. on, mica silver mica 
ID, no core. T-68-6 toroid core trimmer 

21MHz — 0.19 uH, 5T 0.39 uH, 6 T 450-рЕ Моле 
No. 20 enam., 5/16" No. 22 enam., оп mica 
ID, no core T-68-6 toroid core trimmer 


L1 coils are airwound, L2 coils are on Amidon toroid cores. 


и 


Harmonic energy was а! least 40 dB below carrier 
level. Я 

Short test periods were established with the 
amplifier output port shorted and open (30 
seconds maximum), and no damage to Q1 resulted. 
It is stressed, however, that the amplifier should 
always have a 50-оћт termination during oper- 
ation to assure proper performance and transistor 
longevity. Gain will be 8.7 dB at 15-watts output 
(HW-7 2-watt reference). It can be seen that a 
significant improvement in signal readability will 
result from using the amplifier when band condi- 
tions are poor. 
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Fig.1 — Schematic diagram of the 15-watt ampli- 

fier. Fixed-value capacitors are disk ceramic unless 

otherwise noted. Resistors are 1/2-watt composi- 

tion unless specified differently. The 47-uF capaci- 

тог can be electrolytic or tantalum. 

C1 — 450-pF Mica compression trimmer (Arco- 
Е!Мепсо 466 or equivalent). 

C2 — See Table 1. 

L1, L2 — See Table 1. 

P1-P3, incl. — Phono plugs soldered to edge of pc 
board. 
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Final Comments 


Three phono plugs are soldered to the amplifier 
pe board. Mating phono jacks (J1, J2, and 13) аге 
located on the rear panel of the HW-7. The coaxial 
cable between the HW-7 PA and the antenna relay 
is opened to permit insertion of the amplifier. The 
HW-7 PA output is routed to P1 of Fig. 1, and the 
amplifier output is fed into the HW-7, then to the 
antenna relay, through P3. To reinstate the HW-7, 
simply jumper J1 and J3 with a short length of 
50-оћт coaxial cable. P2 and 12 permit the 
operator to obtain 13.0 operating volts for the 
amplifier from inside the HW-7, if desired. A 3-A 
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Q1 — Motorola MRF449A strip-line stud transis- 


tor. 

ВЕСТ, ВЕС2 — 7 turns No. 20 enam. wire on 
05-inch OD toroid ferrite core with 125 
permeability (Amidon Assoc. FT-50-61 core or 
equiv.), Зин. 

T1 — Primary, 32 turns No. 24 enam. on Amidon 
T-682 core (74H). Secondary, 8 turns No. 24 

over primary winding. 
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R 
3 L2 
LH 5 
E] 
A7uF 
= 
РІ P2 P3 
INPUT +12,5V umm 
FOIL SIDE 
(FULL SCALE) 


TOP 
MRF449A 


16-GAUGE ALUMINUM 


x 


3-1/2” 


DS 


HEAT SINK 
(USE SILICONE COMPOUND BETWEEN PLATES) 


Fig. 2 — Scale layout of the pc board. Heat-sink dimensions are given in English and metric. The heat sink 
is held to the double-clad pc board by means of the transistor stud and two 4-40 screws and nuts. A 
substantially larger heat sink should be used if the amplifier is revised for 30 watts of output. 
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regulated supply is recommended for the overall 
system when running 15 watts of output. 

Details of the pc-board layout and heat sink are 
given in Fig. 2. The transistor body must make 
firm contact with the heat sink, Silicone heat-sink 
compound should be used between Ql and the 
heat sink. Tighten the transistor stud nut with care 
lest the stud be broken off. 

Tune up in the center of the cw band by 
adjusting СТ to provide maximum rf output into а 
50-оһт load. Amplifier bandwidth will be suffi- 
cient for all of each cw band. 

If a band-switched version of the circuit is 
desired, build the amplifier in a separate box and 
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use a two-pole, three-position, ceramic-insulated 
wafer switch to select (ће T networks. The leads 
from the switch to the networks and Q1 must be 
kept short to preserve the network characteristics. 
Switched-lead inductances will become part of the 
network, so they must be kept to minimum 
lengths. 

Detailed network design information can be 
obtained from the QST beginner's series, "Learning 
to Work with Semiconductors," April-October, 
inclusive, 1975. Those wishing to operate the 
amplifier at 30-watts output can redesign the T 
network to match a 2.8-ohm collector impedance, 
using the equations in the beginner's series. 


CHAPTER 7 


VHF and UHF Transmitting 


Before planning operation on the frequencies 
above 50 MHz, we should understand the FCC 
rules, as they apply to the bands we are interested 
in. The necessary information is included in the 
allocations table in the first chapter of this 
Handbook and in The Radio Amateur’s License 
Manual, but some points will bear emphasis here. 

Standards governing signal quality in the 
50-MHz band are the same as for all lower amateur 
frequencies. Frequency stability, modulation, key- 
ing characteristics, and freedom from spurious 
products must be consistent with good engineering 
practice. Simultaneous amplitude and frequency 
modulation is prohibited. These standards are not 
imposed by law on amateur frequencies from 144 
MHz up. This is not to say that we should not 
strive for excellence on the higher bands, as well as 
on 50 MHz, but it is important to remember that 
we may be cited by FCC for failing to meet the 
required standards in 50-MHz work. 

A sideband signal having excessive bandwidth, 
an a-m signal whose frequency jumps when modu- 
lation is applied, an Im signal that is also ampli- 
tude-modulated, a cw signal with excessive keying 
chirp or objectionable key clicks — any of these is 
undesirable on any band, but they are all illegal on 
50 MHz. Any of them could earn the operator an 
FCC citation in 50-MHz work. And misinterpreta- 
tion of these points in an FCC examination could 
cost the would-be amateur his first ticket. 

The frequencies above 50 MHz were once a 
world apart from the rest of amateur radio, in 
equipment required, in modes of operation and in 
results obtained. Today these worlds blend increas- 
ingly. Thus, if the reader does not find what he 
needs in these pages to solve a transmitter problem, 
it will be covered in the hf transmitting chapter. 
This chapter deals mainly with aspects of trans- 
mitter design and operation that call for different 
techniques in equipment for 50 MHz and up. 


DESIGNING FOR SSB AND CW 


Almost universal use of ssb for voice work in 
the hf range has had a major impact on equipment 
design for the vhf and even uhf bands. Many 
amateurs have a considerable investment in hf 
sideband gear. This equipment provides accurate 
frequency calibration and good mechanical and 
electrical stability. It is effective in cw as well as 
ssb communication. These qualities being attractive 
to the vhf operator, it is natural for him to look for 
ways to use his hf gear on frequencies above 50 
MHz, 

Thus increasing use is being made of vhf 


accessory devices, both ready made and home- 
built. This started years ago with the vhf converter, 
for receiving. Rather similar conversion equipment 
for transmitting has been widely used since ssb 
began taking over the hf bands. Today the hf trend 
is to one-package stations, called transceivers. The 
obvious move for many vhf men is a companion 
box to perform both transmitting and receiving 
conversion functions. Known as transverters, these 
are offered by several transceiver manufacturers. 
They are also relatively simple to build, and are 
thus likely projects for the home-builder of vhf 
gear. 
‘Transverter vs. Separate Units 


It does not necessarily follow that what is 
popular in hf work is ideal for vhf use. Our bands 
are wide, and pilingup in a narrow segment of a 
band, which the transceiver encourages, is less than 
ideal use of a major asset of the vhf bands — 
spectrum space. Separate ssb exciters and receivers, 
with separate vhf conversion units for transmitting 
and receiving, tend to suit our purposes better than 
the transceiver-transverter combination, at least in 
home-tation service. 


Future of Other Modes 


It should not be assumed that ssb will monopo- 
lize voice work in the world above 50 MHz in the 
way that it has the amateur voice frequencies 
below 29 MHz. Sideband is unquestionably far 
superior to other voice modes for weak-signal DX 
work, but where there is plenty of room, as there is 
in all vhf and higher bands, both amplitude and 
frequency modulation have merit. A low-powered 
a-m transmitter is a fine construction project for a 
vhf beginner, and fm has been gaining in popularity 
rapidly in recent years, A reprint of a very popular 
4-part QST series describing a complete two-band 
vhf station for the beginner is available from 
ARRL for 50 cents. 

The decline in use of amplitude modulation has 
been mainly in high-powered stations. The heavy- 
iron modulator seems destined to become a thing 
of the past, but this should not rule out use of a-m, 
Many ssb transceivers are capable of producing 
high-quality a-m, and one linear amplifier stage can 
build as little as 2 watts a-m output up to 200 
watts or so, with excellent voice quality, if the 
equipment is adjusted with care. It should be 
remembered that the transmitting converter (or 
heterodyne unit as it is often called) is not a 
sideband device only. It will serve equally well with 
a-m, fm or cw drive. 
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THE OSCILLATOR-MULTIPLIER 
APPROACH 


Where modes other than ssb are used, most vhf 
transmitters have an oscillator, usually in the hf 
range, one or more frequency multiplier stages, and 
at least one amplifier stage. The basics of this type 
of transmitter are well covered in the preceding 
chapter, so only hose aspects of design that are of 
special concern in vhf applications will be discussed 
here. 

Oscillators 

Because any instability in the oscillator is 
multiplied along with the frequency itself, special 
attention must be paid to both mechanical and 
electrical factors in the oscillator of a vhf transmit- 
ter. The power source must be pure dc, of 
unvarying voltage. The oscillator should run at low 
input, to avoid drift due to heating. Except where 
fm is wanted, care should be taken to isolate the 
oscillator from the modulated stage ог stages. 

Crystal oscillators in vhf transmitters may use 
either fundamental ox overtone crystals. The fund- 
amental type is normally supplied for frequencies 
up to 18 MHz. For higher frequencies the overtone 
type is preferred in most applications, though 
fundamental crystals for up to about 30 MHz can 
be obtained on order. The fundamental crystal 
oscillates on the frequency marked on its holder. 
The marked frequency of the overtone type is 
approximately an odd multiple of its fundamental. 
frequency, usually the third multiple for frequen- 
cies between 12 and 54 MHz, the fifth for roughly 
54 to 75 MHz, and the seventh or ninth for 
frequencies up to about 150 MHz. Crystals are 
seldom used for direct frequency control above 
about 75 MHz in amateur work, though crystals 
for 144-MHz oscillation can be made. 

Most fundamental crystals can be made to 
oscillate on at least the third overtone, and often 
higher, with suitable circuits to provide feedback at 
the desired overtone frequency. Conversely, an 
overtone crystal is likely to oscillate on its funda- 
mental frequency, unless the tuned circuit is 
properly designed. An overtone crystal circuit 
should be adjusted so that there is no oscillation at 
or near one-third of the frequency marked on the 
holder, nor should there be energy detectable on 
the even multiples of the fundamental frequency. 

It should be noted that the overtone is not 
necessarily an exact multiple of the fundamental. 
Ап 8000-kHz fundamental frequency does not 
guarantee overtone oscillation on 24.000 MHz, 
though it may work out that way in some circuits, 
with some crystals. Overtone crystals can also be 
made to oscillate on other overtones than the 
intended one. A third-overtone 24-MHz crystal can 
be used for its fifth overtone, about 40 MHz, or its 
seventh, about 56 MHz, by use of a suitable tuned 
circuit and careful adjustment of the feedback. 

‘Variable-frequency oscillators are in great de- 
mand for vhf-transmitter frequency control, but 
except where heterodyning to a higher frequency is 
used, as opposed to frequency multiplication, the 
VFO is generally unsatisfactory. Small instabilities, 
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hardly noticeable in hf work, are multiplied to 
unacceptable proportions in the oscillator- 
multiplier type of transmitter. The fact that many 
such unstable VFO rigs are on the air, particularly 
on 6 meters, does not make them desirable, or even 
legal. Only careful attention to all the fine points 
of VFO design and use can result in satisfactory 
stability in vhf transmitters. 


Frequency Multipliers 


Frequency multiplication is treated in Chapter 
6. The principal factor to keep in mind in 
multipliers for the vhf bands is the probability that 
frequencies other than the desired harmonics will 
be present in the output. These can be sources of 
TVI in vhf transmitters. Examples are the 9th 
harmonic of 6 MHz and the 7th harmonic of 8 
MHz, both falling in TV Channel 2. The 10th 
harmonic of 8-MHz oscillators falling in Channel 6 
is a similar problem. These unwanted multiples can 
be held down by the use of the highest practical 
degree of selectivity in interstage coupling circuits 
in the vhf transmitter, and by proper shielding and 
interstage impedance matching. This last is particu- 
larly important in transistor frequency multipliers 
and amplifiers. More on avoiding TVI will be found 
later in this chapter, and in the chapter on 
interference problems. 

The varactor multiplier (see Chapter 4 ) is much 
used for developing power in the 420-MHz band. 
Requiring no power supply, it uses only driving 
power from a previous stage, yet quite high orders 
of efficiency are possible. Two examples are shown 
later in this chapter. A 220-MHz exciter tuned 
down to 216 MHz makes a good driver for a 
432-MHz varactor doubler. More commonly used is 
а tripler such as the one described in this chapter, 
using 144-MHz drive. The output of a varactor 
multiplier tends to have appreciable amounts of 
power at other frequencies than the desired, so use 
of a stripline or coaxial filter is recommended, 
whether the multiplier drives an amplifier or works 
into the antenna directly. 


AMPLIFIER DESIGN AND 
OPERATION 


Amplifiers in vhf transmitters all once ran Class 
С, ог as near thereto as available drive levels would 
permit. This was mainly for high-efficiency cw, and 
quality high-level amplitude modulation. Class C is 
now used mostly for cw or fm, and in either of 
these modes the drive level is completely uncritical, 
except as it affects the operating efficiency. The 
influence of ssb techniques is seen clearly in 
current amplifier trends. Today Class AB, is 
popular and most amplifiers are set up for linear 
amplification, for ssb and — to a lesser extent — 
am. The latter is often used in connection with 
small amplitude-modulated vhf transmitters, having 
their own built-in audio equipment. Where a-m 
output is available from the ssb exciter, it is also 
useful with the Class AB} linear amplifier, for only 
a watt or two of driver output is required. 

There is no essential circuit difference between 
the ABy linear amplifier and the Class-C amplifier; 
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only the operating conditions are changed for 
different classes of service. Though the plate 
efficiency of the-AB linear amplifier is low in a-m 
service, this type of operation makes switching 
modes a very simple matter, Moving toward the 
high efficiency of Class С from АВ, for ew or fm 
service, is accomplished by merely raising the drive 
from the low AB, level In AB, service the 
efficiency is typically 30 to 35 percent. No grid 
current is ever drawn. As the grid drive is increased, 
and grid current starts to flow, the efficiency rises 
rapidly, In a well-designed amplifier it may reach 
60 percent, with only a small amount of grid 
current flowing. Unless the drive is run well into 
the Class C region, the operating conditions in the 
amplifier can be left unchanged, other than the 
small increasing of the drive, to improve the 
efficiency available for cw or fm. No switching or 
major adjustments of any kind are required for 
near-optimum operation оп ssb, am, fm or cw, if 
the amplifier is designed primarily for AB, service. 
1f high-level a-m were to be used, there would have 
to be major operating-conditions changes, and very 
much higher available driving power. 


Tank-Circuit Design 


Except in compact low-powered transmitters, 
conventional coil-and-capacitor circuitry is seldom 
used in transmitter amplifiers for 144 MHz and 
higher frequencies. .U-shaped loops of sheet metal 
or copper tubing, or even copper-laminated circuit 
board, generally give higher Q and circuit efficien- 
cy at 144 and 220 MHz. At 420 MHz and higher, 
coaxial tank circuits are effective. Resonant cavi- 
ties are used in some applications above 1000 MHz. 
Examples of all types of circuits are seen later in 
this chapter. Coil and capacitor circuits are com- 
mon in 50-MHz amplifiers, and in low-powered, 
mobile and portable equipment for 144 and even 
220 MHz. 


Stabilization 


Most vhf amplifiers, other than the grounded- 
grid variety, require neutralization if they are to be 
satisfactorily stable. This is particularly true of 
AB, amplifiers, which are characterized by very 
high power sensitivity. Conventional neutralization 
is discussed in Chapter 6. An example is shown in 
Fig. 7-1A. 

A tetrode tube has some frequency where it is 
inherently neutralized. This is likely to be in the 
lower part of the vhf region, for tubes designed for 
hf service. Neutralization of the opposite sense 
may be required in such amplifiers, as in the 
example shown in Fig. 7-1В. 

Conventional screen bypassing methods may be 
ineffective in the vhf range. Series-tuning the 
screen to ground, as in 7-1C, may be useful in this 
situation. A critical combination of fixed capaci- 
tance and lead length may accomplish the same 
result, Neutralization of transistorized amplifiers is 
not generally practical, at least where bipolar 
transistors are used, 

Parasitic oscillation can occur in vhf amplifiers, 
and, as with hf circuits, the oscillation is usually at 
а frequency considerably higher than the operating 
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Fig. 7-1 — Representative circuits for neutralizing 
vhf single-ended amplifiers. The same techniques 
are applicable to stages that operate in push-pull. 
At A, C1 is connected in the manner that is 
common to most vhf or uhf amplifiers. The circuits 
at B and C are required when the tube is operated 
above its natural self-neutralizing frequency. At B, 
C1 is connected between the grid and plate of the 
amplifier. Ordinarily, a short length of stiff wire 
can be soldered to the grid pin of the tube socket, 
then routed through the chassis and placed 
adjacent to the tube envelope, and parallel to the 
anode element. Neutralization is effected by 
varying the placement of the wire with respect to 
the anode of the tube, thus providing variable 
capacitance at C1, The circuit at C is a variation of 
the one shown at B. It too is useful when a tube is 
operated above its self-neutralizing frequency. In 
this instance, C1 provides a low-Z screen-to-ground 
path at the operating frequency. RFCin all circuits 
shown are vhf types and should be selected for the 
operating frequency of the amplifier. 
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frequency, and it cannot be neutralized out. 
Usually it is damped out by methods illustrated in 
Fig. 7-2. Circuits A and B are commonly used in 
6-meter transmitters. Circuit A may absorb suffi- 
cient fundamental energy to burn up in all but 
low-power transmitters. A better approach is to use 
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Fig. 7-2 — Representative circuits for vhf parasitic suppression are shown at A, 
B, and C. At A, Z1 (for 6-meter operation) would typically consist of 3 or 4 
turns of No. 14 wire wound опа — 100-ohm 2-watt non-inductive resistor. Z1 
overheats in all but very low power circuits. The circuit at B, also for 6-meter 
use, is more practical where heating is concerned. Z2 is tuned to resonance at 
the parasitic frequency by C. Each winding of Z2 consists of two or more 
turns of No. 14 wire — determined experimentally — wound over the body of 
а 100-оћт 2-watt (or larger) noninductive resistor. At C, an illustration of uhf 
parasitic suppression as applied to a 2-meter amplifier. Noninductive 56-ohm 
2-watt resistors are bridged across a short length of the connecting lead 
between the tube anode and the main element of the tank inductor, thus 
forming Z3 and Z4. 

The circuit at D illustrates how bypassing for both the operating frequency 
and lower frequencies is accomplished. Low-frequency oscillation is 
discouraged by the addition of the 0.14F disk ceramic capacitors. ВЕСТ and 
RFC2 are part of the decoupling network used to isolate the two stages. This 
technique is not required in vacuum-tube circuits. 


coupled to the plate tank circuit and tuned to the 
parasitic frequency. Since a minimum amount of 
the fundamental energy will be absorbed by the 
trap, heating should no longer be a problem. 


At 144 MHz and higher, it is difficult to 
construct a parasitic choke that will not be 
resonant at or near fhe operating frequency. 
Should uhf parasitics occur, an effective cure can 
often be realized by shunting a 56-ohm 2-watt 
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resistor across a small section of the plate end of 
the tuned circuit as shown in Fig: 7-2, at C. The 
resistor should be attached as near the plate 
connector as practical. Such a trap can often be 
constructed by bridging the resistor across а 
portion of the flexible strap-connector that is used 
in some transmitters to join the anode fitting to 
the plate-tank inductor. 

instability in solid-state vhf and uhf amplifiers 
can often be traced to oscillations in the If and hf 
regions. Because the gain of the transistors is very 
high at the lower frequencies, instability is almost 
certain to occur unless proper bypassing and 
decoupling of stages is carried out. Low-frequency 
oscillation can usually be cured by selecting a 
bypass-capacitor value that is effective at the 
frequency of oscillation and connecting it in 
parallel with the vhf bypass capacitor in the same 
part of the circuit. It is not unusual, for example, 
to employ a 0.1-ЏЕ disk ceramic in parallel with a 
001-ШЕ disk capacitor in such circuits as ће 
emitter, base, or collector return. The actual values 
used will depend upon the frequencies involved. 
This technique is shown in Fig. 7-2D. For more on 
transmitter stabilization, see Chapter 6. 


TIPS ON AB4 LINEAR 
AMPLIFIERS 


As its name implies, the function of a linear is 
to amplify an amplitude-modulated signal in a 
manner so fhat the result is an exact reproduction 
of the driving signal. (Remember, ssb is a form of 
amplitude modulation.) The nature of the acm 
signal with carrier is such that linear amplification 
of it is inherently an inefficient process, in terms of 
power input to power output, which is the 
conventional way of looking at amplifier efficien- 
cy. But when all factors are considered, particular- 
ly the very small exciter power required and 
elimination of the cumbersome and expensive 
high-level plate-modulation equipment, “efficien- 
cy” takes on a different meaning. Viewed in this 
way, the Clas-AB; am linear has only two 
disadvantages: it is incapable of providing as much 
power output (within the amateur power limit of 1 
kW) as the high-level modulated amplifier, and it 
requires considerable skill and care in adjustment. 

The maximum plate efficiency possible with an 
AB, am linear is about 35 percent. The power 
output in watts that is possible with a given 
amplifier tube is roughly half its rated plate 
dissipation. If the first factor is exceeded the result 
is poor quality and splatter. If the second is 
ignored, the tube life is shortened markedly. 

There being no carrier to worry about in ssb 
operation, the linear amplifier can run considerably 
higher efficiency in amplifying ssb signals, and the 
popularity of ssb has brought the advantages of the 
linear amplifier for all classes of service into focus. 
The difference between am with carrier and ssb 
without carrier, in the adjustment of a linear, is 
mainly a matter of the drive level. Drive can never 
be mun up to the point where the stage begins to 
draw grid current, but it can run close with ssb, 
whereas it must be held well below the grid-current 
level when the carrier is present. 
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With a-m drive the plate and screen currents 
must remain steady during modulation. (The 
screen current may be negative in some amplifiers, 
so observation of it is simpler if the screen-current 
meter is the zero-center type.) The plate, screen 
and grid meters are the best simple indicator of 
safe АВ operation, but they do not show whether 
or not you are getting all you can out of the 
amplifier. The signal can be monitored in the 
station receiver, if the signal in the receiver can be 
held below the point at which the receiver is 
overloaded. Cutting the voltage from a converter 
amplifier stage is a good way to do this. But the 
only way to know for sure is to use an oscillo- 
scope. 

One that can be used conveniently is the Heath 
Monitor Scope, any version. Some modification of 
the connections to this instrument may be needed, 
to prevent excessive rf pickup and resultant pattern 
distortion, when using it for vhf work. Normally a 
coupling loop within the scope, connected between 
two coaxial fittings on the rear of the instrument, 
is used. The line from the transmitter to the 
antenna or dummy load mns through these two 
fittings. For vhf service, a coaxial T fitting is 
connected to one of these terminals, and the line is 
mun through it, only. With full power it may even 
be necessary to remove the center pin from the T 
fitting, to reduce the input to the scope still 
further, particularly in 144-MHz service. 

Really effective adjustment of the linear ampli- 
fier, whether with ssb or a-m drive, involves many 
factors. The amplifier must be loaded as heavily as 
possible. Its plate and grid circuits must be tuned 
carefully for maximum amplifier output. (Detun- 
ing the grid circuit is not the way to cut down 
drive.) If the power level is changed, all operating 
conditions must be checked carefully again. Con- 
stant metering of the grid, screen and plate 
currents is very helpful. One meter, switched to the 
various circuits, is definitely not recommended. A 
relative-power indicator in the antenna line is a 
necessity. 

All this makes it appear that adjustment of a 
linear is a very complex and difficult process, but 
with experience it becomes almost second nature, 
even with all the points that must be kept in mind. 
It boils down to keeping the amplifier adjusted for 
maximum power output, and the drive level low 
enough so that there is no distortion, but high 
enough so that maximum efficiency is obtained. 
Practice doing this with the amplifier running into 
a dummy load, and the process will soon become 
almost automatic. Your amateur neighbors (and 
perhaps TV viewers nearby, as well) will appreciate 
your cooperation! 


About Driver Stages 


If the amplifier is capable of reproducing the 
driving signal exactly, it follows that the driver 
quality must be above . This is quite 
readily assured, in view of the low driving power 
required with the АВ linear. Only about two 
watts exciter power is needed to drive a grounded- 
cathode AB; linear of good design, so it is possible 
to build excellent quality and modulation charac- 


Fig. 7-3 — The 6-meter transverter, with shield 
cover in place. Large knobs are for amplifier tuning 
and loading. Small knob, lower right is for a meter 
sensitivity control. The meter switch is just above 
it. 


teristics into the am driver ог ssb exciter. If this is 
done, and the amplifier is operated properly, the 
result can be а signal that will bring appreciative 
and complimentary reports from stations worked, 
оп both a-m and ssb, 


VHF TVI CAUSES AND CURES 


The principal causes of TVI from vhf transmit- 
ters are as follows: 

1) Adjacent-channel interference in Channels 2 
and 3 from 50 MHz. 

2) Fourth harmonic of 50 MHz in Channels 11, 
12 or 13, depending on the operating frequency. 

3) Radiation of unused harmonics of the oscil- 
lator or multiplier stages. Examples are 9th har- 
monic of 6 MHz, and 7th harmonic of 8 MHz in 
Channel 2; 10th harmonic of 8 MHz in Channel 6; 
7th harmonic of 25-MHz stages in Channel 7; 4th 
harmonic of 48-MHz stages in Channel 9 or 10; and 
many other combinations. This may include + 
pickup, as in the cases of 24-MHz interference in 
receivers having 21-MHz i-f systems, and 48-MHz 
trouble in 45-MHz i-fs. 

4) Fundamental blocking effects, including 
modulation bars, usually found only in the lower 
channels, from 50-MHz equipment. 

5) Image interference in Channel 2 from 144 
MHz, in receivers having a 45-MHz i-f. 

6) Sound interference (picture clear in some 
cases) resulting from rf pickup by the audio 
circuits of the TV receiver. 

There are other possibilities, but nearly all can 
be corrected completely, and the rest can be 
substantially reduced. 


VHF AND UHF TRANSMITTING 


Items 1,4 and 5 are receiver faults, and nothing 
can be done at the transmitter to reduce them, 
except to lower the power or increase separation 
between the transmitting and TV antenna systems. 
ltem 6 is also a receiver fault, but it can be 
alleviated at the transmitter by using fm or cw 
instead of a-m phone. 

Treatment of the various harmonic troubles, 
Items 2 and 3, follows the standard methods 
detailed elsewhere in this Handbook. It is suggested 
that the prospective builder of new vhf equipment 
familiarize himself with TVI prevention tech- 
niques, and incorporate them in new construction 
projects. 

Use as high a starting frequency as possible, to 
reduce the number of harmonics that might cause 
trouble. Select crystal frequencies that do not have 
harmonics in TV channels in use locally. Example: 
The 10th harmonic of 8-MHz crystals used for 
operation in the low part of the 50-МН2 band falls 
in Channel 6, but 6-MHz crystals for the same band 
have no harmonic in that channel. 

If TVI is a serious problem, use the lowest 
transmitter power that will do the job at hand. 
Keep the power in the multiplier and driver stages 
at the lowest practical level, and use link coupling 
in preference to capacitive coupling. Plan for 
complete shielding and filtering of the rf sections 
of the transmitter, should these steps become 
necessary. 

Use coaxial line to feed the antenna system, 
and locate the radiating portion of the antenna as 
far as possible from TV receivers and their antenna 
systems. 


50-MHZ TRANSVERTER 


With the increase in use of ssb on the vhf bands, 
there is much interest in adapting hf ssb gear to use 
on higher frequencies. The transverter of Fig. 7-3 
will provide transceiver-style operation on 50 MHz, 
when used with a low-powered 28-MHz transceiver. 
The output of the transmitter portion is about 40 
watts, adequate for much interesting work. It can 
Ъе used to drive an amplifier such as the grounded- 
grid 3-500Z unit described later in this chapter. 
The receiving converter combines simplicity, ade- 
quate gain and noise figure, and freedom from 
overloading problems. 

Circuit Details 

The receiving front end uses a grounded-gate 
ЈЕЕТ rf amplifier, Q1 in Fig. 7-5, followed by a 
dual-gate MOSFET mixer, Q2. Its 22-MHz іпјес- 
tion voltage is taken from the oscillator and buffer 
stages that also supply injection for transmitter 
mixing. The difference frequency is 28 MHz, so the 
transceiver dial reading bears a direct 28-50 теја- 
tionship to the 50-MHz signal being received. For 
more detail on the converter construction and 
adjustment, see Fig. 9-9 and associated text. The 
transverter uses the grounded-gate rf amplifier 
circuit, while the converter referred to above has a 
grounded source, but they are quite similar other- 
wise. 

The triode portion of а 6LN8, VIA, is a 
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22-MHz crystal oscillator. The pentode, УВ, is a 
buffer, for isolation of the oscillator, and increased 
stability. Injection voltage for the receiving rhixer 
is taken from the buffer output- circuit, L8, 
through a two-tum link, LO, and small-diameter 
coax, to gate 2 of the mixer, through a 10-pF 
blocking capacitor. 

The grid circuit of the 6EJ7 transmitting mixer, 
V2, is tuned to 22 MHz and is inductively coupled 
to the buffer plate circuit. The 28-MHz input is 
applied to the grid circuit through a link around 
111, and small-diameter coax. The mixer output, 
112, is tuned to the sum frequency, 50 MHz, and 
coupled to a 6GK6 amplifier, V3, by a bandpass 
circuit, 112 and 113. The 6GK6 is bandpass- 
coupled to the grid of a 6146 output stage, V4. 
This amplifier employs a pi-network output stage. 

The 6146 plate dissipation is held down during 
the receiving periods by fixed bias that is switched 
in by relay Kl. The mixer and driver tubes have 
their screen voltage removed during receiving, by 
the same relay, which also switches the antenna 
and 28-MHz input circuits for transmitting and 
receiving. The relay is energized by grounding pin 7 
of P1 through an external switch, or by the VOX 
relay in the transceiver. 


Construction 


А 7 X 9 X 2inch aluminum chassis is used for 
the transverter, with а front panel 6 inches high, 
made of sheet aluminum. The top and sides are 
enclosed by a one-piece cover of perforated alumi- 
num. The outputstage tuning control, CS, is on 
the upper left of the panel, 2 inches above the 
chassis. The loading control, C6, is immediately 
below, under the chassis. The meter, upper right, 
monitors either 6146 plate current or relative 
output, as selected by the switch, 51, immediately 
below it. A sensitivity control for calibrating the 
output-metering circuit completes the front-panel 
controls. 

The output connector, J2, is centered on the 
rear apron of the chassis, which also has the input 
jack, J1, the 8-ріп connector, P1, and the bias- 
adjusting control mounted on it. 

The meter is а 1-mA movement, with multiplier 
resistors to give a full-scale reading on a current of 
200 mA. The front cover snaps off easily, to allow 
calibration marks to be put on as desired. 

An enclosure of perforated aluminum, 3 1/4 
inches high, 4 inches wide and 4 3/4 inches long 
shields the 6146 and its plate circuit. There is also 
an L-shaped shield around the 6146 socket, under 
the chassis. 

The receiving converter is built on a 
21/2Х4 1/4-inch etched board, and mounted 
vertically in a three-sided shield of sheet aluminum. 
Before mounting the converter shield, be sure to 
check for clearance with the terminals on the 
meter, Remember, the meter has full plate voltage 
‘on it when the switch is set to read plate current, 
even when the transverter is in the receiving mode. 

Testing of the transverter was done with the 
General-Purpose Supply for Transceivers, described 
in the power supply chapter. Separate provision 
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Fig. 7-4 —Top view of the trahsverter. 
receiving converter is inside the shield at the left. 
The 22-MHz crystal oscillator and buffer are in the 
left rear portion of the chassis. In the right corner 
is the transmitting mixer, Above it is the first 
amplifier. The 6146 output amplifier is in the 
shielded compartment at the left front. 


The 


must be made for 12 volts dc for the receiving 
converter. 

Injection voltage, signal input and if output 
connections to the converter are made with small- 
diameter coax. These and the 12-volt wiring are 
brought up through small holes in the chassis, 
under the converter. As seen in Fig: 9-11, the input 
JFET, 01, is on the left. The mixer is near the 
center. The 28-MHz output coils, L5 and L6, are 
just to the right of Q2. 

Note that there are two sets of relay contacts, 
K1D and KIF, in series in the receiver line. This 
guarantees high isolation of {һе receiver input, to 
protect the rf amplifier transistor. Another protec- 
tive device is the diode, CR1, across the coil of the 
relay. If there are other relays external to this unit 
that use the same 12-volt supply, it is advisable to 
put diodes across their coils also. Spikes of several 
volts can be induced with making and breaking of 
the coil circuits. 


Adjustment 


А dip meter is very useful in the preliminary 
tuning. Be sure that L7 and L8 are tuned to 22 
MHz and L12 and 113 are tuned to 50 MHz. The 
driver and output circuits should also be tuned to 
50 MHz. Check to be sure that slug-tuned coils 
really tune through the desired frequency. Quite 
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often troubles are eventually traced to coils where 
the circuit is only approaching resonance as the 
core centers in the winding. Such a circuit will 
appear to work, but drive will be low, and spurious 
outputs will tend to be high. This is a common 
trouble in overtone oscillators, with slug-tuned 
coils. 

Once the circuits have been set approximately, 
apply heater and plate voltage to the oscillator, and 
tune L7 for best oscillation, as checked with a 
wavemeter or a receiver tuned to 22 MHz. Connect 
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а 28-MHz receiver to the input, J1, and apply dc to 
the converter. It should be possible to hear a strong 
local station or test signal immediately. Peak all 
coils for best reception, then stagger-tune L5 and 
16 for good response across the first 500 kHz of 
the band. 

Before applying plate voltage to the 6146, it is 
advisable to protect the tube during tuneup by 
inserting а 1500- or 2000-ohm 25-watt resistor in 
series with the plate supply. Connect a 50-ohm 
load to the output jack, and energize K1. Adjust 
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Fig. 7-5 — Schematic diagram and part information 

for the 50-MHz trans 

C1 — 10-pF submini 
MAC-10). 

C2 — 5-pF subminiature variable (Hammarlund 
МАС-5). 

C3 — 2 1/2-inch length No. 14 wire, parallel to and 
1/4 inch away from tube envelope. Cover with 
insulating sleeve. 

C4 — 500-pF 3000-volt disk ceramic. 

C5 — 10-pF variable (Johnson 149-3, with one 
stator and one rotor plate removed). 

C6 — 140-pF variable (Millen 22140). 

CR1 — 1N128 diode. 

CR2 — 1N83A diode. 

J1 — Phono jack. 

J2 — Coaxial jack, 50-239. 

K1 — 6-pole double-throw relay, 12-volt dc coil. 

L1 a шы small insulated wire over ground end 
of L2. 

L2, L3, L4 — 10 turns No. 24 enamel closewound 
on J. W. Miller 4500-4 iron-slug form. 

L5, L6 — 12 turns No. 24 enamel on J. W, Miller 
4800-2 iron-slug form. 

L7, L8, L11 — Iron-slug coils adjusted for 4.1, 5.5 
and 5.5 ИН, respectively (Miller 4405). 

L9, L10 — 2 turns small insulated wire over ground 
ends of L8 and L11. 

L12, L13 — 1-4H iron-slug coil J. W, Miller 4403, 3 
turns removed. 

L14 — 7 turns No. 20, 1/2-inch dia, 1/2 inch long 
(B & W 3003). 

L15 — Like L14, but 6 turns. 

L16 — 6 turns No. 20, 5/8-inch dia, 3/4 inch long 
(B & W 3006). 

P1 — 8-pin power connector. 

RFC1 — 68-ИН rf choke (Millen 34300). 

RFC2 — 8.2-ИН rf choke (Millen Ј-300). 

RFC3 5 turns No. 22 on 47-ohm 1/2-watt 
resistor. 

АРСА — 4 turns No. 15 on 47-ohm 1-watt resistor. 

sro RFC6, RFC7 — 8.244H rf choke (Millen 


300). 
51 — Орох toggle. 
ҮТ — 22-MHz overtone crystal (International 
Crystal Со., Type EX). 
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the bias control for 25 to 30 mA plate current. 
Apply a small amount of 28-MHz drive. A fraction 
of a watt, enough to produce a dim glow in a No. 
47 pilot lamp load, will do. Some output should be 
indicated on the meter, with the sensitivity control 
fully clockwise. Adjust the amplifier tuning and 
loading for maximum output, and readjust all of 
the 50-MHz circuits likewise. 

After the circuits have been peaked up, adjust 
the bandpass circuits by applying first a 28.1-MHz 
input and then a 28.4-MHz input, and peaking 
alternate coils until good operation is obtained 
over the range of 50.0 to 50.5 MHz. Most ssb 
operation currently is close to 50.1 MHz, so 
uniform response across a 500-kHz range is not too 
important, if only this mode is used. If the 
10-meter transceiver is capable of a-m operation, 
and you want to use this mode, coverage up to 
50.5 with uniform output may be more desirable. 
Adjust the position of the neutralizing wire, C3, 
for minimum rf in L16, with drive on, but no 
sereen or plate voltage on the 6146. 


Fig. 7-6 — Bottom of the transverter, with the 
6146 socket inside the shield compartment at the 
right. Three sets of inductively-coupled circuits are 
visible in the upper-right corner. The first two, near 
the top of the picture, are on 22 MHz. Next to the 


right and down, are the mixer plate and 
firstamplifier grid circuits. The self-supporting 
6СКб plate and 6146 grid coils are just outside the 
amplifier shield compartment. The large variable 
capacitor is the loading control. 


Now apply full plate voltage. With no drive, set 
the bias adjustment for a 6146 plate current of 25 
to 30 mA. With the dummy load connected, 
experiment with the amount of drive needed to 
Teach maximum plate current. Preferably, use а 
scope to check for flat-topping as the drive is 
increased. An output of 40 watts, cw, should be 
obtainable. The quality of the ssb signal is deter- 
mined first by the equipment generating it, but it 
can be ruined by improper operation. Over driving 
the mixer ог the 6146, and improper loading of the 
amplifier will cause distortion and splatter. Contin- 
uous monitoring with a scope is the best preventive 
measure. 

Because of the frequencies mixed, and the 
‘bandpass coupling between stages, the output of 
the transverter is reasonably clean. Still, use of an 
antenna coupler or filter between the transverter 
and antenna is good insurance. The same treatment 
of the transverter output is desirable when driving 
alinear amplifier. 


Fig. 7-7 — Panel view of the 2-meter transverter. 
This version is patterned after a transmitting 
converter design Бу K9UIF, The on-off switches 
for ac and dc sections of the power supply are 
mounted on the front panel of the unit as are the 
pilot lamps and plate meter for the PA stage. The 
tuning controls for the various stages are accessible 
from the top of the chassis. 


A 2-METER TRANSVERTER 


This transverter is designed to be used with any 
14- or 28-MHz ssb exciter capable of delivering 
approximately 20 watts peak output. It is stable 
both in terms of frequency and general operating 
conditions. It can provide up to 20 watts РЕР 
output at 144 MHz — sufficient, say, for driving a 
pair of 4CX250 tubes in Class C for cw operation, 
ог the same pair of tubes can be operated AB, to 
provide 1200 watts PEP input with this unit as a 
driver. The output signal is clean and TVI should 
not bé experienced except where receiver faults are 
involved. 

It is not recommended that beginners attempt 
this project since vhf ssb circuits require special 
care in their construction and operation, some- 
times a requirement that is a bit beyond the 
inexperienced builder. 


How It Operates 

Starting with V1A, the oscillator, Fig. 7-8, a 
43.333-MHz or overtone crystal is used at Y1 to 
provide the local-oscillator signal for the exciter. 
Output from VIA is amplified by VIB to a 
suitable level for driving the tripler, V2. 130-MHz 
or 116-MHz energy is fed to the grids of V3, a 
6360 mixer, by means of a bandpass tuned circuit, 
L3,C1, and 14,С2. The selectivity of this circuit is 
high, thus reducing unwanted spurious energy at 
the mixer grids. 

Output from the exciter is supplied through an 
attenuator pad at J1 and is injected to the mixer, 
V3, at its cathode circuit, across a 270-ohm 
resistor. The attenuator pad can be eliminated if a 
very low-power exciter is to be used. The values 
shown in Fig. 7-8 were chosen for operation with a 
Central Electronics 20A exciter operating at full 
input, or nearly so. The amount of driving power 
needed at the cathode of V3 is approximately 4 or 
5 watts PEP. 
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B1 — Small 15-volt battery, 

C1 — 20-pF miniature variable (E. F. Johnson 
160-110 suitable). 

C2, C3, C5 — 10-pF per section miniature butterfly 
(E. J. Johnson 167-21 suitable). 

СА — 5-pF per section miniature butterfly (E. F. 
Johnson 160-205 suitable). 

C6 — 20-pF miniature variable (same as C1). 

11, 12 — 117-Vac neon panel lamp assembly. 

31-3, incl. — SO-239-style coax connector. 

J3 — Closed-circuit phone jack, 

L1 — 15 turns No. 28 enam. wire, close-wound, on 
1/4-inch dia slug-tuned form (Millen 69058 
form suitable). 

L2 — 12 turns No. 28 enam. wire, close-wound, on 
same type form as L1. 

L3 — 5 turns No. 18 wire space-wound to 7/8-inch 
length, 1/2-inch dia, center-tapped. 

L4 — 3 turns No. 18 wire, 1/2-inch dia, 3/8-inch 
long, center-tapped.. 

L5 — 5 turns No. 18 wire, 1/2-inch dia, 5/8-inch 
long, center-tapped, 

L6 — 3 turns No. 18 wire, 1/2-inch dia, 5/8-inch 
long, center-tapped. 

L7 — 4 turns No. 18 wire, 1/2-inch dia, 1/2-inch 
long, center-tapped. 

= turn link of insulated hookup wire, 
1/2-inch dia, inserted in center of L7. 

L9 — 2 turns of insulated hookup wire over L3. 

M1 — Ото 200-mA dc meter, 

P1 — 11-pin chassis-mount male plug (Amphenol 
86PM11). 

R1 — 50,000-ohm linear-taper, 5-watt control. 

RFC1-RFC3, inc. — 2.7-ШИН rf choke (Millen 
34300-2.7). 

51, 


52 — Бри 
TIGK60). 
Y1 — 43,333-MHz third-overtone crystal for 
14-MHz input. If a 28-MHz transceiver will be 
used, a 38,667-MHz crystal is required. 


rocker-type switch (Carling 


After the 130-MHz and 14-MHz signals are 
mixed at V3, the sum frequency of 144-MHz is 
coupled to the grids of V4, the PA stage, by means 
of another bandpass tuned circuit — further reduc- 
ing spurious output from the exciter. PA stage V4 
operates in the AB; mode. Its idling plate current 
is approximately 25 mA. The plate current rises to 
approximately 100 mA at full input. 

If cw operation is desired, the grid-block keying 
circuit in the mixer stage (13) can be included. If 
ssb operation is all that is contemplated, the minus 
100-volt bias line can be eliminated along with J3, 
R1, and the shaping network at J3. In that case the 
15,000-ohm grid resistor from the center tap of L4 
would be grounded to the chassis, 

The receiving section uses a low-noise uhf 
MOSFET as the rf amplifier and a second dual-gate 
MOSFET as the mixer. See Fig. 7-10. The gate-1 
and drain connections of the rf amplifier are 
tapped down on the tuned circuits so that uncondi- 
tional stability is achieved without neutralization, 
Oscillator energy is sampled with a two-turn link 
wound over L3. A short length of RG-58A/U 
carries the injection energy to Q2. The converter is 
built in a 5 X 2 1/4 X 2 1/4-inch box constructed 
from four pieces of double-sided circuit board that 
have been soldered on all abutting edges. The unit 
is mounted on the transverter front panel. 
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Fig. 7-9 — Inside view of the converter. Shields are 
used between the rf amplifier input and output 
circuits, and between the latter and the mixer 
input circuit. The cable entering the bottom side of 
the enclosure carries the oscillator injection energy. 
Output to the associated receiver or transceiver is 
taken through the jack to the left. 


Construction Notes 


The photographs show the construction tech- 
niques that should be followed for duplicating this 
equipment. The more seasoned builder should have 
по difficulty changing the prescribed layout to fit 
his particular needs, but the shielding and bypass- 
ing methods used here should be adhered to even if 
changes are made. 

An 8X 12 X 3-inch aluminum chassis is used 
for this equipment. An internal chassis, 5 inches 


144 MHz 


144 MHz 


ANT 
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wide, 3 inches deep, and 12 inches long, is made 
from flashing copper and installed along one edge 
of the main chassis. This method makes it possible 
to solder directly to the chassis for making positive 
ground connections rather than rely on mechanical 
joints. Shield partitions are made of copper and are 
soldered in place as indicated on the schematic 
diagram and in the photo. An aluminum bottom 
plate is used to enclose the underside of the chassis 
for confining the rf. 

Feedthrough capacitors are used to bring power 
leads into the copper compartment. Though this 
adds somewhat to the overall cost of the project, it 
provides excellent bypassing and decoupling, thus 
reducing unwanted interstage coupling. It also 
contributes to TVI reduction, Most surplus houses 
stock feedthrough capacitors, and offer them at 
reasonable cost. 


Tune-Up 


An antenna-changeover relay and а set of 
normally-open relay contacts, both operated by 
the exciter, must be provided, The remote control 
leads, from P2, should be connected to the relay 
contacts. With power applied to the converter, L12 
should be set for maximum noise input to the 
transceiver, Then, using a signal generator or 
off-the-air weak signal, peak L9, L10 and L11 for 
best signal-to-noise ratio, 

The transmitter section can be powered by the 
circuit of Fig. 7-12, or the builder can design a 
supply of his own choice. Regulated voltages are 


116 OR 130 MHz 
Jé 


5м ps 28MHz 
то 


OR Mi 

TRANSCEIVER 
ny 

1000 " 


Fig. 7-10 — Diagram of the converter section. 
Resistors are 1/4-watt composition and capacitors 
are disk ceramic, except as noted otherwise. 

C7-C9, incl. — Air variable, рс mount (Johnson 
189-505-5). 

C10 — Feedthrough type. 

L9 — 4 1/2 turns, No. 18 tinned wire, 1/4-inch ID. 
Tap at 1 1/2 turns up from the ground end for 
the antenna connection, and at 3 turns for the 
Q1 gate. 

L10 — 4 1/2 turns, No. 18 tinned wire, 1/4-inch 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARADS (ЈЕ): 
OTHERS ARE IN PICOFARADS (pF OR 7; 
RESISTANCES ARE IN OHMS; 

11000, M«1000 000, 

S М: SILVER MICA 

X = GATE PROTECTED 
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1D. Tap at 3 turns up from the cold end for the 
Q1 drain connection. 

L11 — 5 turns No. 18 tinned wire, 1/4-inch ID. 

L12 —1.99-2.42-ИН slug-tuned coil, pc mount, for 
28-MHz output (J. W. Miller 46A226CPC); or, 
for 14-MHz output, 7.3-8.9-ИН (J. W. Miller 
46A826CPC). 

J4-J6, incl. — Phono type. 

Q1, Q2 — RCA dual-gate MOSFET. 

21 — 12-V miniature power supply, transistor 
radio type. 


A 2-Meter Transverter 


Fig. 7-11 — Looking 
into the bottom of 
the chassis, the rf 
section is enclosed 
in a shield compart- 
ment made from 
flashing copper. Ad- 
ditional divider sec- 
tions isolate the in- 
put and output 
tuned circuits of the 
last three stages of 
the exciter. Feed- 
through capacitors 
аге mounted on one 
wall of the copper 
compartment 10 
provide decoupling 
of the power leads. 


recommended for best operation. 

With a dummy load connected to J2, apply 
operating voltage. Couple a wavemeter to L1 and 
tune the oscillator plate for maximum output. 
Then, detune the slug of 11 slightly (toward 
minimum inductance) to assure reliable oscillator 
starting. Couple the wavemeter to L2 and tune for 
peak output. With the wavemeter applied to L4, 
adjust СТ and C2 for maximum indicated output. 

The next step is to connect the transceiver to 
J1 and supply just enough drive to cause a rise in 
PA plate current of a few milliamperes. Tune C3 
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and C4 for maximum indicated plate current at 
MI, then adjust C5 and C6 for maximum power 
output to the dummy load. C1, C2, C3 and C4 
should be readjusted at this point for maximum 
plate current of the PA stage. Use only enough 
drive to bring the PA plate current up to 100 mA 
at maximum де input power. 

A closed-circuit keying jack is used at J3 so that 
the mixer stage is not biased to cutoff during voice 
operation. Inserting the key permits full bias to be 
applied, thus cutting off V3. R1 should be adjusted 
for complete cutoff of V3 when the key is open. 


A, and 6.3 volts at 3.5 A. T2 | 
the 5-volt winding of T1. S1 i: 


capacitor are connected in series between the center tap of T1’s secondary 
suppression when S2 is switched to on. The suppressor is mounted at S2, in the rf deck. 
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A 500-WATT ЕМ АМО CW 
TRANSMITTER FOR 220 MHZ 


This 220-MHz transmitter was designed and 
built by R. B. Stevens, WIQWJ, and was first 
described in May 1969 057. It is capable of 300 
watts output, cw or fm, or the exciter portion can 
be used alone to deliver approximately 8 watts 
output. 


The RF Circuits 


Looking at the schematic diagram, Fig. 7-15, it 
will be seen that the first three stages of the 
transmitter look very much like any vhf transmit- 
ter using vacuum tubes. A conventional 6CL6 
crystal oscillator, V1, uses 6-, 8- or 12-MHz 
crystals, multiplying in its plate circuit to 24 MHz 
(12 MHz crystals should be the fundamental type.) 
А 6805, VZ, triples to 73 MHz, and drives а 2E26 
amplifier, V3, straight-through on this frequency. 
A variable capacitor, C6, across the crystal, permits 
a small adjustment of the frequency. 

А varactor tripler, driven by the 226, is used 
to get up to 220. Requiring no power supply of its 
own, it is capable of more than enough power 
output at 220 to drive our 500-watt amplifier. 

The output of a varactor multiplier contains 
harmonics other than the desired one, so a strip- 
line filter is connected between the varactor output 
and the final amplifier grid circuit. The filter is a 
separate assembly mounted on the end of the 
chassis, visible in two of the photographs. Full 
details of the filter may be found in any edition of 
the VHF Manual, and in this Handbook. 

The final amplifier is a 4CX250 series external- 
anode tube, with a coaxial tank circuit. The B 
version is used here, but the R and F types have 
the same mechanical design. 

The coaxial plate circuit follows a standard 


design. Such a tank has extremely high Q, and the 
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Fig. 7-13 — The 220-MHz transmitter is set up for 
rack mounting on 8 3/4-inch panel. Meters at the 
left can be switched to read driver plate, amplifier 
screen and amplifier plate currents, and amplifier 
plate voltage. 


heavy copper (or brass) construction offers con- 
siderable heat sinking. Probably its only disadvan- 
tage is the necessity for feeding the high voltage in 
through some kind of rf bypassing device. This and 
fhe other mechanical features of a good coaxial 
tank are not readily made with the simpler tools. 
Details of the assembly are given in Fig. 7-19. 

The final grid circuit, visible in the end view 
along with the varactor multiplier and the strip-line 
filter, is a half-wave stripline. The fan blows 
cooling air into the grid compartment, up through 
the 4CX250 socket, and out through the end of 
the tank assembly, by way of the hollow inner 
conductor, L10. The coaxial output fitting, J6, the 
coupling loop, 111, and its series capacitor, C21, 
are mounted on a small detachable plate bent to fit 
the curvature of the coaxial assembly, and mount- 
ed near the outer end. The varactor tripler is built 
into the top of the amplifier grid assembly, and is 
visible in the end view along with the final grid 
circuit and the strip-line filter. 


Generating the Frequency Modulation 


Where only a small swing at the control 
frequency is needed, as in a vhf or uhf transmitter 
having a high order of frequency multiplication, 
the modulation can be applied very easily. A 
voltage-variable capacitor, CR1, changes capaci- 
tance in relation to the audio voltage applied across 
it, and this changing capacitance is used to "pull" 
the frequency of the crystal oscillator slightly. A 
good 8-MHz crystal can be pulled about 600 Hz in 
this way. With 27-times frequency multiplication 
this gives a maximum deviation in excess of 16 kHz 


Fig. 7-14 — Rear view of the 220-MHz transmitter. 
The exciter stages are on rcuit board in the 
foreground. Chassis at the t side houses the 
varactor tripler and the amplifier grid circuit. Air 
blows into this compartment and out through the 
center conductor of the coaxial plate-circuit 
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C11, C13, C14, C16 — 15-pF miniature variable 
Üohnson 160-107). Rotor of C11 must be 
insulated from chassis, 

C12 — 20-pF miniature variable 
160-110). 

C15 — 5-pF ceramic. 

L5 – 8 turns No. 16, 1/2-inch dia, 7/8 inch long. 


{Johnson 


Fig. 7-17 — Schematic diagram and parts in- 
formation for the 220-MHz final amplifier. 
Decimal values of capacitance are іп mico- 
farads (МЕ); others in pF. 


C17 — 20-pF miniature variable (Johnson 
160-110). Stator supports end of L9. 

C18 — 15-pF silver mica. 

C19 — Capacitor built into socket assembly 
(Johnson 124-109-1 socket, with 124-113-1 
bypass ring and 124-111-1 chimney). 

C20 — Disk-type tuning capacitor; see Fig. 7-19. 

C21 — 15-pF miniature variable (Johns 
160-110). 

C22 — Built-in bypass capacitor; see Fig. 7-19. 

C23 — 500-pF, 5-kV or more. 

J6 — N-type fitting. 

L9 — Brass strip, 1/16 by 3/8 by 6 1/2 inches. 

Bolts to grid terminal on socket. Tap C18 7/8 

inch from grid. 


at the operating frequency, close to the optimum 
for most of the fm receivers currently in use in 
fixed-frequency service on 6 and 2. Lesser devia- 
tion, for working into communications receivers, 
most of them having about a 3-kHz bandwidth 
today, is merely a matter of applying less audio. 


Adjustment and Operation 


This is not intended to be a beginner's project, 
so detailed discussion of the mechanical layout will 
be omitted. The mechanical arrangement of the 


Fig. 7-16 — Circuit of the varactor multiplier, 73 to 220 MHz. 


VHF AND UHF TRANSMITTING 


L6 — 4 turns No. 16, 1/2-inch dia, 1/2 inch long. 

L7 – 3 turns No. 16, 3/8-inch dia, 3/8 inch long. 

LB — 3 turns No. 16, 3/8-inch dia, 3/8 inch long, 
tapped at 1 turn from grounded end. 

CR8 — Varactor diode (Amperex H4A/1N4885). 

33, 34 — BNC fitting. 


АМР 


110 — Cooxial line inner conductor; see Fig. 7-19. 

L11— Output coupling loop made from3 1/4 
inches Мо, 16. Cover with insulating sleeving 
and bend to 3/4 inch high and 1 3/4 inch long. 
Seo Fig. 7-1. 

RFCA, RFCS — 0.84 HH rf choke (Ohmite Z-235). 

45 — BNC fitting. 


components could be altered to suit one's own 
requirements, since the complete transmitter is 
made up of many subassemblies. Adjustment for 
best results may be somewhat strange to anyone 
who has not had experience with varactor multipli- 
en. 


The first step is to get a good 52-ohm load. For 
the present, it will have to handle a maximum of 
about 10 watts. A good SWR bridge is also needed 
for the tests. The first step is to adjust the exciter. 
Procedure here is like that for any similar lineup of 
tubes, but the 2E26 must be adjusted for optimum 


A 500-Watt FM and CW Transmitter for 220 MHz 


results when working into a 52-ohm load. Once an 
output of 10 to 12 watts is obtained in this way, 
leave the tuning of the 2E26 and preceding stages 
alone thereafter. 

Now connect the SWR bridge output to J3 of 
the varactor multiplier, and tune C11 and C12 for 
lowest SWR indication. Leave the 2E26 adjust- 
ments alone. 

Now connect a coaxial cable from J2 to J3, and 
connect the bridge or wattmeter in a line from J4 
to the dummy load. Adjust C13, C14 and C16 for 
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Fig. 7-18 — Circuit details of the built-in power 
supplies for amplifier bias (lower) and speech 
amplifier-modulator (upper) for the 220-MHz 
transmitter. Capacitors with polarity marked are 
electrolytic. All diodes are 200-volt PRV, 1A. 
R1 and R2 are approximate values, Select for 12 
and minus 50 volts output, respectively. Capo- 
citance is in microfarads. 


Fig. 7-19 — Details of the 
coaxial-line plate circuit of 
the 220-MHz transmitter. 


maximum output at 220 MHz. Adjustments in the 
multiplier interlock, and several passes through all 
adjustments may be needed for best output. But 
remember that the 2E26 is set for a 52-ohm load. 
Leave it alone, and make the multiplier adjust- 
ments do the job. An indication of some 8 watts or 
so of output should be obtained. Part of this will 
be harmonic energy, however, so the SWR bridge 
should now be connected between the strip-line 
filter and the amplifier grid circuit, and the filter 
adjusted for maximum forward power and the 
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amplifier input circuit for minimum reflected. This 
should result in maximum grid current in the final 
amplifier. 

It is likely that getting enough grid current for 
the 4CX250B will not be difficult, as the lineup 
described gives more than ample drive. Up to 20 
mA grid current has been obtained, but not this 
much is needed. In fact, with fm or cw operation, 
only a slight increase in efficiency is noted after 
the drive is raised beyond the point where grid 
current begins to flow. 


Fig. 7-21 — Looking 
into the amplifier 
grid compartment, 
The varactor tripler 
is in the upper left 
portion. Below the 
compartment is the 
220-MHz  strip-iine. 
filter. 
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Fig. 7-20 — Looking 


of the 
220-MHz transmit- 
ter, we see the 
speech amplifier- 
clipper at the lower 
left, the exciter cir- 
cuits across the top, 
power supply com- 
ponents at the up- 
per left, and meter 
switching, — lower« 
right. 


Adjustment of the coupling loop, L11, and the 
loading capacitor, C21, will be fairly critical when 
striving for the absolute maximum output. Follow- 
ing the manufacturer's recommendations as to 
maximum plate voltage and current, 2000 volts at 
250 mA, resulted in about 320 watts output. 
Raising the plate current to 300 mA, by increasing 
the screen voltage, netted 400 watts output. Even 
at this input the tube seemed to be operating well 
and the tank circuit did not indicate excessive 
heating. 


220 MHz Repeater Amplifier 
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220 MHz REPEATER AMPLIFIER 


The crowded frequencies for 144-MHz repeater 
service have caused some moves to 220 MHz. This 
band is providing véry acceptable coverage to 
mobile users with moderate power. The amplifier 
to be described was developed to assist in increas- 
ing this coverage. In the majority of cases, the 
power source for the amplifier is not of major 
importance. Therefore, the 392015, 28-volt tran- 
sistor was selected for a power output of approxi- 
mately 75 watts. In the following circuit configura- 
tion the gain is 8.8 dB or 75 watts output for 10 
watts input (Fig. 1). 

Circuit Description 

For repeater service, Class-C operation is used. 
The input network is a single L section with a 
series capacitance to tune out the reactance. 
Stripline inductors are used in the matching net- 
works, Output matching is also accomplished with 
L sections, two in this case. Micro-strip lines are 
also used between the matching networks and the 
connectors. They were etched to provide a S0-ohm 
characteristic impedance. The collector decoupling 
network uses four values of capacitors to provide 
isolation for over a wide frequency range. 


Construction 


As can be seen in the photographs, the heat 
sink is made of four pieces of aluminum. The 
pieces were formed individually and then bolted 
together. A liberal amount of silicone grease, 
was applied between the pieces of aluminum 
before assembly. This heat sink has proved quite 
effective during extended amplifier operation. 


Fig. 1 — Schematic diagram of the 220 

MHz repeater amplifier. Unless otherwise 

specified, capacitors are disk ceramic. 

C1, СЗ — Trimmer (Arco 402). 

C2 — Trimmer (Arco 461). 

C4, C5 — Trimmer (Arco 464). 

L1 — Microstrip inductor, 50 mm long, 
0.205 inch wide. 

L2, L3 — Micro-strip inductor, 25 mm 
long, 0.155 inch wide, 

Q1 — Power transistor TRW JØ 2015. 

ВЕС 1 — Choke, 0.15 uH with Реггох- 
cube bead (56-590-65/38) on ground 
lead. 

RFC 2 — Choke, 2 turns of No. 22 wire 
on 330-ohm 1-watt resistor. 


The circuit board must have spacers inserted 
for support above the heat sink. Then, the transis- 
tor should be soldered to the circuit board after it 
is bolted to the heat sink. Spacers can then be 
inserted, insuring there isn’t any upward pressure 
on the transistor cap. 


Adjustment and Operation 

The amplifier should be connected as illustrated 
in Fig. 2, The general procedure is to first adjust 
the input for minimum reflected power and then 
the output for maximum power output. To be 
more specific, apply a small amount of drive to the 
amplifier and adjust Cl and C2 for minimum 
reflected power. Output adjustments are more 
difficult to align. АП three adjustments interact 
and it can take longer to find the correct settings, 
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Fig. 2 — Test setup for adjusting the amplifier. 
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unless the capacitors were set to the approximate 
values prior to the application of power. After 
finding the maximum output settings, increase the 
drive and readjust the input and output matching. 
For unattended or extended operation a small fan 
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Interior view of 220-MHz Repeater amplifier. 


can be placed near the heat sink. This will help 
keep the amplifier cool and extend its life. There 
were no provisions made for antenna switching. It 
was intended that the amplifier be inserted 
between the exciter and the duplexer. 


A VARACTOR TRIPLER FOR 420 MHZ 


LI is the input-coupling link and its reactance is 
tuned out by Cl. L2-C2 form a conventional 
series-resonant circuit tuned to the input fre- 
quency. The combination of these circuits, then, 
becomes the familiar tuned circuit with link- 
coupled input. The link is coupled to the cold end 
of L2 and the amount of coupling is adjustable by 
changing the position of L1. It is easier to visualize 
the end of L2 as being "cold" by remembering that 
the varactor diode is low impedance device. 

L3-C3 is the series-tuned idler circuit that is 
necessary for efficient harmonic generation, and 
14-С4 is a series-tuned circuit for the output 
frequency. 1.5 and Сб are resonant at the output 
frequency also, with a small capacitor, C5, to 
provide coupling to the diode output circuitry. 


Fig. 1 — Schematic for the varactor tripler. 

Ci, C2 — 2.2- to 34-pF miniature variable (Е.Р. 
Johnson 190-0010-001). 3 

сз, C4, C6 — 1.4- to 9.2-pF miniature variable 
(Е.Р. Johnson 189-563-001). 

C5 — Copper strip 1-in. long X 1/4-in. wide. Bend 
one end up to form a tab 3/8-in. long. Spacing 
between tabs approx. 1/8 inch. 

CR1 — Varactor diode (Amperex НДА or equiv.). 

J1, J2 — Coaxial connector. Type BNC suitable. 


о 


9 OUTPUT 
J2 


L1 — 3 turns No. 16 enam., 3/8-in. ID x 3/8-in. 
long. 
L2 — 6-1/2 turns No. 16 tinned bus wire, 3/8-in. 


ID X 7/84п. long. 
L3 — 3-1/2 turns No. 16 tinned bus wire, 3/.in. 
ID X 1/23п. long. 
L4 — Copper strip, 3-1/4-in. long X 3/84п. wide. 
Space 1/2-п. above ground. 


LB — Copper strip, 3-3/8-in. long X 3/8-in. wide. 
Space 1/2-іп. above ground. Tap 1-3/8 in. from 
ground end. 
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GROUNDED-GRID 50-MHZ AMPLIFIER 


Increasing use of 50-MHz transceivers and 
transmitters having outputs of 25 watts or more 
has created a demand for amplifiers to be used 
with such equipment as the driver. The grounded- 
grid amplifier of Fig. 7-27 is designed for this use. 
With 30 watts or more of driving power it will 
deliver 600 watts cw output. As a Class-B linear, 
single-tone conditions, its rated PEP output is 750 
watts. { 

б Circuit 

The Eimac 3-500Z triode is designed for 
grounded-grid service, As may be seen from Fig. 
7-30, driving power is applied to the filament 
circuit, which must be kept above rf ground by 
means of high-current bifilar rf chokes, КРСТ and 
ВЕС2. These are a central feature of the bottom 
view, Fig. 7-29. The input impedance is low, so the 
input circuit, L1,C1, tunes broadly, and the 50-ohm 
line from the exciter is tapped well up on L1. The 
plate circuit is merely a coil of copper tubing, L2, 
inductively tuned by means of a “shorted turn" of 
copper strip, rotated inside its cold end. See Fig. 
7-28. Tuning is smooth and the rotating loop 
avoids many problems commonly encountered in 
tuning high-powered amplifiers by conventional 
methods. Plate voltage is shunt fed to the tube, to 
prevént the high dc voltage from accidentally 


appearing on the output coupling loop or on the’ 


antenna line, 

Most of the lower part of the schematic 
diagram has to do with control and metering, and 
is largely self-explanatory. The exciter voice- 
control relay shorts out R1, allowing grid current 
to flow, and making the amplifier operative, if the 
filament and primary-control switches, 51 and 52, 
have been closed. Feeding ac voltage to the 
plate-supply relay through 14, 15 and Pl makes 
application of plate voltage without the filament 
and blower being on impossible. 


Construction 


‘The amplifier chassis is aluminum, 10 X 12 X 3 
inches in size, with the tube socket centered 3 1/8 
inches from the front edge. The sheet-aluminum 
panel is 10 inches high. The decorative edging is 
“cove molding,” used by cabinet makers for 
counter tops. Sides and back are also sheet 
aluminum. Where they need not be removable, 
parts are fastened together by pop-riveting. Tools 
and rivets for this work can be found in most 
hardware stores. Perforated aluminum (cane metal) 
is used for the top, and for covering the panel 
viewing hole. 

Stretch the wire for the bifilar rf chokes, before 
winding. Then, with the wires side by side, under 
tension, wind them on a form of wood or metal. 
This is left in until the choke ends are soldered in 
position. Then remove the form and coat the 
windings with coil cement, to help maintain tum 
alignment, 


727 
grounded-grid design, only 10 X 12 inches in size. 
Grid and plate current аге monitored simultaneous- 
ly. Knobs at the right are for input tuning, bottom, 
amplifier loading, center, and plate tuning, top. 


Fig. — Tabletop 50-MHz amplifier of 


Connections to the grid terminals (on opposite 
sides of the socket) are made with short 1/4-inch 
copper straps soldered to the pins and bolted to 
the chassis with No. 6 screws, nuts and lock- 
washers, Be sure that a clean, tight rf ground 
results, 

In Fig. 7-28 it will be seen that the hot end of 
12 is supported on the top of the two blocking 
capacitors, C3 and C4, which in turn, are mounted 
on the Teflon rod that serves as the form for 
RFC3. The ground end of L2 is supported on a 
vertical post made of 3/8-inch copper tubing, 1 3/8 
inches high. The end of the coil can be fitted with 
а heavy copper lug, or pounded flat..A hole is 
drilled in the flat portion and a 2-inch brass bolt 
runs through it and the post and chassis. Be sure 
that there is a permanent solid rf ground at this 
point. 

The shunt-feed rf choke is effectively across the 
tuned circuit, so it must be a good one, Hand- 
winding as described below is strongly recom- 
mended, as no ready-made choke is likely to be as 
good. Teflon is slippery, so a light thread cut in the 
form will help keep the winding in place. If this 
cannot be done, prepare and wind two wires, as for 
the filament chokes. Feed the wire ends through 
one hole in the form, and wind a bifilar coil. Pull 
the other ends through the finish hole, bending one 


Fig. 7-28 — Interior view of the 50-MHz amplifier 
shows the shorted-turn tuning system, plate coil 
and output coupling, upper right. The tuning and 
loading controls are mounted on a bracket to the 
right of the 3-500Z tube and chimney. Meter 
shielding is partially visible in the left front corner, 


back tightly at the hole edge. Remove the other 
winding, which should leave a tight evenly-spaced 
coil that makes an excellent vhf choke. 

The blocking capacitors, C3 and C4, are mount- 
ed between brass plates, one of which is fastened 
to the top of the rf choke form with a sheet-metal 
screw. The other plate is connected to the hot end 
of L2 by means of a wrap-around clip of flashing 
copper. The lead to the tube plate cap is made with 
braid removed from a scrap of coax. A strip of 
flashing copper about 1/4 inch wide is also good 
for this. Use a good heat-dissipating connector 
such as the Eimac HR6. 

The shorted-turn tuning ring is centered be- 
tween the first two turns of L2. The ring is 
attached to a ceramic pillar, and that to а 1/4-inch 
shaft, the end of which is tapped for 8-32 thread. 
This shaft runs through a bearing mounted in a 
bracket 4 inches high and 23/4 inches wide, 
fastened to the chassis and the side of the 
enclosure. The output loading capacitor, C6, is also 
mounted on this bracket. It is one inch above the 
chassis, and the tuning-ring shaft is 3 1/4 inches 
above the chassis. The input tuning capacitor, СІ, 
is mounted under the chassis, with equal spacing 
between the three, for symmetrical appearance. 

The output coupling loop, L3, is just inside the 
cold end of L2. It can be adjusted for optimum 
coupling by “leaning” it slightly into or out of L2. 
Be sure that it clears the shorted turn throughout 
movement of the latter. 

The coaxial output jack, J3, is on the rear wall 
of the enclosure, A small bracket of aluminum 
grounds it to the chassis, independent of the 
bonding between the chassis and the enclosure. 
Plate voltage enters through a Millen 37001 high- 
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voltage connector, J2, on the rear wall, and is 
bypassed immediately inside the compartment 
with a TV “doorknob” high-voltage capacitor, C5. 

The blower assembly in the left rear comer of 
the chassis draws air in through a hole in the back 
of the compartment, and forces it down into the 
enclosed chassis. The only air path is then back up 
through the socket and chimney (Eimac parts 
SK-410 and SK-406 recommended) and out 
through the top of the enclosure. The data sheet 
for the 3-5002 specifies an air flow of at least 13 
cubic feet per minute, when the tube is operated at 
500 watts plate dissipation. The ac leads for the 
blower motor come into the enclosure on feed- 
through capacitors. 

The meters are enclosed in a shield fastened to 
the front and side panels. Meter terminals are 
bypassed for rf inside the shield, and leads come 
through the chassis on feedthrough capacitors. The 
rocker-type switches just below the meters have 
built-in illumination, The high-voltage switch is not 
meant to control the plate supply directly, but 
rather through a relay, as in the 3000-volt supply 
shown in Chapter 5. The plate meter is in the 
negative lead, so be sure that your supply is 
compatible with this arrangement. Do not use this 
system where a potential difference exists between 
the amplifier and power supply chassis, All power 
leads are made with shielded wire (Belden 8862) 
and all exposed points are bypassed to ground. 


Adjustment and Use 


Do not apply drive to the 3-500Z without the 
plate voltage being on. Also, it is recommended 
that initial testing be done with low drive, and with 
a plate voltage of 1500 or less. With a 50-ohm load 


Fig. 7-29 — With the bottom cover removed, a look 
into the chassis from the rear shows the input 
circuit, L1,C1, right, the bifilar filament chokes, 


foreground, filament transformer and control 
switches. Opening in the rear wall is for air intake. 
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Fig. 7-30 — 


B1 — Blower, 15 ft3/min or more. 

C1 — 75-pF variable (Johnson 167-4). 

C2 — 1000-pF dipped mica, 

C3, СА — 500-pF 5-kV transmitting ceramic 
(Centralab 8585-500). 

C5 — 500-pF, 10-kV or more, TV ""Doorknob."" 

C6 — 50-РЕ variable (Johnson 167-3). 

J1 — BNC coaxial receptacle. 

J2 — High-voltage connector (Millen 37001). 

J3 — Type N coaxial receptacle. 

J4 — 8-ріп male power connector, chassis-mount- 
ing. 

J5 — AC receptacle, chassis-mounting. 

L1 — 4 turns No. 12 enam, 1 inch long, tinch dia. 
Tap 2 1/2 turns from ground end. 

L2 — 31/2 tums 1/4-inch copper tubing, 
3 1/2inch dia, 5 1/4 inches long. Diameter is 
finished dimension, not that of form used for 
winding. See text and photo for turn spacing. 


connected to J3, apply 1000 to 1500 volts through 
J2, and tum on the driver. Adjust the tuning ring 
inside L2 for a dip in plate current. Tune C1 for 
maximum grid current. Tune C6 and adjust the 
position of L3 with respect to L2 for maximum 
output. If the amplifier seems to be running 
properly, connect an SWR bridge between the 
driver and 11, and check reflected power. It should 
be close to zero. If otherwise, adjust the tap 
position on L1. 

Tuning range of the plate circuit can be 
checked with а grid-dip meter, with the power off 
the amplifier. The range is affected by turn spacing 
overall, and at the cold end. The closer the first 
two turns are together the greater the effect of the 
tuning ring. No other tuning device is used, so 


Schematic diagram 
information for the 50-MHz grounded-grid ampli- 
fier. 
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and parts 


Tuning ring is closed loop of 1/2inch copper 
strip, 2 5/8-inch dia. 

L3 — 1 turn, 3-inch dia, and leads, made from one 
piece of 1/8-inch copper tubing or No. 8 wire, 

M1 — DC meter, 0-1 ampere (Simpson Wide-Vue, 
Model 1327). 

М2 — 0-300 mA, like М1. 

P1 — AC plug, on cable to power supply. 

R1 —47,000-ohm 2-watt resistor, 

ВЕСТ, RFC2 — 21 turns each, No. 12 enam, 
1/2-inch dia, bifilar, 

RFC3 — 30 turns No. 20 enam, spaced wire dia, on 
3/4-inch Teflon rod, 33/4 inches long. Drill 
end holes 1/2 and 2 3/4 inches from top. 

S1, S2 — Spst, rocker-type, neon-lighted (Carling 
LT1L, with ‘snap-in bracket). 

T1 — Filament transformer, 5 V, 15 A (Stancor 
P6433; check any electrical equivalent for fit 
under 3-inch chassis). 


some experimentation with diameter and length of 
L2 may be needed if you want other than the 49,8 
to 52.7 MHz obtained with the graduated turn 
spacing visible in the interior view. The highest 
frequency is reached with the ring in a vertical 
plane. Dimensions that affect tuning range are as 
follows: Grounded support for L2 — 1 1/8 inches 
from right side of chassis, and 3 1/4 inches from 
rear, RFC3 mounting position — 4 inches from rear 
and 5 1/2 inches from left. Shorted turn approxi- 
mately centered between turns 1 and 2 of L2. The 
start of L3 bends from the stator of C6 to near the 
start of L2. The end toward J2 passes between the 
first two tums of L2, clearing the tuning ring in 
any position of the latter. 

Once the amplifier seems to work normally at 
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moderate plate voltages, apply higher, up to the 
maximum of 3000. Plate current, with no drive, 
should be about 160 mA. It can be lowered by 
inserting 0.1 to 0.4 ohm in series with R1 and the 
filament center-tap. A Zener diode, 2 to 9 volts, 10 
watts, could do this job, as well. 

Keep the amplifier tuned for maximum output. 
Do not decouple to reduce output; cut down drive 
and/or plate voltage instead. Adjustment for linear 
operation requires a scope. Maximum output, 
minimum plate current and maximum grid current 
should all occur at the same setting of the plate 
tuning. If they do not, the output loading is 
over coupled, or there is regeneration in the ampli- 
fier. The plate-current dip at resonance is notice- 
able and smooth, but not of great magnitude. 
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Typical operating conditions given by the man- 
ufacturer, and in the tube-data section of the 
Handbook, are guides to good practice. The ampli- 
fier works well with as little as 1000 volts on the 
tube plate, so varying the ac voltage to the 
plate-supply transformer is a convenient way to 
control power level. It is seldom necessary to run 
the maximum legal power in vhf communication, 
so some provision for this voltage control is 
recommended. With just one high-voltage supply 
needed and no critical tuning adjustments, power 
variations from 100 to 600 watts output are 
quickly and easily made. This amplifier was built 
by Tom McMullen, WISL, and first described in 
QST for November, 1970. 


A 2-KW PEP AMPLIFIER 
FOR 144 MHz 


Large external-anode triodes, in a cathode- 
driven configuration, offer outstanding reliability, 
stability and ease in obtaining high power at 144 
MHz. The selection is somewhat limited and they 
are not inexpensive. Data on the recently intro- 
duced 3CX1500A7/8877, a high-mu, external- 
anode power triode, appeared very promising. A 
reasonable heater requirement (SV at 10 A) and ап 
inexpensive socket and chimney combination made 
the tube even more attractive, 

The techniques employed in the design and 
construction of the cathode-driven 3CX1500A7/ 
8877 amplifier described here have removed many 
of the mechanical impositions of other designs, 
Those interested in obtaining complete con- 
structional details should refer to the two part 
article appearing in December, 1973, and January, 
1974 057. 

The plate tank operates with a loaded Q on the 
order of 40 at 2-kW PEP and 80 at 1 kW. Typical 
loaded Q values of 10 to 15 are used in hf 
amplifiers. In comparison, we are dealing with a 
relatively high loaded Q, so losses in the strip-line 
tank-circuit components must be kept very low. To 
this end, small diameter Teflon rods are used as 
mechanical drive for the tuning capacitor and for 
physical support as well as mechanical drive for the 
outputcoupling capacitor. The tuning vane ог 
flapper capacitor is solidly grounded, through a 


wide flexible strap of negligible inductance, di- 
rectly to the chassis in close proximity to the 
grid-return point, A flexible-strap arrangement, 
similar to that of the tuning capacitor, is used to 
connect the output coupling capacitor to the 
center pin of a type N coaxial connector mounted 
in the chassis base, Ceramic (ог Teflon) pillars, 
used to support the air strip line, are located under 
the middle set of plate-line de isolation bushings. 
This places these pillars well out of the intense rf 
field associated with the tube, or high-impedance 
end of the line. In operation, plate tuning and 
loading is quite smooth and stable, so a high-loaded 
Q is apparently not bothersome in this respect. 

In this amplifier, output coupling is accom- 
plished by the capacitive probe method, As 
pointed out by Knadle' "Major advantages of 
capacitive probe coupling are loading linearity and 
elimination of moving contact surfaces.” 

Capacitive-probe coupling is a form of “reactive 
transformation matching" whereby the fecd-line 
(load) impedance is transformed to the tube 
resonant-load impedance (Ко) of 1800 ohms (at 
the 2-kW level) by means of a series reactance (а 
capacitor in this case). At the 1-kW level, Ro is 
approximately twice that at the 2-kW PEP level. 
Therefore, the series coupling capacitor should be 
variable and of sufficient range to cover both 
power levels, Formulas to calculate the transforma- 
tion values have been presented in 057.2 

The electro-mechanical method of probe coup- 
ling used in this amplifier is casy to assemble and 
provides good electrical performance. Also, it has 
no moving-contact surfaces and enables placement 
of the output coupling, or loading, control on the 
front panel of the amplifier for ease in adjustment. 

The grid- and cathode-metering circuits em- 
ployed are conventional for cathode-driven ampli- 
fiers. The multimeter, a basic 0-1 mA movement, is 
switched to appropriate monitoring points. 


An rf-output monitor is a virtual necessity in 


1 Knadle, “А Strip-Line Kilowatt Amplifier for 
432 MHz," QST, in two parts: Part I, April, 1972, 
р. 49; Part IT, May, 1972, p. 59. 

? Belcher, “Rf Matching Techniques, Design and, 
Example,” QST, October, 1972. 
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The placement of input-circuit components and 
Supporting t bracket may be seen in this bottom 
When the bottom cover is in place, the 
inlet allows the blower to pull air in, 
g the entire under-chassis area. The 
Minibox on the rear apron is a housing for the 
input reflectometer circuit. 


vhf amplifiers to assure maximum power transfer 
to the load while tuning. Most capacitive-probe 
output coupling schemes presented to date do not 
lend themselves to builtin relative-output moni- 
toring circuits. In this amplifier, one of these 
built-in circuits is achieved quite handily. The 
circuit consists of a 10:1 resistive voltage divider, 
diode rectifier, filter and adjustable indicating 
instrument. Two 7500-ohm, 2-watt carbon re- 
sistors are located in the plate compartment 
connected between the type N rf-output connector 
and a BNC connector. A small wire was soldered to 
the center pin of the BNC connector, inside a 
Minibox, with the 1500-ohm, 1-watt composition 
resistor and the rectifier diode joined at this point. 
Relative output voltage is fed, via ‘feedthrough 
capacitors, to the Теуе зе пе potentiometer and 
multimeter switch. 

A calibrated string of 2-watt composition re- 
sistors, totaling 5 megohms, was installed to 
facilitate “on-the-spot” determination of power 
input, and to attest to the presence or absence of 
high voltage in the plate tank circuit, A full-scale 
range of 5000 volts is obtained with the 0-1 mA 
meter. If desired, the builder may use ten 500-K-2, 
2watt, l-percent resistors for the string and 
reasonable accuracy will be obtained. Of course 
this monitor feature may be eliminated if other 
means are used to measure and monitor plate 
voltage. 

The amplifier is unconditionally stable, with no 
parasitics. To verify this, a zero bias check for 
stability was made. This involved shorting out the 
Zener diode in the cathode return lead, reducing 
bias to essentially zero volts. Plate voltage was 
applied, allowing the tube to dissipate about 885 
watts, The input and output circuits were then 
tuned through their ranges with no loads attached. 
There was no sign of output on the relative output 
meter and no change in the plate and grid currents. 
As with most cathode-driven amplifiers, there is a 


The tube and plate line is in place, with the top 
and side of the compartment removed for clarity. 
The plate-tuning vane is at bottom center. A 
bracket is attached to the side panel to support the 
rear of the Teflon rod supporting the tuning vane. 
The coil at the opposite end of the plate line is 
РЕСТ, connected between the highs voltage bypess 
plate and the top section of the pl: 
wich, Items outside the tube how dee 
ient transformer, blower motor, relays, and a 
power supply to operate a VOX-controlled relay 
system. 


slight interaction between grid and plate currents 
during normal tune-up under rf-applied conditions. 
This should not be misconstrued as amplifier 
instability. 

Tolerances of the Zener diode used in the 
cathode return line will result in values of bias 
voltage and idling plate currents other than those 
listed in Table L The 1N3311, a 20-percent 
tolerance unit, is rated at 12 volts nominal but 
actually operates at 10 volts in this amplifier 
(within the 20-percent tolerance). 

АН testing and actual operation of this ampli- 
fier was conducted with a Raytrack high-voltage 
power supply used in conjunction with the au- 
thor's 6-meter amplifier. The power supply control 
and output cable harness was moved from one 
amplifier to the other, depending on the desired 
frequency of operation. 

Drive requirements were measured for plate 
power-input levels of 1000 and 1600 watts with a 
Bird Model 43 Thru Line Wattmeter and a plug of 
known accuracy. Output power was measured 
simultaneously with drive requirements at the 
1000 and 1600 watt plate power input levels. A 
second Bird model 43 with a 1000-watt plug was 
used to measure amplifier output into a Bird 
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1000-watt Termaline load. A 2500-watt plug 
would be necessary to determine output power at 
the 2-kW input level, so I stopped at ће 1000-watt 
output point and worked backwards to calculate 
apparent stage gain and efficiency. 

Efficiency measurements also were made 
employing the “tube air-stream heat-differential” 
method. Several runs were made at 885 watts static 
dc and normal rf input. Apparent efficiencies of 62 
to 67 percent were noted. These values were about 

higher than the actual power output 
values given in Table I. Both efficiency measure- 
ment schemes serve to confirm that the amplifier is 
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operating at the upper limit of the theoretical 
50-60-percent efficiency range for typical Class 
AB2 amplifiers. 

To commence routine operation, the variable 
capacitor in the input circuit should be set at the 
point where lowest input VSWR was obtained 
during the "cold-tube" initial tube-up. The ability 
of the plate tank to resonate at 144-145 MHz with 
the top cover in place should be verified with a 
grid-dip meter, via a one-turn link attached to the 
rf output connector. Top and bottom covers are 
then secured. As with all cathode driven amplifiers, 
excitation should never be applied when the tube 
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Fig. 1 — Schematic diagram of the amplifier. 

Included is information for the input reflectometer 

used as an aid to tuning the cathode circuit for low 

SWR. C7, C8, and C9 are fabricated as described in 

the text and Fig. 2. 

B1 — Blower. Fasco 59752-IN or Dayton 2C610. 
Wheel diameter is 3-13/16 inches. 

C2 — 5- to ЗОРЕ air variable. Hammarlund 
НЕ-30-Х or equiv. 

C3, C4, СБ, Сб — 0,1 uF, 600-М, 20-A feedthrough 
capacitor. Sprague 8OP3 or equiv. 

Ji, J2, Ј6 — Coaxial chassis-mount connectors, 
type BNC. 

J3 — Coaxial connector, type N. 

J4 — Coaxial panel jack, UG-22B/U (Amphenol 
82-62 or equiv.). 

45 — HV connector (James Millen 37001 or 


equiv.). 
L1 — Double-sided pc board, 1-1/4 X 4-7/16 
inches, 


i 

12 — 4-1/4 inches of No. 18 wire. L1 and L2 are 
part of the input reflectometer circuit described 
in the text under. the heading of "Support 
Electronics." 


L3 — 6 turns No. 18 enam., 5/8-in. long on 3/8-in. 
dia form (white slug). 

LA — 3 turns No. 14 enam., 5/8-in. long X 9/16-in. 
ID. Lead length to L3 is 5/&-in. Lead length to 
cathode bus is 3/4-in. 

L5 — Air-dielectric strip line. See text and Fig. 2. 

P1 — Coaxial cable connector, type BNC. 

P2 — Coaxial cable connector, type N. 

R1 — Meter range multiplier. Ten 500-К ©, 2-watt 
composition resistors in series. 

ВЕСТ — 7 turns No. 16 tinned, 1/24п, ID X 1-in. 


lona. 
RFC2 — 18 turns No. 18 enam., close wound on 
1 m, 2-watt composition resistor. 
RFC3, RFC4 — Each 2 ferrite beads on component 


leads. 

RFC5, RFC6 — 10 turns No. 12 enam. bifilar 
wound, 5/8-in. dia. 

51 — Single-pole, three position rotary switch, 

contacts. 


non-shorting. 5 
Т1 — 5-V, 10-A secondary, center tap not used. 


(Stancor P-6135 or equiv.). 
VRI — 12-V, 50-watt Zener diode. 


2-kW PEP Amplifier for 144 MHz 


heater is activated and plate voltage is removed. 
Next, turn on the tube heater and blower simul- 
taneously, allowing 90 seconds for warm-up. Plate 
potential between 2400-3000 volts then may be 
applied and its presence verified on the multimeter. 
The power supply should be able to deliver 800 
mA or so. With the VOX relay actuated, resting 
current should be indicated on the cathode meter. 
A small amount of drive is applied and the plate 
tank circuit tuned for an indication of maximum 
relative power output, The cathode circuit can now 
be resonated, tuning for minimum reflected power 
on the reflectometer, and not for maximum drive 
power transfer. Tuning and loading of the plate- 
tank circuit follows the standard sequence for any 
cathode driven amplifier, Resonance is accom- 
panied by а moderate dip in plate/cathode current, 
а rise in grid current and a considerable increase in 
relative power output, Plate-current dip is not 
absolutely coincident with maximum power out- 
put but it is very close. Tuning and output-loading 
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adjustments should be for maximum efficiency and 
output as indicated on the output meter. Final 
adjustment for lowest VSWR at amplifier input 
should be done when the deisred plate input-power 
level has been reached. 


Table I 
Performance Data 
Power input, watts 1000 1600 
Plate voltage 2600 2450 
Plate current (single tone) 385 тА 660 mA 
Plate current (idling) 50 mA 50 mA 
Grid bias -10V -10V 
Grid current (single tone) 35 mA. 54 mA 
Drive power, watts 18 41 
Efficiency (apparent) 59.5% 61.8% 
Power gain (apparent) 15.248 13.9 dB 
Power output, watts 595 000 
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PLATE (B) 
у Fig. 2 — Dimensions and layout in- 
2 = Į е 7 А | formation for the plate line. The two 
P. а, brass plates and a Teflon sheet form а 
Свзвни) r^ ! ү! RS обе) ‘sandwich with the plate nearest the 
Н i 1 (635mm) 5: chassis being at dc ground potential. The 
ft й П | u | top plate carries high voltage and is 
connected to the tube anode. The 
Е E shorting bar (C) is permanently attached 
Qnare) between the bottom plate and the chassis, 
SHORTING BAR M- THICK BRASS replacing the sliding short that is visible in 
(6.35€) the photographs, 
(c) 
A TRIPLER AMPLIFIER FOR 432 MHZ 


Equipment for 432 MHz varies in style, size, 
complexity, and ancestry. Some stations use con 
verted uhf fm transmitters that once saw duty in 
taxicabs ог the like. Others have been able to build 
up-converters using tubes such as the 6939.1 


lMoretti, “А Heterodyne Exciter for 432 
MHz,” QST, November 1973, (also see Feedback, 
QST, March; 1974, page 83). 


Others have pressed their 144-МН2 equipment into 
service by employing an active frequency trip- 
ler.2,3 


2Knadle, “High Efficiency Parallel Kilowatt for 
432 MHz,” 057, April, 1972. 


3Knadle, “Dual-Band Ѕііріпе Amplifier- 
Tripler for "144 and 482 MHz, " Ham Radio, 
February, 1970. 


The design criteria for а desirable amplifier 
were simple — а table-top conduction-cooled 
(quiet) unit that would deliver 100-watts output at 
a drive level of less than 10 watts. The table-top 
configuration would be more attractive to many 
station owners than would the old reliable rack- 
and-panel system of days gone by. The con- 
duction-cooling requirement was to get away from 
the blower/air-hose/insulated-box problems that 
follow the usual external-anode design. At the 
100-watt output level, some transmission-line loss 
could be tolerated and still allow the use of a 
modest antenna for satellite access. 


Amplifier Circuitry 


The amplifier draws heavily upon previous 
designs: that utilized the air-cooled, external-anode 
tubes, as shown in Fig. 1 and in the photo- 
graphs. A half-wave grid line is fabricated from 
double-sided pe-board material. The input-coupling 
method departs slightly from previous examples, 
but only in the mechanics of adjustment. The plate 
line is similar to published information, with slight 
variations in the method of tuning. 

Input coupling to the amplifier is by means of a 
capacitive probe to the grid line. A small tab of 
copper is soldered to the grid line and forms one 
side of the capacitor. A disk on the center 
conductor of a coaxial section is the movable 
portion of the coupling. This coaxial section is 
fabricated from pieces of brass tubing that will 
slide together, telescope fashion. A BNC chassis- 
mount fitting with the threads filed down is 
soldered into the inner, movable piece of tubing to 
allow ease of connection from the exciter. A piece 
of copper wire and а couple of Teflon disks extend 
the center conductor for attachment of the capac- 
itor plate inside the grid compartment. Once 
adjusted, the sliding portion is held in place by 
means of a small compression clamp. 


4Temprobes" Test Kit, by Tempil’, Hamilton 
Bivd,, South Plainfield, NJ'07080- 
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The plate line is the familiar half-wavelength 
variety, with capacitive tuning provided by 
movable vanes or “flappers.” In earlier versions 
using this tuning scheme, the flappers were moved 
by means of string that was allowed to wind or 
unwind around a shaft, providing front-panel con- 
trol After a few instances of loss of control, 
caused by the nylon fishing line melting or 
becoming untied, the writers decided that there 
had to be a better way. Accordingly, the cam-on- 
атой method was tried and found satisfactory. 
Both plate-tuning and output-coupling flappers are 
adjusted in this manner (Fig. 2). 


Cooling 


Several tests were performed to check the 
effectiveness of the thermal-link/heat-sink cooling 
system. With the aid of Temprobes,4 it was 
determined that the tube would stay within max- 
imum temperature ratings while dissipating 100 to 
200 watts of dc. A liberal coating of thermal- 
conducting grease was used to aid heat transfer. 
More on this subject later. 


A look at the bottom of the amplifier reveals the 
grid compartment (top center) and the ac and dc 
Connection cables from the power supply. A grid 
line is tuned by means of a butterfly type of 
capacitor mounted on phenolic so that the total 
capacitance is reduced. A small disk on the end of 
а Coaxial section provides capacitive input coupling 
to the grid circuit. The flexible coupling shown 
here has since been replaced by two universal-joint 
type of connectors to remove some annoying 
backlash in the tuning control. A high-wattage 
dropping resistor, part of the screen supply cir- 
cuitry, is shown at the right. 
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AMPLIFIER 


Fig. 1 — Schematic diagram of the 432-MHz 

amplifier. 

— 18- to 5.1-pF air variable, E. F. Johnson 
160-0205-001. Mount on phenolic bracket. 

C2 — 1/2-inch dia. disk on center conductor of 
Acris extension. See text and photograph. 

— Spring-brass flapper type tuning capac- 
ка: See text and Fig. 2. 

C5 — 2-1/2 X 4-inch pc board, single-sided, with 
01-inch thick Teflon sheet for insulation to 
chassis. Copper-foil side mounted toward the 
chassis wall. 

CR1 — 1/4-inch dia, LED. 

и ВМС chassis-mount connector with threads 
filed to fit inside brass sleeve. 

J2 — Type №" coaxial connector. 


Early tests with only dc applied, and later ones 
with the full dc and rf voltages present, confirmed 
that at the 100-watt output level no forced-air 
cooling was required. At higher output levels of 
175 to 200 watts, the temperatures on the anode 
and heat sink were still below the maximum 
allowed by the manufacturer, but high enough that 
it was felt prudent to add a quiet “whisper” fan for 
safety. Operational tests proved that the added 
background noise was not distracting to the opera- 
tor. 


VHF AND UHF TRANSMITTING 


432 MHz 


J3, J4 — Tip jacks or binding posts. 

J5 — Phono type connector, External relay con- 
tacts should be wired to short J5 for "carrier- 

on” condition. 

J6 — High-voltage connector, James Millen 37001. 

L1 — 1-3/4 X 4-inch double-sided pc board, spaced 
7/8-inch from chassis. 

L2 — 3-1/2 X 6-1/4-inch double-sided pc board or 
aluminum strip. Length from В of пе to tube 
center is 7-1/8 inches. See Fig. 

Heat Sink — Astrodyne No. Sf овоо A0000, 5 
X 5 inches. Can be painted flat black or 
anodized for better dissipation. 

R1 — 27 ohm, 1-W resistor, 6 in parallel. 

R2 — 100-02 1-W resistor, З in parallel. 


Construction 


There are several configurations possible for the 
package, and the constructor should feel free to 
mold them to fit his idea of how things should be 
assembled. An LMB cabinet (CO-1) was selected 
for an enclosure because it matches many of the 
"pray boxes" found in a lot of shacks. Rather than 
mount the heat sink through an unsightly hole in 
the rear panel of the cabinet, it was decided to 
mount the amplifier parallel (о the front panel. 


Tube Placement 


жт 
вео 
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ECCENTRIC 


Fig. 2 — Cutaway drawing from the side of the grid and plate compartments. The plate line may be made 
of two pieces, as shown here, or of one single piece of aluminum strip. C4 is shown from the end-on view. 
The arm that moves C4 and the eccentric that moves C3 are fastened to their insulated shafts by epoxy 
cement. Small Teflon buttons prevent accidental shorts between the capacitors and the plate line. 


This places the heat sink inside, but there is 
adequate ventilation through the box to allow 
proper cooling. This mounting scheme also permits 
a fan to be mounted inside, so that there are no 
awkward protuberances to worry about behind the 
cabinet. A standard size chassis is used to fill the 
gap between the panel and the amplifier proper, 
and incidentally to provide a mounting space for 
peripheral electronics. As long as the parts place- 
ment within the amplifier grid and plate compart- 
ments is not changed from the design given here, it 
will not matter what is done externally. 

The grid compartment is a 5 X 7 X 2-inch 
aluminum chassis with captive nuts in the bottom 
lip to permit securing the bottom plate. For the 
plate compartment a 5 X 10 X 3-inch aluminum 
chassis was modified to provide better mounting 
surfaces for the heat sink and to allow the 
plate-tuning flapper to be mounted on the end wall 
of the compartment. One end of the chassis was 
removed and pieces of aluminum angle stock were 
fastened around the open end. These pieces were 
drilled to accept No. 8-32 screws that thread into 
tapped holes in the heat sink. Tapped holes in the 
top surface of the heat sink and captive nuts in the 
top lips of the chassis permit a perforated top plate 
to be fastened securely for minimum rf leakage. 
Total dimensions are given in Fig. 2. 


Tube Placement 


An Eimac SK-630 socket and SK-1920 thermal 
link are used in mounting the tube and conducting 


the heat away from the anode. The thermal link is 
made of toxic beryllium oxide (BeO). The manu- 
facturer’s caution against abrasion, fractures, or 
disposal should be heeded. Parts placement in the 
anode-block area is critical if efficient heat transfer 
and minumum strain on the tube are to be 
obtained. The tube socket must have sufficient 
clearance in its mounting hole that some lateral 
movement toward or away from the heat sink is 
allowed. The socket is secured to the chassis with 


The varactor tripler is assembled in a box made 
from double-sided pe board. 


the usual toe clamps supplied. Because of the rim 
formed on the socket by the integral screen-bypass 
capacitor, a spacer is needed between the thermal 
link and the heat sink. A piece of copper, 1/4-inch 
thick and about 2-3/4 X 4-1/2-inches, serves as the 
spacer, as well as providing excellent heat transfer 
to the inner face of the heat sink. This copper 
spacer and the BeO thermal link are both held in 
place between the tube anode and the heat sink by 
the pressure applied by the ceramic pillars. The 
anode end of the plate line is bent up to form a 
surface that will permit screws to thread into the 
insulators. In the early version of the amplifier this 
shaped and bent piece of aluminum was only long 
enough to provide some mounting surface to which 
the plate line (double-sided pc board in this 
instance) was fastened by means of five No. 6-32 
screws and nuts with lock washers. The photograph 
shows this particular scheme in the top view. A 
later version had the pe board replaced with an 
aluminum strip of the same size. A still later test 
was made with the anode-clamp/plate line all 
constructed from one piece of aluminum. No 
difference in plate-circuit performance could be 
noticed, which was the reason for the tests of 
different materials. 

А moderate coating of thermal-conducting 
grease should be applied between the copper plate, 
the heat sink, the thermal link, and the anode 
block. Don’t overdo it, however. In one test a glob 
of the material found its way down to the screen 
ring, and the combination of rf and de voltages 
between the screen and plate caused the material 
to break down. 


The Tripler 


The tripler is responsible for the “Tr” part of 
the name. The frequency tripler, using a varactor 
diode, is essentially a duplicate of the one de- 
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The amplifier chassis is mounted parallel to the 
front panel. A varactor-diode tripler is mounted on 
the subchassis, at the right. This view of the 
amplifier shows the ceramic insulators that provide 
Pressure to hold the tube anode against the thermal 
link and the heat-sink assembly. A half-wavelength 
plate line occupies most of the length of the 
chassis, with a flapper type of tuning capacitor 
mounted on the left wall. The two VR tubes, 
center, are regulators for the screen voltage. In- 
sulated shafts extend into the plate compartment, 
under the plate line, where they rotate eccentric 
disks to provide tuning control. Two tip jacks at 
the extreme right allow a cooling fan to be 
connected, if needed for higher power operation. 


scribed in other ARRL publications.5 A slight 
change was made to permit easier adjustment; a 
1000-ohm resistor was added in series with the 
normal bias resistor across the diode. This permits 
the diode current to be monitored during the 
tune-up procedure. A rough approximation of 
correct adjustment can be obtained by tuning the 
input circuitry for maximum voltage across the 
1000-ohm resistor, and then adjusting the idler 
circuit and the output circuits for a dip in this 
reading. These adjustments should be made with 
the varactor output connected to a suitable 
50-оћт load; reactive loads will cause the readings 
to be erratic and confusing. Final adjustments 
should be made with the aid of SWR meters and a 
sensitive wavemeter or other spectral-output 
indicating system. Once the tripler is adjusted for 
proper operation into a dummy load, don't touch 
ir. Further adjustments should be done at the tube 
grid-input circuit. 

Because the tripler construction and the peri- 
pheral-electronics chassis layout were not carefully 
coordinated, there is a distressing lack of space to 
adjust the tripler input circuits while in place (as 
can be seen in the photograph). However, if the 
builder will move the location of the voltage 
regulator tubes an inch or two to the left, there 
should be no problem. The tripler is fastened to 
the chassis by means of spade lugs extending from 
the vertical members of the tripler box. 


Power Supply 


Most of the earlier testing of this unit was 
performed while using the Heath HP-23A to supply 


5Radio Amateur's Handbook, ARRL, 52nd 
Edition, Chapter 7. 
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Fig. 3 — Schematic diagram of the varactor tripler. 


all voltages. The amplifier can be operated at the 
80- to 100-watt output level without unduly taxing 
the capability of this supply. Accordingly, the 
wiring and plug connections were made up with 
this feature in mind. When a larger supply was 
constructed for tests at the 200-watt level, con- 
nections were made compatible with those on the 
Heath supply as far as practicable. When using the 
HP-23A, provision must be made to drop the 
filament potential to the nominal 6.0 V required 
by the 8560A heater. A voltage-dropping resistor 
Гог this purpose is located under the support 
chassis. Heater voltage should be measured at the 
tube socket, not at the power supply. The newer 
power supply, HP-23B, can be used if the series 
resistance added is sufficient to drop the potential 
from 12 to 6 V as needed by the tube. 


Adjustment and Operation 


Initial testing should be performed while opera- 
ting the amplifier at reduced plate and screen 
voltages, if possible. Output coupling should be at 
maximum, and the input-coupling probe should be 
near maximum. Again, do not adjust the tripler 
circuits to make up for misadjustment of the 
amplifier. Drive power should be adjusted by 
increasing or decreasing the 144-MHz excitation to 
the tripler. An output power indicator should be 
used as an aid in adjustment of the amplifier. 


TABLE I 
Operating Conditions 


432MHz 432МН= 
drive power _ drivepower output power 
watts watts watts 


4 30 


144-MHz 


8 50 
10 80 
15 100 
18 140 


Ер – 1000 У. 
Тр — 60 mA, zero signal, 
Тр – 300 mA, single tone (cw), 140 W output, 
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482 MHz 


14 


C5 аземњ 


OUTPUT 
J2 


Provisions were made in the wiring to the multi- 
meter switch to display а sample of rf energy, such 
as might be obtained from a directional coupler.6 
The input-probe spacing and the grid-line tuning 
should be adjusted for maximum drive to the tube; 
this should be concurrent with minimum SWR as 
seen by the tripler. Move the coupling probe in 
small increments — the proper position will tend to 
be somewhat difficult to find. Output coupling and 
plate tuning should be adjusted for maximum 
output. The reason for starting with maximum 
coupling is that with minimum coupling and 
reactive loads, the amplifier could be unstable. 
Loading should be decreased until there is a 
smooth, but not sharp, dip in plate current. A 
reading in the vicinity of 250 to 300 mA at 
resonance is about right, at a plate potential of 800 
V. As with most tubes in this family, maximum 
output is seldom achieved at minimum plate 
current. Use the output power as an indication of 
proper operation, but be sure that the screen is not 
abused — small amounts of negative screen current 
are no cause for alarm. In all cases, do not exceed 
the power dissipation rating of the tube element 
concerned. 

It is not practical to operate this tube in this 
configuration at more than 1200-V plate potential. 
Tests were made at 1500 V, with disastrous results. 
At that dc level, with the added rf voltage, the 
stress across the BeO thermal link caused it to 
become very “unhappy.” This caused it to produce 
frying sounds, which made the authors unhappy. 
The condition also caused a reduction of plate- 
circuit efficiency and much unwanted heating of 
nearby metal parts. Investigation of the 
phenomenon showed that the high Q of the circuit 
caused the fault. Rather than do a complete 
redesign of the plate circuit, and because the initial 
goal was a 100-watt unit, the decision was made to 
leave well enough alone and recommend a 
1200-volt limit. This unit was originally described 
by QST for January, 1976. 


McMullen, “The Line Sampler,” QST, April 
1972. Also in FM and Repeaters Jor the Radio 
‘Amateur, Chapter 10, and The Radio Amateurs 
VHF Manual, Chapter 
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A LOW-DRIVE 6-METER PA 


Recently, there have been some excellent arti- 
cles on 6-meter amplifiers in the 1- and 2-kW PEP 
levels. Usually grounded-grid design is used and the 
amplifiers require exciters in the 100-watt class. 
The new popular solid-state 6-meter transceivers 
that develop approximately 10-watts PEP fall short 
of the necessary drive for grounded-grid design. 
This amplifier can easily be driven to 500-watts 
PEP input by transmitters in this power class. 


The Circuit 


A single 4CX250B is used in a conventional 
grounded-cathode arrangement (Fig. 1). The tuned 
grid circuit and the pi-network in the output is a 
standard design that works well on 6 meters. 
Driving power is fed into the tuned grid circuit 
through a 50-ohm T pad. Selection of the correct 
T-pad value will compensate for driving power of a 
watt or so up to 25 watts. R5 provides very heavy 
swamping and assures that the amplifier is com- 
pletely stable. If R5 resistor is omitted for drive of 
less than 1 watt, the amplifier will have to be 
neutralized. Another advantage of the T pad and 
resistive input is a more constant load to the 
driving stage. 

In the plate circuit, heavy copper-strap conduc- 
tors are used to provide low inductance leads. The 
output capacitance of the 4СХ250В (4.4 pF) plus 
strays and the plate tuning capacitance should be 
10 to 12 pF for a reasonable circuit Q. The 
amplifier plate circuit should resonate at 50 MHz 
with the tuning capacitor (C1) as near minimum 
value as possible. 


Top view of the amplifier (note paralleled ceramic 
capacitors for C4). 


Designed and built by Dick Stevens, W1QW4, this 
amplifier fills the need for a low-drive model usable 
with 10-watt exciters. 


When drive is provided by a transceiver, a dpdt 
relay (K1) places the amplifier in the line in the 
transmit condition and connects the antenna to the 
transceiver in the receive condition, Cutoff bias is 
applied to the amplifier in the receive condition 
and is reduced to the operating value while 
transmitting by grounding one end of the bias 
potentiometer, R4. A double set of VOX send/ 
receive contacts is required to perform these two 
functions (K2). 


Construction 


An LMB CO-7 cabinet is used as the basic 
amplifier housing. It is necessary to add 4 small 
brackets to stiffen the front and back panels. Two 
pieces of 1/2 X 1/2-inch Reynolds aluminum angle 
stock are added to the sides of the built-in chassis 
to provide additional strength and provide an air 


TABLE 1 


Pad Values for Input Attenuator 
Attn (dB) RI R2 R3 (ohms) 


Results 


seal between the bottom and top of the chassis. All 
the perforated holes above the top of the chassis 
must be covered with masking tape to make the 
top portion of the cabinet airtight. Directly 
beneath the 4CX250B tube socket, a large hole is 
punched in the bottom of the cabinet for an air 
entrance. The photograph of the amplifier shows 
that the 4CX250B does not have a chimney. It was 
later found that the chimney must be used to 
provide adequate cooling. A 4-inch diameter hole is 
cut in the back panel of the cabinet and a 5-inch 
Roton Whisper fan is mounted over the hole to 
exhaust air from the cabinet. 

Air flow is through the bottom of the cabinet, 
through the socket of the 4CX250B, through the 
chimney into the anode and out of the cabinet 
through the exhaust fan. Very little blower noise is 
generated using this method of cooling as com- 
pared to the conventional squirrel-cage blower fan. 
‘The amplifier construction is quite simple as can be 
seen from the photographs and can be duplicated 
easily. 


' Results 


A suitable power supply is shown in Fig. 2. 
With 2000 volts on the anode and a plate current 
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Bottom view of the amplifier. 


of 250 mA, the power output as measured by a 
Bird Thruline wattmeter into a Bird dummy load 
was 325 watts. This agrees closely with the tube 
specification sheets. 


500mA 
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Fig. 1 — Schematic diagram of the amplifier. 
Unless otherwise specified, capacitors are disk 
ceramic and resistors are carbon composition. 

СТ — 50 pF, receive spacing. 

C2 — 25 pF, 3 kV (surplus cap. in unit). 

C3 — 140 pF, receive spacing. 

C4 — Cer. cap. 2 paralleled 500 pF, 5 kV. 

K1 — Dpdt relay, 12-V coil (can have dc/power 


type contacts but rf design preferable). 

K2 — Орах relay. Either T-R contacts in exciter or 
aux. relay if only spst option available. 

L1 — 6 tums No. 14 solid wire, 1/2-inch dia, 1-1/4 
inch long. Tap 1-1/2 turns from gnd end. 

L2 — 5 turns No. 10 solid wire, 1-3/8 dia, 2 inch 
long (see text). 

ВЕСТ — 35 turns No. 22 enam. wire on 5/8-inch dia 
cer. ins. 
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Fig. 2 — Power supply for the amplifier. 

B1 — Blower motor (see text). 

CR1-CR4, incl. — Each leg consists of 2, series 
silicon diodes (1 A, 1000 PRV). 

САБ, CR6, CR7 — Silicon diode, 1 A, 1000 РАМ. 

САВ — Silicon diode, 3 А, 100 PRV. 
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K3 — Power relay, dpdt 10 A, contacts 117-V ac 
coil. 

T1 — Power transformer, 1400 V ac, 500 mA. 

T2 — Power transformer, 500 V at 100 mA sec. 
12-V, 1-A sec. and 6.3-У, 3-A sec. 

T3 — Filament transformer, 6.3 V, 1A. 


CHAPTER 8 


Receiving Systems 


The performance of a communications receiver 
can be measured by its ability to pick up weak 
signals and separate them from the noise and 
interference while at the same time holding them 
steady at the same dial settings. The difference 
between a good receiver and a poor one can be the 
difference between copying a weak signal well, or 
perhaps not copying it at all. 

Whether the receiver is of home-made or 
commercial origin, its performance can range from 
excellent to extremely poor, and high cost or 
circuit complexity cannot assure proper results. 
Some of the simplest of receivers can provide 
excellent results if careful attention is given to 
their design and proper use. Conversely, the most 
expensive of receivers can provide poor results if 
not operated in a competent manner. Therefore, 
the operator's success at sorting the weak signals 
out of the noise and interference is dependent 
upon the correct use of a properly designed, 
correctly operated receiver. 

Communications receivers are rated by their 
sensitivity (ability to pick up weak signals), their 
selectivity (the ability to distinguish between 
signals that are extremely close together in terms 
of frequency), and by their stability. The latter 
trait assures that once a stable signal is tuned in it 
will remain tuned without periodic retuning of the 
receiver controls (especially the main tuning and 
BFO controls). 

А well-designed modern receiver must be able 
to receive all of the popular modes of emission if it 
is to be truly versatile. It should be capable of 
handling ew, ssb, a-m, fm, and RTTY signals. 

The type of detection to be used will depend 
on the job the receiver is called upon to do. Simple 
receivers consisting of a single stage of detection 
(regenerative detector) followed by a one- or 
two-stage audio amplifier are often adequate for 
portable and emergency use over short distances. 
This type of receiver can be quite compact and 
light weight and can provide many hours of 
operation from a dry-battery pack if transistorized 
circuitry is used. Similarly, superregenerative 
detectors can be used in the same way, but are 


Fig, 8-1 
operation is, in a large part, determined by a 
receiver. A good receiver, mated with a good pair 
of ears, is an unbeatable combination. 


— The success of amateur on-the-air 


suitable for copying only a-m and wide-band fm 
signals. Superheterodyne receivers are the most 
popular and are capable of better performance 
than the foregoing types. Heterodyne detectors are 
used for ssb and cw reception in the latter. If a 
regenerative detector is made to oscillate and 
provide a steady signal, it is known as an autodyne 
detector. А beat-frequency oscillator, or ВРО, is 
used to generate a steady signal in the superhetero- 
dyne receiver. This signal is applied to the detector 
stage to permit the reception of ssb and cw 
signals. 

Communications receivers should have a slow 
tuning rate and a smooth-operating tuning-dial 
mechanism if any reasonable degree of selectivity is 
used, Without these features cw and ssb signals are 
extremely hard to tune in. In fact, one might easily 
tune past a weak signal without knowing it was 
there if a fast tuning rate were used. 


RECEIVER CHARACTERISTICS 


Sensitivity 
In commercial circles “sensitivity” is defined as 
the signal at the input of the receiver required to 
give a signal-plus-noise output some stated ratio 
(generally 10 dB) above the noise output of the 
receiver. This is a useful sensitivity measure for the 


amateur, since it indicates how well a weak signal 
will be heard. However, it ls not an absolute 
method, because the bandwidth of the receiver 
plays a large part in the result. 

The random motion of the molecules in the 
antenna and receiver circuits generates small 
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Fig. 8-2 — Typical selectivity curve of a modern. 
superheterodyne receiver, Relative response is 
plotted against deviations above and below the 
resonance frequency. The scale at the left is in 
terms of voltage ratios, the corresponding decibel 
steps are shown at the right. 


voltages called thermal-agitation noise. Thermal- 
agitation noise is independent of frequency and is 
proportional to the (absolute) temperature, the 
resistive component of the impedance across 
which the thermal agitation is produced, and the 
bandwidth, Noise is generated in vacuum tubes and 
semiconductors by random irregularities in the 
current flow within them; it is convenient to 
express this shot-effect noise as an equivalent 
resistance in the grid circuit of a noise-free tube. 
This equivalent noise resistance is the resistance (at 
room temperature) that placed in the grid circuit 
of a noise-free tube will produce plate-circuit noise 
equal to that of the actual tube. The equivalent 
noise resistance of a vacuum tube increases with 
frequency. 

An ideal receiver would generate no noise in its 
tubes or semiconductors and circuits, and the 
minimum detectable signal would be limited only 
by the thermal noise in the antenna. In a practical 
receiver, the limit is determined by fow well the 
amplified antenna noise overrides the other noise 
of the input stage. (It is assumed that the first stage 
of any good receiver will be the determining factor; 
the noise contributions of subsequent stages should 
be insignificant by comparison.) At frequencies 
below 20 or 30 MHz the site noise (atmospheric 
and man-made noise) is generally the limiting 
factor. 

Тһе : degree to which a practical receiver 
approaches the quiet ideal receiver of the same 
bandwidth is given by the noise figure of the 
receiver. Noise figure is defined as the ratio of the 
signal to noise power ratio of the ideal receiver to 
the signal-to-noise power ratio of the actual 
receiver output. Since the noise figure is a ratio, it 


RECEIVING SYSTEMS 


is usually given in decibels; it rans around 5 to 10 
4B for a good communications receiver below 30 
MHz. Although noise figures of 2 to 4 dB can be 
obtained, they are of little or no use below 30 MHz 
except in extremely quiet locations or when a very 
small antenna is used. The noise figure of a receiver 
is not modified by changes in bandwidth. 


Selectivity 


Selectivity is the ability of a receiver to 
discriminate against signals of frequencies differing 
from that of the desired signal. The overall 
selectivity will depend upon the selectivity and the 
number of the individual tuned circuits. 

The selectivity of а receiver is shown 
graphically by drawing a curve that gives the ratio 
of signal strength required at various frequencies 
off resonance to the signal strength at resonance, 
to give constant output, A resonance curve of this 
type is shown in Fig. 8-2. The bandwidth is the 
width of the resonance curve (in Hz or kHz) of a 
receiver at a specified ratio; in the typical curve of 
Fig. 8-2 the bandwidths for response ratios of 2 
and 1000 (described as “-6 dB" and “-60 dB") are 
2.4 and 12.2 kHz respectively. 

The bandwidth at 6 dB down must be sufficient 
to pass the signal and its sidebands if faithful 
reproduction of the signal is desired. However, in 
the crowded’ amateur bands, it is generally 
advisable to sacrifice fidelity for intelligibility. The 
ability to reject adjacent-channel signals depends 
upon the skirt selectivity of the receiver, which is 
determined by the bandwidth at high attenuation, 
In a receiver with excellent skirt selectivity, the 
ratio of the 6-dB bandwidth to the 60-dB 
bandwidth will be about 0.2 for code and 0.3 for 
phone. The minimum usable bandwidth at 6 dB 
down is approximately 150 Hz for code reception 
and approximately 2000 Hz for phone. 


Fig. 8-3 — Block diagrams of three simple receivers. 


Detection and Detectors 


Stability 


The stability of a receiver is its ability to "stay 
put" on a signal under varying conditions of 
gain-control setting, temperature, supply-voltage 
changes and mechanical shock. The term "un- 
stable" is also applied to a receiver that breaks into 
oscillation or a regenerative condition with some 
settings of its controls that are not specifically 
intended to control such a condition. 


SIMPLE RECEIVERS 


The simplest receiver design consists of a 
detector followed by an audio amplifier, as shown 
in Fig. 8-3A. Obviously, the sensitivity of the 
detector determines how well this receiver will 
work. Various schemes have been developed to 
increase detector sensitivity, including the regener- 
ative and superregenerative detectors described 
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later in this chapter, Another way to increase 
receiver sensitivity is to add one or more 
rfamplifier stages before the detector. This 
approach is called the tuned-radio-frequency, or 
TRE receiver, Fig. 8-3B. 

Another design which has become popular for 
use in battery-powered equipment is the direct- 
conversion receiver, Fig. 8-3C. Here, a detector is 
employed along with a variable-frequency oscilla- 
tor which is tuned just slightly off the frequency of 
the incoming signal to produce a beat note. A 
narrow-bandwidth audio filter located between the 
detector and the aduio amplifier provides selectiv- 
ity. However, the lack of automatic gain control 
limits the range over which the receiver can handle 
strong signals unless a manual rfgain control is 
employed. FETs and ICs can be used as detectors 
to provide up to 90 dB of dynamic range — 
typically 3 LV to 100 mV of input signal. 


DETECTION AND DETECTORS 


Detection (demodulation) is the process of 
extracting the signal information from a modulated 
carrier wave. When dealing with an acm signal, 
detection involves only the rectification of the rf 
signal. During fm reception, the incoming signal 
must be converted to an a-m signal for detection. 
See Chapter 14. 

Detector sensitivity is the ratio of desired 
detector output to the input. Detector linearity is а 
measure of the ability of the detector to reproduce 
the exact form of the modulation on the incoming 
signal. The resistance or impedance of the detector 
is the resistance or impedance it presents to the 
circuits it is connected to. The input resistance is 
important in receiver design, since if it is relatively 
low it means that the detector will consume power, 
and this power must be furnished by the preceding 
stage. The signal-handling capability means the 
ability to accept signals of a specified amplitude 
without overloading or distortion. 


Diode Detectors 


The simplest detector for a-m is the diode. A 
germanium or silicon crystal is an imperfect form 
of diode (a small current can usually pass in the 
reverse direction), but the principle of detection in 
a semiconductor diode is similar to that in a 
vacuum-tube diode. 

Circuits for both half-wave and full-wave diodes 
are given in Fig. 8-4. The simplified half-wave 


ig. 8-4 — Simplified and practical diode detector 
circuits. A, the elementary half-wave diode 
detector; B, a practical circuit, with rf filtering and 
audio output coupling; С, full-wave diode detector, 
with output coupling indicated. The circuit, L2C1, 
is tuned to the signal frequency; typical values for 
C2 and R1 in A and C are 250 pF and 250,000 
ohms, respectively; in B, C2 and C3 are 100 pF 
each; R1, 50,000 ohms; and R2, 250,000 ohms. C4 
is 0.1 ШЕ and ВЗ may be 0,5 to 1 megohm. 


circuit at Fig. 8-4A includes the rf tuned circuit, 
І2С1, a coupling coil, L1, from which the rf 
energy is fed to L2C1, and the diode, СКІ, with its 
load resistance, R1, and bypass capacitor, C2. 
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Fig. 8-5 — Diagrams showing the detection process. 


The progress of the signal through the detector 
or rectifier is shown in Fig. 8-5. A typical 
modulated signal as it exists in the tuned circuit is 
shown at A. When this signal is applied to the 
rectifier, current will flow only during the part of 
the rf cycle when the anode is positive with respect 
to cathode, so that the output of the rectifier 
consists of half-cycles of rf. These current pulses 
flow in the load circuit comprised of R1 and C2, 
the resistance of КЛ and the capacitance of C2 
being so proportioned that C2 charges to the peak 
value of the rectified voltage on each pulse and 
retains enough charge between pulses so that the 
voltage across R1 is smoothed out, as shown in C. 
C2 thus acts as a filter for the radio-frequency 
component of the output of the rectifier, leaving a 
dc component that varies in the same way as the 
modulation on the original signal, When this 
varying dc voltage is applied to a following 
amplifier through a coupling capacitor (C4 in Fig. 
8-4), only the variations in voltage are transferred, 
so that the final output signal is ac, as shown in D. 

In the circuit at 84B, R1 and C2 have been 
divided for the purpose of providing a more 
effective filter for rf. It is important to prevent the 
appearance of any rf voltage in the output of the 
detector, because it may cause overloading of a 
succeeding amplifier stage. The audio-frequency 
variations can be transferred to another circuit 
through a coupling capacitor, C4. R2 is usually a 
“potentiometer” so that the audio volume can be 
adjusted to a desired level. 

Coupling from the potentiometer (volume 
control) through a capacitor also avoids any flow 
of dc through the moving contact of control. The 
flow of dc through a high-resistance volume 
control often tends to make the control noisy 
(scratchy) after a short while. 

The full-wave diode circuit at 8-4С differs in 
operation from the half-wave circuit only in that 
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both halves of the rf cycle are utilized. The 
full-wave circuit has the advantage that rf filtering 
is easier than in the half-wave circuit, As a result, 
less attenuation of the higher audio frequencies 
will be obtained for any given degree of rf filtering. 

The reactance of C2 must be small compared to 
the resistance of R1 at the radio frequency being 
rectified, but at audio frequencies must be 
relatively large compared to R1. If the capacitance 
of C2 is too large, response at the higher audio 
frequencies will be lowered. 

Compared with most other detectors, the gain 
of the diode is low, normally running around 0.8 in 
audio work. Since the diode consumes power, the 
Q of the tuned circuit is reduced, bringing about a 
reduction in selectivity. The loading effect of the 
diode is close to one half the load resistance. The 
detector linearity is good, and the signal-handling 
capability is high. 


Plate Detectors 


The plate detector is arranged so that 
rectification of the rf signal takes place in the plate 
circuit of the tube or the collector of an FET. 
Sufficient negative bias is applied to the grid to 
bring the plate current nearly to the cutoff point, 
so that application of a signal to the grid circuit 
causes an increase in average plate current, The 
average plate current follows the changes in the 
signal in a fashion similar to the rectified current in 
а diode detector, 

In general, transformer coupling from the plate 
circuit of a plate detector is not satisfactory, 
because the plate impedance of any tube is very 
high when the bias is near the plate-current cutoff 
point. The same is true of a JFET or MOSFET. 
Impedance coupling may be used in place of the 
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Fig. 8-6 — Circuits for plate detection. A, triode; B, 
FET. The input circuit, L2C1, is tuned to the 
signal frequency. Typical values for R1 are 22,000 
to 150,000 ohms for the circuit at A, and 4700 to 
22,000 ohms for В. 


Heterodyne and Product Detectors 


resistance coupling shown in Fig. 8-6. Usually 100 
henrys or more of inductance are required. 

The plate detector is more sensitive than the 
diode because there is some amplifying action in 
the tube or transistor, It will handle large signals, 
but is not so tolerant in this respect as the diode. 
Linearity, with the self-biased circuits shown, is 
good. Up to the overload point the detector takes 
no power from the tuned circuit, and so does not 
affect its О and selectivity. 


Infinite-Impedance Detector 


The circuit of Fig. 8-7 combines the high 
signal-handling capabilities of the diode detector 
with low distortion and, like the plate detector, 
does not load the tuned circuit it connects to. The 
circuit resembles that of the plate detector, except 
that the load resistance, 27), is connected between 
source and ground and thus is common to both 
gate and drain circuits, giving negative feedback for 
the audio frequencies. The source resistor is 
bypassed for rf but not for audio, while the drain 
circuit is bypassed to ground for both audio and 
radio frequencies, An rf filter can be connected 
‘between the cathode and the output coupling capa- 
citor to eliminate any rf that might otherwise ap- 
pear in the output. 

The drain current is very low at no signal, 
increasing with signal as in the case of the plate 
detector. The voltage drop across the source resis- 
tor consequently increases with signal, Because of 
this and the large initial drop across this resistor, 
the gate usually cannot be driven positive by the sig- 
nal. 


HETERODYNE AND PRODUCT 
DETECTORS 


Any of the foregoing a-m detectors becomes а 
heterodyne detector when a local-oscillator (BFO) 
is added to it. The BFO signal amplitude should be 
5 to 20 times greater than that of the strongest 
incoming cw or ssb signal if distortion is to be 
minimized. These heterodyne detectors are fre- 
quently used in receivers that are intended for a-m 
as well as cw and ssb reception. A single detector 
can thus be used for all three modes, and elaborate 
switching techniques are not required, To receive 
am it is merely necessary to disable the BFO 
circuit. 

The name product detector has been given to 
heterodyne detectors in which special attention has 
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Fig. 8-7 — The infinite-impedance detector. The 
input circuit, L2C1, is tuned to the signal 
frequency. 
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been paid to minimizing distortion and intermodu- 
lation (IM) products. Product detectors have been 
thought of by some as a type of detector whose 
output signal vanishes when the BFO signal is 
removed. Although some product detectors func- 
tion that way, such operation is not a criterion. A 
product is something that results from the 
combination of two or more things, hence any 
heterodyne detector can rightfully be regarded as a 
product detector. The two input signals (if and 
BFO) are fed into what is essentially a mixer stage. 
‘The difference in frequency (after filtering out and 
removing the if and BFO signals from the mixer 
output) is fed to the audio amplifier stages and 
increased to speaker or headphone level. Although 
product detectors are intended primarily for use 
with cw and ssb signals, a-m signals can be copied 
satisfactorily on receivers which have good i-f 
selectivity. The a-m signal is tuned in as though it 
were an ssb signal. When properly tuned, the 
heterodyne from the a-m carrier is not audible. 

A triode product-detector circuit is given in Fig. 
8-8A. The i-f signal is fed to the grid of the tube, 
while the BFO energy is supplied to the cathode. 
The two signals mix to produce audio-frequency 
output from the plate circuit of the tube. The BFO 
voltage should be about 2 V rms and the signal 
should not exceed 0.3 V rms for linear detection. 
The degree of plate filtering required will depend 
оп the frequency of operation. The values shown 
in Fig. 8-8A are sufficient for 450-kHz operation. 
At low frequencies more elaborate filtering is 
needed. A similar circuit using a JFET is shown at 
B. 

In the circuit of Fig. 8-8C, two germanium 
diodes are used, though a 6ALS tube could be 
substituted. The high back resistance of the diodes 
is used as a dc return; if а 6ALS is used the diodes 
must be shunted by 1-megohm resistors. The BFO 
signal should be at least 10 or 20 times the 
amplitude of the incoming signal. 

At Fig. 8-8D a two-diode circuit, plus one 
transistor, provides both a-m and product detec- 
tion. This circuit is used in the Drake SPR-4 
receiver. Balanced output is required from the 
BFO. The a-m detector is forward biased to 
prevent the self-squelching effect common to 
single-diode detectors (caused by signals of low 
level not exceeding the forward voltage drop of the 
diode). The IC detector given in Fig. 8-8E has 
several advantages. First, the BFO injection only 
needs to be equal to the input signal, because of 
the additional amplification of the BFO energy 
which takes place within the IC. Also, output 
filtering is quite simple, as the double-balanced 
design reduces the level of if signal and BFO 
voltage appearing in the output circuit. Motorola’s 
MC1496G has a dynamic range of 90 dB and a 
conversion gain of about 12 dB, making it a good 
choice for use in a direct-conversion receiver. 

A multipurpose IC if amplifier/detector/agc 
system, the National Semiconductor LM373, is 
shown in Fig. 8-8F. A choice of a-m, ssb, cw, and 
fm detection is available, as well as а 60-dB-range 
age system and if amplification of 70 dB. 
Recovered audio is typically 120 mV. L1CI tune to 
the i-f frequency. 
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REGENERATIVE DETECTORS 


By providing controllable rf feedback (regenera- 
tion) in a triode, pentode, ог transistorized-detec- 
tor circuit, the incoming signal can be amplified 
many times, thereby greatly increasing the 
sensitivity of the detector. Regeneration also 
increases the effective Q of the circuit and thus the 
selectivity. The grid-leak type of detector is most 
suitable for the purpose. 

The grid-leak detector is a combination diode 
rectifier and audio-frequency amplifier. In the 
circuit of Fig. 8-9A, the grid corresponds to the 
diode plate and the rectifying action is exactly the 
same as in a diode. The dc voltage from 
rectified-current flow through the grid leak, R1, 
biases the grid negatively, and the audio-frequency 
variations in voltage across КЛ are amplified 
through the tube as in a normal af amplifier. In the 
plate circuit, R2 is the plate-load resistance and C3 
and RFC a filter to eliminate rf in the output 
circuit. 

А grid-leak detector has considerably greater 
sensitivity than a diode. The sensitivity is further 
increased by using a screen-grid tube instead of a 
triode. The operation is equivalent to that of the 
triode circuit. The screen bypass capacitor should 
have low reactance for both radio and audio 
frequencies. 

The circuit in Fig. 8-9B is regenerative, the 
feedback being obtained by feeding some signal 
from the drain circuit back to the gate by inductive 
coupling. The amount of regeneration must be 
controllable, because maximum regenerative ampli- 
fication is secured at the critical point where the 
circuit is just about to oscillate. The ciritical point 
in turn depends upon circuit conditions, which 
may vary with the frequency to which the detector 
is tuned. An oscillating detector can be detuned 
slightly from an incoming cw signal to give 
autodyne reception. The circuit of Fig. 8-9B uses a 
control which varies the supply voltage to control 
regeneration. If L2 and L3 are wound end to end 
in the same direction, the drain connection is to 
the outside of the “tickler” coil, L3, when the gate 
connection is to the outside end of L2. 

Although the regenerative detector is more 
sensitive than any other type, its many disadvan- 
tages commend it for use only in the simplest 
receivers. The linearity is rather poor, and the 
signal-handling capability is limited. The signal- 
handling capability can be improved by reducing 
R1 to 0.1 megohm, but the sensitivity will be 
decteased. The degree of antenna coupling is often 
critical. 

A bipolar transistor is used in a regenerative 
detector hookup at C. The emitter is returned to 
dc ground through a 1000-ohm resistor and а 
50,000-ohm regeneration control. The 1000-ohm 
resistor keeps the emitter above ground at rf to 
permit feedback between the emitter and collector. 
А S-pF capacitor (more capacitance might be 
required) provides the feedback path. Cl and L2 
comprise the tuned circuit, and the detected signal 
is taken from the collector return through Т1. A 
transistor with medium or high beta works best in 
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circuits of this type and should have a frequency 
rating which is well above the desired operating 
frequency. The same is true of the frequency rating 
of any FET used in the circuit at B. 

‘Superregenerative detectors are somewhat more 
sensitive than straight regenerative detectors and 
can employ either tubes or transistors. An in-depth 
discussion of superregenerative detectors is given in 
Chapter 9. 


Fig. 8-9 — (A) Triode grid-leak detector combines 
diode detection with triode amplification. Al- 
though shown here with resistive plate load, R2, an 
audio choke coil or transformer could be used. 

(B) Feeding some signal from the drain circuit 
back to the gate makes the circuit regenerative. 


When feedback is sufficient, the circuit will 
oscillate. The regeneration is adjusted by а 
10,000-ohm control which varies the drain voltage. 

(C) An npn bipolar transistor can be used as a 
regenerative detector too. Feedback occurs be- 
tween collector and emitter through the 5-pF 
capacitor. A 50,000-ohm control in the emitter 
return sets the regeneration, Pnp transistors can 
also be used in this circuit, but the battery polarity 
must be reversed. 
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For cw reception, the regeneration control is 
advanced until the detector breaks into a "hiss" 
which indicates that the detector is oscillating. 
Further advancing of the regeneration control will 
result in a slight decrease in the hiss. 

Code signals can be tuned in and will give a 
tone with each signal depending on the setting of 
the tuning control. A low-pitched beat note cannot 
be obtained from a strong signal because the 
detector “pulls in” or “blocks.” 

The point just after the detector starts 
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oscillating is the most sensitive condition for code 
reception. Further advancing the regeneration 
control makes the receiver less prone to blocking, 
but also less sensitive to weak signals, 

If the detector is in the oscillating condition 
and an a-m phone signal is tuned in, a steady 
audible beat-note will result. While it is possible to 
listen to phone if the receiver can be tuned to 
exact zero beat, it is more satisfactory to reduce 
the regeneration to the point just before the 
receiver goes into oscillation. This is also the most 
sensitive operating point. 


TUNING METHODS 


Tuning 
The resonant frequency of a circuit can be 
shifted by changing either the inductance or the 
capacitance in the circuit. Panel control of 
inductance (permeability-tuned oscillator, or PTO) 
is used to tune a few commercial receivers, but 
most receivers depend upon panel-mounted 

variable capacitors for tuning. 


Tuning Rate 

For ease in tuning a signal, it is desirable that 
the receiver have a tuning rate in keeping with the 
type of signal being received and also with the 
selectivity of the receiver. A tuning rate of 500 
kHz per knob revolution is normally satisfactory 
for a broadcast receiver, but 100 kHz per 
revolution is almost too fast for easy ssb reception 
— around 25 to 50 kHz being more desirable. 


Band Changing 


The same coil and tuning capacitor cannot be 
used for, say, 3.5 to 14 MHz because of the 
impracticable maximum-to-minimum сарсНапсе 
табо required. It is necessary, therefore, to provide 
a means for changing the circuit constants for 
various frequency bands, As a matter of conveni- 
ence the same tuning capacitor usually is retained, 
but new coils are inserted in the circuit for each 
band. 

One method of changing inductances is to use a 
switch having an appropriate number of contacts, 
which connects the desired coil and disconnects 
the others. The unused coils are sometimes 
short-circuited by the switch, to avoid undesirable 
self-resonances. 

Another method is to use coils wound on forms 
that can be plugged into suitable sockets. These 
plugin coils are advantageous when space is at a 
Premium, and they are also very useful when 
considerable experimental work is involved. 
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Bandspreading 

The tuning range of a given coil and variable 
capacitor will depend upon the inductance of the 
coil and the change in tuning capacitance. To cover 
a wide frequency range and still retain a suitable 
tuning rate over a relatively narrow frequency 
range requires the use of bandspreading. Mechani- 
cal bandspreading utilizes some mechanical means 
to reduce the tuning rate; a typical example is the 
two-speed planetary drive to be found in some 
receivers. Electrical bandspreading is obtained by 
using a suitable circuit configuration. Several of 
these methods are shown in Fig. 8-10. 

In A, a small bandspread capacitor, C1 (15- to 
25-pF maximum), is used in parallel with capacitor 
C2, which is usually large enough (100 to 140 pF) 
to cover a 2-to-1 frequency range. The setting of 
C2 will determine the minimum capacitance of the 
circuit, and the maximum capacitance for band- 
spread tuning will be the maximum capacitance of 
C1 plus the setting of C2. The inductance of the 
coil can be adjusted so that the maximum-mini- 
mum ratio will give adequate bandspread. It is 
almost impossible, because of the nonharmonic 
relation of the various band limits, to get full 
bandspread on all bands with the same pair of 
capacitors. C2 is variously called the bandsetting or 
main-tuning capacitor. It must be reset each time 
the band is changed, 

If the capacitance change of a tuning capacitor 
is known, the total fixed shunt capacitance (Fig. 
8-10A) for covering a band of frequencies can be 
found from Fig. 8-11. 


Example: What fixed shunt capacitance will allow a ca- 
pacitor with a range of $ to 30 pF to tune 3.45 to 405 
MHz? 


(4.05 — 3.45) + 4.05 = 0.148 


From Fig. 8-11, the capacitance ratio is 0.38, and hence 
the minimum capacitance is (30 — 5) + 0.38 = 66 pF. The 
‘S-pF minimum of the tuning capacitor, the tube capacitance 
and any stray capacitance must be included in the 66 pF. 


Fig. 8-10 — Essentials of the three basic bandspread tuning systems. 
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Fig. 8-11 — Minimum circuit capacitance required 
in the circuit of Fig. 8-10A as a function of the 
capacitance change and the frequency change. 
Note that maximum frequency and minimum 
capacitance are used. 


The method shown at Fig. 8-10B makes use of 
capacitors in series. The tuning capacitor, СІ, may 
have a maximum capacitance of 100 pF or more. 
The minimum capacitance is determined principal- 
ly by the setting of C3, which usually has low 
capacitance, and the maximum capacitance by the 
setting of C2, which is in the order of 25 to 50 pF. 
This method is capable of close adjustment to 
practically amy desired degree of bandspread. 
Either C2 or C3 must be adjusted for each band or 
ipee preadjusted capacitors must be switched 


“The circuit at Fig. 8-10C also gives complete 
spread on each band. C1, the bandspread capacitor, 
may have any convenient value; 50 pF is 
satisfactory. C2 may be used for continuous 
frequency coverage ("general coverage") and asa 
bandsetting capacitor. The effective maximum- 
minimum capacitance ratio depends on C2 and the 
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point at which C1 is tapped on the coil. The nearer 
the tap to the bottom of the coil, the greater the 
bandspread, and vice versa. For a given coil and. 
tap, the bandspread will be greater if C2 is set at 
higher capacitance. C2 may be connected perma- 
nently across the individual inductor and preset, if 
desired. This requires a separate capacitor for each 
band, but eliminates the necessity for resetting C2 
each time. 


Ganged Tuning 


The tuning capacitors of the several rf circuits 
may be coupled together mechanically and 
operated by a single control. However, this 
operating convenience involves more complicated 
construction, both electrically and mechanically. It 
becomes necessary to make the various circuits 
track — that is, tune to the same frequency for a 
given setting of the tuning control. 

True tracking can be obtained only when the 
inductance, tuning capacitors, and circuit induc- 
tances and minimum and maximum capacitances 
are identical in all. “ganged” stages. A small 
trimmer or padding capacitor may be connected 
across the coil, so. that various minimum 
capacitances can be compensated. The use of the 
trimmer necessarily increases the minimum circuit 
capacitance but is a necessity for satisfactory 
tracking. Midget capacitors having maximum 
capacitances of 15 to 30 pF are commonly used. 

The same methods are applied to bandspread 
circuits that must be tracked. The inductance can 
be trimmed by using a coil form with an adjustable 
brass (or copper) core. This core material will 
reduce the inductance of the coil, raising the 
resonant frequency of the circuit. Powdered-iron 
or ferrite core material can also be used, but will 
lower the resonant frequency of the tuned circuit 
because it increases the inductance of the coil. 
Ferrite and powdered-iron cores will raise the Q of 
the coil provided the core material is suitable for 
the frequency being used. Core material is now 
available for frequencies well into the vhf region. 


The Superheterodyne 


In a superheterodyne receiver, the frequency of 
the incoming signal is heterodyned to a new radio 
frequency, the intermediate frequency (abbrevi- 
ated “if”), then amplified, and finally detected. 
The frequency is changed by modulating the 
output of a tunable oscillator (the high-frequency, 
ог local oscillator) by the incoming signal in a 
mixer or converter stage to produce a side 
frequency equal to the intermediate frequency. 
The other side frequency is rejected by selective 
circuits. The audio-frequency signal is obtained at 
the detector. Code signals are made audible by 
heterodyne reception at the detector stage; this 
oscillator is called the “beat-frequency oscillator” 
ог BFO. Block diagrams of typical single- and 
double-conversion receivers are shown in Fig. 8-12. 

As a numerical example, assume that an 
intermediate frequency of 455 kHz is chosen and 


that the incoming signal is at 7000 kHz. Then the 
high-frequency oscillator frequency may be set to 
7455 kHz in order that one side frequency (7455 
minus 7000) will be at 455 kHz. The high-frequen- 
cy oscillator could also be set to 6545 kHz and give 
the same difference frequency. To produce an 
audible code signal at the detector of, say, 1000 
Hz, the heterodyning oscillator would be set to 
either 454 or 456 kHz. 

The frequency-conversion process permits rf 
amplification at a relatively low frequency, the i-f. 
High selectivity and gain can be obtained at this 
frequency, and this selectivity and gain are 
constant. The separate oscillators can be designed 
for good stability and, since they are working at 
frequencies considerably removed from the signal 
frequencies, they are not normally "pulled" by the 
incoming signal. 
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Fig. 8-12 — Block diagrams of a (A) single- and (B) double-conversion superheterodyne receiver. 


Images 

Each hf oscillator frequency will cause i-f 
response at two signal frequencies, one higher and 
one lower than the oscillator frequency. If the 
oscillator is set to 7455 kHz to tune to а 7000-kHz 
signal, for example, the receiver can respond also 
to a signal on 7910 kHz, which likewise gives a 455- 
KHz beat. The undesired signal is called the image. 
It can cause unnecessary interference if it isn't 
eliminated. 

The radio-frequency circuits of the receiver 
(those used before the signal is heterodyned to the 
i-f) normally are tuned to the desired signal, so that 
the selectivity of the circuits reduces or eliminates 
the response to the image signal. The ratio of the 
receiver voltage output from the desired signal to 
that from the image is called the signal-to-image 
ratio, or image ratio. 

The image ratio depends upon the selectivity of 
the rf tuned circuits preceding the mixer tube. 
Also, the higher the intermediate frequency, the 
higher the image ratio, since raising the i-f increases 
the frequency separation between the signal and 
the image and places the latter further away from 
the resonance peak of the signal-frequency input 
circuits. 


‘The Double-Conversion Superheterodyne 


At high and very-high frequencies it is difficult 
to secure an adequate image ratio when the 
intermediate frequency is of the order of 455 kHz. 
To reduce image response the signal frequently is 
converted first to a rather high (1500, 5000, or 
even 10,000 kHz) intermediate frequency, and 
then — sometimes after further amplification — 
converted to a lower i-f where higher adjacent- 
channel selectivity can be obtained. Such a receiver 
is called a double-conversion superheterodyne (Fig. 
812B). 


Other Spurious Responses 
In addition to images, other signals to which 
the receiver is not tuned may be heard. Harmonics 


of the high-frequency oscillator may beat with 
signals far removed from the desired frequency to 
produce output at the intermediate frequency; 
such spurious responses can be reduced by 
adequate selectivity before the mixer stage, and by 
using sufficient shielding to prevent signal pickup 
by any means other than the antenna. When a 
strong signal is received, the harmonics generated 
by rectification in the detector may, by stray 
coupling, be introduced into the rf or mixer circuit 
and converted to the intermediate frequency, to go 
through the receiver in the same way as an 
ordinary signal. These “birdies” appear as a 
heterodyne beat on the desired signal, and are 
principally bothersome when the frequency of the 
incoming signal is not greatly different from the 
intermediate, frequency. The cure is proper circuit 
isolation and shielding. 

Harmonics of the beat oscillator also may be 
converted in similar fashion and amplified through 
the receiver; these responses can be reduced by 
shielding the beat oscillator and by careful 
mechanical design. 


MIXER PRODUCTS 


Additional spurious products are generated 
during the mixing process, and these products are 
the most troublesome of all, as it is difficult indeed 
to eliminate them unless the frequencies chosen for 
the mixing scheme are changed. The tables and 
chart given in Fig. 8-13 will aid in the choice of 
spurious-free frequency combinations, and they 
can be used to determine how receiver “birdies” 
are being generated, Only mixer products that fall 
close to the desired frequency are considered, as 
they are the ones that normally cause trouble, The 
horizontal axis of the chart is marked off in steps 
from 3 to 20, and the vertical axes from 0 to 14. 
These numbers can be taken to mean cither 
kilohertz or megahertz, depending on the frequen- 
cy range used. Both axes must use the same 
reference; one cannot be in kHz and the other in 
MHz. 
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Fig. 8-13 — Chart to aid in the calculation of 
spurious frequencies generated during the mixing 
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Fig. 8-14 — Chart showing the relative levels of 
spurious signals generated by a 12AU7A mixer. 


evident from the chart that multiples of the 
oscillator voltage produce the strongest of the 
undesired products. Thus, it follows that using a 
balanced-mixer design which reduces the level of 
oscillator signal in the output circuit will decrease 
the strength of the unwanted products. 


MIXERS 


A circuit tuned to the output frequency is 
placed in the plate circuit of the mixer, to offer a 
high impedance load for the output current that is 
developed. The signal- and oscillator-frequency 
voltages appearing in the plate circuit are rejected 
by the selectivity of this circuit. The output tuned 
circuit should have low impedance for these 
frequencies, a condition easily met if neither is 
close to the output frequency. 

The conversion efficiency of the mixer is the 
ratio of output voltage from the plate circuit to rf 
signal voltage applied to the grid. High conversion 
efficiency is desirable. The device used as a mixer 
also should be low noise if a good signal-to-noise 
ratio is wanted, particularly if the mixer is the first 
active device in the receiver. 

‘A change in oscillator frequency caused by 
tuning of the mixer grid circuit is called pulling. 
Pulling should be minimized, because the stability 
of the whole receiver or transmitter depends 
critically upon the stability of the hf oscillator. 
Pulling decreases with separation of the signal and 
hf-oscillator frequencies, being less with higher 
output frequencies. Another type of pulling is 
caused by lack of regulation in the power supply. 
Strong signals cause the voltage to change, which 
in turn shifts the oscillator frequency. 


Circuits 

ТЕ the mixer and high-frequency oscillator are 
separate tubes or transistors, the converter portion 
is called a "mixer." If the two are combined in one. 
tube envelope (as is often done for reasons of 
economy or efficiency), the stage is called a 


"converter." In either case the function is the 
same. 

Typical mixer circuits are shown in Figs. 845 
and 8-16. The variations are chiefly in the way in 
which the oscillator voltage is introduced. In 
8-15A, a pentode functions as a plate detector at 
the output frequency; the oscillator voltage is 
capacitance-coupled to the grid of the tube 
through C2. Inductive coupling may be used 
instead. The conversion gain and input selectivity 
generally are good, so long as the sum of the two 
voltages (signal and oscillator) impressed on the 
mixer grid does not exceed the grid bias. It is 
desirable to make the oscillator voltage as high as 
possible without exceeding this limitation. The 
oscillator power required is negligible. The circuit 
is a sensitive one and makes a good mixer, 
particularly with high-transconductance tubes like 
the 6CYS, 6EJ7 or 6U8A (pentode section). 
Triode tubes can be used as mixers in grid-injection 
circuits, but they are commonly used at 50 MHz 
and higher, where mixer noise may become a 
significant factor. The triode mixer has the lowest 
inherent noise, the pentode is next, and the 
multigrid converter tubes are the noisiest. 

In the circuit of Fig. 8-15А the oscillator 
voltage could be introduced at the cathode rather 
than at the control grid. If this were done, C3 
would have to be removed, and output from the 
oscillator would be coupled to the cathode of the 
mixer through a .001-UF capacitor. C2 would also 
be discarded, Generally, the same rules apply as 
when the tube uses grid injection. 

It is difficult to avoid “pulling” in a triode or 
pentode mixer, and a pentagrid mixer tube 


Mixers 

provides much better isolation. A typical circuit is 
shown in Fig. 8-15B, and tubes like the 6BA7 or 
6BE6 are commonly used. The oscillator voltage is 
introduced through an "injection" grid. Measure- 
ment of the rectified current flowing in R2 is used 
as a check for proper oscillator-voltage amplitude. 
Tuning of the signal-grid circuit can have little 
effect on the oscillator frequency because the 
injection grid is isolated from the signal grid by a 
screen grid that is at rf ground potential. The 
pentagrid mixer is much noisier than a triode or 
pentode mixer, but its isolating characteristics 
make it a very useful device. 

Penagrid tubes like the 6BE6 or 6BA7 are 
somtimes used as “converters” performing the dual 
function of mixer and oscillator. The usual circuit 
resembles Fig, 8-15 except that the No. 1 grid 
connects to the top of a grounded parallel-tuned 
circuit by means of a larger grid-blocking capacitor, 
and the cathode (without R1 and C3) connects to 
a tap near the grounded end of the coil. This forms 
а Hartley oscillator circuit. Correct location of the 
cathode tap is indicated by the grid current; 
raising the tap increases the grid current because 
the strength of oscillation is increased. 

The effectiveness of converter tubes of the type 
just described becomes less as the signal frequency 
is increased, Some oscillator voltage will be 
coupled to the signal grid through “space-charge” 
coupling, an effect that increases with frequency. 
If there is relatively little frequency difference 
between oscillator and signal, as for example a 14- 
ог 28-MHz signal and an if of 455 kHz, this 
voltage can become considerable because the 
selectivity of the signal circuit will be unable to 
reject it. If the signal grid is not returned directly 
io ground, but instead is returned through a 
resistor or part of an арс system, eonsiderable bias 
can be developed which will cut down the gain. 
For this reason, and to reduce image response, the 
if following the first converter of a receiver should 
be not less than 5 or 10 percent of the signal 
frequency. 

Diodes, FETs, ICs, and bipolar transistors can 
‘be used as mixers. Examples are given in Figs. 8-15 
and 8-16. A single-diode mixer is not shown here 
since its application is usually limited to circuits 
operating in the uhf region and higher. A 
discussion of diode mixers, plus a typical circuit, is 
given in Chapter 9. 

Oscillator injection can be fed to the base or 
emitter elements of bipolar-transistor mixers, Fig. 
8-15С. If emitter injection is used, the usual 
emitter bypass capacitor must be removed. Because 
the’ dynamic characteristics of bipolar transistors 
prevent them from handling high signal levels, 
FETs are usually preferred in mixer circuits, 
although they, do not provide the high conversion 
gain available with bipolar mixers. FETs (Fig. 
8150 and E) have greater immunity to cross- 
modulation and overload than bipolar transistors, 
and offer nearly square-law performance. The 
circuit at D uses a junction FET, N-channel type, 
with oscillator injection being supplied to the 
source. The value of the source resistor should be 
adjusted to provide a bias of approximately 0.8 
volts. This value offers a good compromise 
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between conversion gain and good intermodula- 
tion-distortion characteristics, At this bias level a 
local-oscillator injection of approximately 1.5 volts 
is desirable for good conversion gain. The lower the 
oscillator-injection level, the lower the gain. High 
injection levels improve the mixers immunity to 
cross-modulation. 

А dual-gate MOSFET is used as a mixer at E. 
Gate 2 is used for injecting the local-oscillator 
signal while gate 1 is supplied with signal voltage. 
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Fig. 8-15 — Typical single-ended mixer circuits, 
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Fig. 8-16 — Balanced and doubly balanced mixers. 


This type of mixer has excellent immunity to 
cross-modulation and overload. It offers better 
isolation between the oscillator and input stages 
than is possible with a JFET mixer. The mixers at 
D and E have high-Z input terminals, while the 
circuit at C has a relatively low-Z input impedance. 
The latter requires tapping the base down on the 
input tuned circuit for a suitable impedance match. 


BALANCED MIXERS 


The level of input and spurious signals 
contained in the output of a mixer may be 
decreased by using a balanced or doubly balanced 
circuit, The balanced mixer reduces leakthrough 
and even-order harmonics of one input (usually the 
local oscillator) while the doubly balanced designs 
lower the level of spurious signals caused by both 
the signal and oscillator inputs. One type of 
balanced mixer uses a 7360 beam-deflection tube, 
connected as shown in Fig, 8-16А. The signal is 
introduced at the No. 1 grid, to modulate the 
electron stream running from cathode to plates. 
The beam is deflected from one plate to the other 
and back again by the BFO voltage applied to one 
of the deflection plates, (If oscillator radiation is a 
problem, push-pull deflection by both deflection 
plates should be used.) At B, two CP625 FETs are 
used; these devices have a large dynamic range, 
about 130 dB, making them an excellent choice for 
either a transmitting or receiving mixer. Dc balance 
is set with a control in the source leads. The 
oscillator energy is introduced at the center tap of 
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the input transformer. 

In the circuit of Fig. 8-16C, hot-carrier diodes 
are employed as a broad-band balanced mixer, 
With careful winding of the toroid-core input and 
output transformers, the inherent balance of the 
mixer will provide 40- to 50-dB attenuation of the 
oscillator signal. The transformers, Tl and T2, 
having trifilar windings — using No. 32 enamel 
wire, 12 turns on a 1/2-inch core will provide 
operation on any frequency between 500 kHz and 
100 MHz. Using Q3 cores the upper-frequency 
range can be extended to 300 MHz. СКІ to CR4, 
inc, comprise a matched quad of Hewlett-Packard 
HPA 5082-2805 diodes. Conversion loss in the 
mixer will be 6 to 8 dB. 

Special doubly balanced mixer ICs are now 
available which can simplify circuit construction, 
as special balanced transformers are not required. 
Also, the ICs produce high conversion gain. A 
typical circuit using the Signetics $5596K is shown 
in Fig. 8-16D. The upper frequency limit of this 
device is approximately 130 MHz. 


THE HIGH-FREQUENCY OSCILLATOR 


Stability of the receiver is dependent chiefly 
upon the stability of the tunable hf oscillator, and 
particular care should be given this part of the 
receiver. The frequency of oscillation should be 
insensitive to mechanical shock and changes in 
voltage and loading. Thermal effects (slow change 
in frequency because of tube, transistor, or circuit 
heating) should be minimized. See Chapter 6 for 
sample circuits and construction details. 
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The Intermediate-Frequency Amplifier 
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THE INTERMEDIATE-FREQUENCY AMPLIFIER 


One major advantage of the superhet is that 
high gain and selectivity can be obtained by using a 
good i-f amplifier. This can be a one-stage affair in 
simple receivers, or two or three stages in the more. 
elaborate sets. 


Choice of Frequency 


The selection of an intermediate frequency is a 
compromise between conflicting factors. The lower 
the i-f, the higher the selectivity and gain, but a 
low i-f brings the image nearer the desired signal 
and hence decreases the image ratio. A low i-f also 
increases pulling of the oscillator frequency. On 
the other hand, a high i-f is beneficial to both 
image ratio and pulling, but the gain is lowered and 
selectivity is harder to obtain by simple means. 

An if of the order of 455 kHz gives good 
selectivity and is satisfactory from the standpoint 
of image ratio and oscillator pulling at frequencies 
up to 7 MHz. The image ratio is poor at 14 MHz 
when the mixer is connected to the antenna, but 
adequate when there is a tuned rf amplifier 
between antenna and mixer. At 28 MHz and on the 
very high frequencies, the image ratio is very poor 
unless several rf stages are used. Above 14 MHz, 
pulling is likely to be bad without very loose 
coupling between mixer and oscillator. Tuned- 
circuit shielding also helps. 

With an i-f of about 1600 kHz, satisfactory 
image ratios can be secured on 14, 21 and 28 MHz 
with one rf stage of good design. For frequencies 
of 28 MHz and higher, a common solution is to use 
double conversion, choosing one high i-f for image 
reduction (5 and 10 MHz are frequently used) and 
a lower one for gain and selectivity. 

In choosing an i-f it is wise to avoid frequencies 
on which there is considerable activity by the 
various radio services, since such signals may be 
picked up directly by the if wiring. Shifting the if 
or better shielding are the solutions to this 
interference problem. 


Fidelity; Sideband Cutting 

Amplitude modulation of a carrier generates 
sideband frequencies numerically equal to the 
carrier frequency plus and minus the modulation 
frequencies present. If the receiver js to give a 
faithful reproduction of modulation that contains, 
for instance, audio frequencies up to 5000 Hz, it 
must at least be capable of amplifying equally all 
frequencies contained in a band extending from 
5000 Hz above or below the carrier frequency. In a 
superheterodyne, where all carrier frequencies are 
changed to the fixed intermediate frequency, the 
if amplification must be uniform over a band 
5-kHz wide, when the carrier is set at one edge. If 
the carrier is set in the center, at 10-kHz band is 
required. The signal-frequency circuits usually do 
not have enough overall selectivity to affect 
materially the “adjacent-channel” selectivity, so 
that only the if-amplifier selectivity need be 
considered. 


If the selectivity is too great to permit uniform 
amplification over the band of frequencies 
occupied by the modulated signal, some of the 
sidebands are “cut.” While sideband cutting 
reduces fidelity, it is frequently preferable to 
sacrifice naturalness of reproduction in favor of 
communications effectiveness. 

The selectivity of an i-f-amplifier, and hence the 
tendency to cut sidebands increases with the 
number of tuned circuits and also is greater the 
lower the intermediate frequency. From the 
standpoint of communication, sideband cutting is 
never serious with two-stage amplifiers at frequen- 
cies as low as 455 kHz. A two-stage if-amplifier at 
85 or 100 kHz will be sharp enough to cut some of 
the higher frequency sidebands, if good transform- 
ers are used. However, the cutting is not at all 
serious, and the gain in selectivity is worthwhile in 
crowded amateur bands as an aid to QRM 
reduction. 

Circuits 

Lf amplifiers usually consist of опе or more 
stages. The more stages employed, the greater the 
selectivity and overall gain of the system. In 
double-conversion receivers there is usually one 
stage at the first if, and sometimes as many as 
three or four stages at the second, or last, i-f. Most 
single-conversion receivers use no more than three 
stages of i-f amplification. 

А typical vacuum-tube i-f stage is shown in Fig. 
8-17 at A. The second or third stages would simply 
be duplicates of the stage shown. Remote cutoff 
pentodes are almost always used for i-f amplifiers, 
and such tubes are operated as Class-A amplifiers. 
For maximum selectivity, double-tuned transform- 
ers are used for interstage coupling, though 
single-tuned inductors and capacitive coupling can 
be used, but at a marked reduction in selectivity. 

Age voltage can be used to reduce the gain of 
the stage, or stages, by applying it to the terminal 
marked AGC. The age voltage should be negative. 
Manual control of the gain can be effected by 
lifting the 100-ohm cathode resistor from ground 
and inserting a potentiometer between it and 
ground. A 10,000-ohm control can be used for this 
purpose. A small amount of B-plus voltage can be fed 
through a dropping resistor (about 56,000 ohms 
from a 250-volt bus) to the junction of the gain 
control and the 100-ohm cathode resistor to 
provide an increase in tube bias in turn reducing 
the mutual conduction of the tube for gain 
reduction. 

An integrated-circuit i-f amplifier is shown at В. 
A positive-polarity age voltage is required for this 
circuit to control the stage gain. If manual gain 
control provisions are desired, a potentiometer can 
be used to vary the plus voltage to the agc terminal 
of the IC. The control would be connected 
between the 9-volt bus and ground, its movable 
contact wired to the age terminal of the IC. 

A dual-gate MOSFET i-f amplifier is shown at 
B. Application of negative voltage to gate 2 of the 
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Fig. 8-17 — Examples of typical i-f amplifiers, 
using tubes, transistors and integrated circuits. АП 
circuits shown have provisions for agc control. 


device reduces the gain of the stage. To realize 
maximum gain when no age voltage is present, it is 
necessary to apply approximately 3 volts of 
positive de to gate 2. Neutralization is usually not 
required with a MOSFET in i-f amplifiers operating 
up to 20 MHz. Should instability occur, however, 
gate 1 and the drain may be tapped down on the i-f 
transformer windings. 

High-gain linear ICs have been developed 
specifically for use as receiver if amplifiers. A 
typical circuit which uses the Motorola MC1590G 
is shown at D; 70 dB of gain may be achieved using 
this device. Age characteristics of the IC are 
excellent. A 4-volt change at the age terminal 
produces 60-dB change in the gain of the stage. 
Age action starts at 5 volts, so a positive age system 
with a fixed dc level must be employed. 


Tubes for I-f Amplifiers 


Variable44 (remote cutoff) pentodes are almost 
invariably used in ЊЕ amplifier stages, since 
grid-bias gain control is practically always applied 
to the if amplifier. Tubes with high plate 
resistance will have least effect on the selectivity of 
the amplifier, and those with high mutual 
conductance will give greatest gain. The choice of 
i-f tubes normally has no effect on the 
signal-to-noise ratio, since this is determined by the 
preceding mixer and rf amplifier. 

The 6BA6, 6BJ6 and 6BZ6 are recommended 
for if work because they have desirable remote 
cutoff characteristics. 

When two or more stages are used the high gain 
may tend to cause troublesome instability and 
oscillation, so that good shielding, bypassing, and 


Automatic Gain Control 


careful circuit arrangement to prevent stray 
coupling between input and output circuits are 
necessary. 

‘When vacuum tubes are used, the plate and grid 
leads should be well separated. When transistors are 
used, the base and collector circuits should be well 
isolated. With tubes it is advisable to mount the 
screen-bypass capacitor directly on the bottom of 
the socket, crosswise between the plate and grid 
pins, to provide additional shielding. As a further 
precaution against capacitive coupling, the grid and 
plate leads should be "dressed" close to the chassis. 


Vf Transformers 


The tuned circuits of i-f amplifiers are built ир 
as transformer units consisting of a metal shield 
container in which the coils and tuning capacitors 
are mounted. Both air-core and powered-iron-core 
universal-wound coils are used, the latter having 
somewhat higher Qs and hence greater selectivity 
and gain. In universal windings the coil is wound in 
layers with each turn traversing the length of the 
coil, back and forth, rather than being wound 
perpendicular to the axis as in ordinary single-layer 
coils. In a straight multilayer winding, a fairly large 
capacitance can exist between layers. Universal 
winding, with its "criss-crossed" turns, tends to 
reduce distributed-capacitance effects. 

For tuning, air-dielectric tuning capacitors are 
preferable to mica compression types because their 
capacitance is practically unaffected by changes in 
temperature and humidity. Iron-core transformers 
may be tuned by varying the inductance 
(permeability tuning) in which case stability 
comparable to that of variable air-capacitor tuning 
can be obtained by use of high-stability fixed mica 
Or ceramic capacitors. Such stability is of great 
im; ce, since a circuit whose frequency 
“drifts” with time eventually will be tuned to a 
different frequency than the other circuits, thereby 
reducing the gain and selectivity of the amplifier. 

The normal interstage i-f transformer is loosely 
coupled, to give good selectivity consistent with 
adequate gain. A so-called diode transformer is 
similar, but the coupling is tighter, to give 
sufficient transfer when working into the finite 
load presented by a diode detector. Using a diode 
transformer in place of ап interstage transformer 
would result in loss of selectivity; using an 
interstage transformer to couple to the diode 
would result in loss of gain. 

Besides the conventional i-f transformers just 
mentioned, special units to give desired selectivity 
characteristics have been used. For higher-than- 
ordinary adjacent-channel selectivity, triple-tuned 
transformers, with a third tuned circuit inserted 
between the input and output windings, have been 
made. The energy is transferred from the input to 
the output windings via this tertiary winding, thus 
adding its selectivity to the over-all selectivity of 
the transformer. 


Selectivity 
The overall selectivity of the i-f amplifier will 
depend on the frequency and the number of stages. 


The following figures are indicative of the 
bandwidths to be expected with good-quality 
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circuits in amplifiers so constructed as to keep 
regeneration at a minimum: 


Tuned Circuit Bandwidth, kHz 
Ckts Freq. Q -6dB -20dB —в0ав 
4 50 КН= 60 0.5 0.95 2.16 
4 455 КНЕ 75 3.6 6.9 16 
6 1600 КН2 90 582 15 за 


THE BEAT OSCILLATOR AND DETECTOR 


The detector in a superheterodyne receiver 
functions the same way as do the simple detectors 
described earlier in this chapter (Fig. 84), but 
usually operates at a higher input level because of 
the amplification ahead of it. The detectors of Fig. 
8-4 are satisfactory for the reception of a-m signals. 
When copying cw and ssb signals it becomes 
necessary to supply a beat-oscillator (BFO) signal 
to the detector stage as described in the earlier 
section on product detectors. Suitable circuits for 
variable-frequency and crystal-controlled BFOs are 
given in Chapter 6. 


AUTOMATIC GAIN CONTROL 


Automatic regulation of the gain of the receiver. 
in inverse proportion to the signal strength is an 
operating convenience in phone reception, since it 
tends to keep the output level of the receiver 
constant regardless of input-signal strength. The 
average rectified dc voltage, developed by the 
received signal across a resistance in a detector 
circuit, is used to vary the bias on the rf and i-f 
amplifier stages. Since this voltage is proportional 
to the average amplitude of the signal, the gain is 
reduced as the signal strength becomes greater. The 
control will be more complete and the output 
more constant as the number of stages to which 
the age bias is applied is increased. Control of at 
least two stages is advisable, 


Carrier-Derived Circuits 


A basic diode-detector/age-rectifier circuit is 
given at Fig. 8-18A. Here a single germanium diode 
serves both as a detector and an арс rectifier, 
producing a negative-polarity agc voltage. Audio is 
taken from the return end of the i-f transformer 
secondary and is filtered by means of a 
47,000-ohm resistor and two 470-pF capacitors. 

At B, CRI (also a germanium diode) functions 
as a detector while CR2 (germanium) operates as 
an age rectifier. CR2 furnishes a negative age 
voltage to the controlled stages of the receiver. 
Though solid-stage rectifiers are shown at A and B, 
vacuum-tube diodes can be used in these circuits. A 
6ALS tube is commonly used in circuits calling for 
two diodes (B), but а 1-megohm resistor should be 
shunted across the right-hand diode if a tube is 
used. 

The circuit at C shows a typical hookup for agc 
feed to the controlled stages. S1 can be used to 
disable the авс when this is desired. For tube and 
FET circuits the value of R1 and R2 can be 
100,000 ohms, and R3 can be 470,000 ohms. If 
bipolar transistors are used for the rf and i-f stages 
being controlled, R1 and R2 will usually be 
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Fig. 8-18 — Methods for obtaining rectified voltage. At A the detector furnishes agc voltage. B shows 
separate diodes being used for the detector and agc circuits. C illustrates how negative agc voltage is fed 
to the rf and i-f stages of a typical receiver. D shows an audio-derived agc scheme, $1 is used to disable 


the адс when desired. R1, R2 and R3 in combination with C1, C2, and СЗ, are used for rf decou] 


ng. 


Their values are dependent upon the device being used — tube or transistor. CR1 and CR2 at A and B are 


germanium diodes. 


between 1000 and 10,000 ohms, depending upon 
the bias network required for the transistors used. 
R3 will also be determined by the bias value 
required in the circuit. 


Age Time Constant 


The time constant of the resistor-capacitor 
combinations in the age circuit is an important part 
of the system. It must be long enough so that the 
modulation on the signal is completely filtered 
from the de output, leaving only an average de 
component which follows the relatively slow 
carrier variations with fading. Audio-frequency 
variations in the арс voltage applied to the 
amplifier grids would reduce the percentage of 
modulation on the incoming signal. But the time 
constant must not be too long or the арс will be 
unable to follow rapid fading. The capacitance and 
resistance values indicated in 8-18A will give a time 
constant that is satisfactory for average reception. 
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Fig. 8-19 — An IC agc system. 


Cw and Ssb 


Age can be used for cw and ssb reception but 
the circuit is usually more complicated, The agc 
voltage must be derived from a rectifier that is 
isolated from the beat-frequency oscillator (other- 
wise the rectified ВРО voltage will reduce the 
receiver gain even with no signal coming through). 
This is done by using a separate agc channel 
connected to an ЊЕ amplifier stage ahead of the 
second detector (and BFO) or by rectifying the 
audio output of the detector. If the selectivity 
ahead of the age rectifier isn't good, strong 
adjacent-channel signals may develop age voltages 
that will reduce the receiver gain. When clear 
channels are available, however, cw and ssb age will 
hold the receiver output constant over a wide range 
of signal inputs. Agc systems designed to work on 
these signals should have fast-attack and slow- 
decay characteristics to work satisfactorily, and 
often a selection of time constants is made 
available. 


Audio-Derived Agc 


Арс potential for use in a cw/ssb receiver may 
also be obtained by sampling the audio output of 
the detector and rectifying this signal. A typical 
circuit is shown in Fig. 8-18D. The JFET stage 
amplifies the audio signal; the output of the 
НЕР801 is coupled to the secondary of an audio 
transformer, L1. The time constant of the agc line 
is established by КІСІ. Manual gain control can be 
accomplished by adding a variable negative voltage 
to the common lead of the audio rectifier. 


Noise Reduction 


Ап improved audio-derived age circuit is shown 
in Fig. 8-19, using the Plessey Microelectronics 
SL-621 integrated circuit. This design provides the 
fast-attack, slow-decay time constant required for 
ssb reception, High-level pulse signals that might 
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“hang up” the age system are sampled by the IC 
input circuit, activating a trigger which provides a 
fast-discharge path for the time-constant capacitor. 
Thus, noise bursts will not produce a change in the 
level of agc output voltage. 


NOISE REDUCTION 


Types of Noise 


In addition to tube and circuit noise, much of 
the noise interference experienced in reception of 
high-frequency signals is caused by domestic or 
industrial electrical equipment and by automobile 
ignition systems. The interference is of two types 
in its effects. The first is the “hiss” type, consisting 
of overlapping pulses similar in nature to the 
receiver noise. It is largely reduced by high 
selectivity in the receiver, especially for code 
reception, The second is the "pistolshot" or 
“machine-gun” type, consisting of separated 
impulses of high amplitude. The "hiss" type of 
interference usually is caused by commutator 
sparking in dc and series-wound ac motors, while 
the "shot" type results from separated spark 
discharges (ac power leaks, switch and key clicks, 
ignition sparks, and the like). 

The only known approach to reducing tube and 
circuit noise is through the choice of low-noise 
frontend active components and through more 
overall selectivity. 


Impulse Noise 


Impulse noise, because of the short duration of 
the pulses compared with the time between them, 
must have high amplitude to contain much average 
energy. Hence, noise of this type strong enough to 
caüse much interference generally has an instantan- 
eous amplitude much higher than that of the signal 
being received. The general principle of devices 
intended to reduce such noise is to allow the 
desired signal to pass through the receiver 
unaffected, but to make the receiver inoperative 
for amplitudes greater than that of the signal. The 
greater the amplitude of the pulse compared with 
its time of duration, the more successful the noise 
reduction. 

Another approach is to “silence” (render 
inoperative) the receiver during the short duration 
time of any individual pulse. The listener will not 
hear the “hole” because of its short duration, and 
very effective noise reduction is obtained. Such 
devices are called “blankers” rather than 
“limiters.” 

In passing through selective receiver circuits, 
the time duration of the impulses is increased, 
because of the Q of the circuits. Thus, the more 
selectivity ahead of the noise-reducing device, the 
more difficult it becomes to secure good pulse-type 
noise suppression. See Fig. 8-22. 


Audio Limiting 
A considerable degree of noise reduction in 


code reception can be accomplished by amplitude- 
limiting arrangements applied to the audio-output 


Fig. 8-20 — Circuit of a simple audio limiter/clip- 
per. It can be plugged into the headphone jack of 
the receiver, R1 sets the bias on the diodes, CR1 
and CR2, for the desired limiting level. S1 opens 
the battery leads when the circuit is not being 
used, The diodes can be 1N34As or similar. 


circuit of a receiver. Such limiters also maintain the 
signal output nearly constant during fading. These 
outputlimiter systems are simple, and they are 
readily adaptable to most receivers without any 
modification of the receiver itself. However, they 
cannot prevent noise peaks from overloading 
previous stages. 


NOISE-LIMITER CIRCUITS 


Pulse-type noise can be eliminated to an extent 
which makes the reception of even the weakest of 
signals possible, The noise pulses can be clipped, or 
limited in amplitude, at either an rf or af point in 
the receiver circuit, Both methods are used by 
receiver manufacturers; both are effective. 

A simple audio noise limiter is shown at Fig. 
8-20. It can be plugged into the headphone jack of 
the receiver and a pair of headphones connected to 
the output of the limiter. CR1 and CR2 are wired 
to clip both the positive and negative peaks of the 
audio signal, thus removing the high spikes of pulse 
noise, The diodes are back-biased by 1.5-volt 
batteries to permit R1 to serve as a clipping-level 
control This circuit also limits the amount of 
audio reaching the headphones. When tuning across 
the band, strong signals will not be ear-shattering 
and will appear to be the same strength as the 
weaker ones. $1 is open when the circuit is not in 
use to prevent battery drain, CR1 and CR2 can be 
germanium or silicon diodes, but 1N34As are 
generally used. This circuit is usable only with 
high-impedance headphones. 

‘The usual practice in communications receivers 
is to use low-level limiting, Fig. 8-21. The limiting 
can be carried out at rf or af points in the receiver, 
as shown. Limiting at rf does not cause poor audio 
quality as is sometimes experienced when using 
series or shunt af limiters, The latter limits the 
normal af signal peaks as well as the noise pulses, 
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Fig, 8-21 — Typical rf and af anl circuits. A shows the circuit of a self-adjusting af noise limiter. CR1 and 
CR2 are self-biased silicon diodes which limit both the positive and negative audio and noise-pulse peaks. 
S1 turns the limiter on or off; B shows an rf limiter of the same type as A, but this circuit clips the 
positive and negative rf peaks and is connected to the last i-f stage. This circuit does not degrade the 
audio quality of the signal as does the circuit of A. 
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Fig. 8-22 — The delay and lengthening of a noise 
pulse when passed through a 2-kHz wide amplifier 
with good skirt selectivity (4 kHz at —60 dB). (В) a 
3.75-MHz carrier modulated 30 percent, interfered 
with by noise pulses. The noise pulses were 
originally 1000 times the amplitude of the signal; 
they have been reduced (and lengthened) by 
overload in the i-f. The i-f bandwidth is 5 kHz. 
Sweep speed = 1 millisecond/cm. (C) Same as B 
but with a noise blanker on. 


(с) 


Signal-Strength and Tuning Indicators 


giving an unpleasant audio quality to strong signals. 

In a series-limiting circuit, a normally conduct- 
ing element (or elements) is connected in the 
circuit in series and operated in such a manner that 
it becomes nonconductive above a given signal 
level. In a shunt limiting circuit, a nonconducting 
element is connected in shunt across the circuit 
and operated so that it becomes conductive above 
a given signal level, thus short-circuiting the signal 
and preventing its being transmitted to the 
remainder of the amplifier. The usual conducting 
element will be a forward-biased diode, and the 
usual nonconducting element will be a back-biased 
diode. In many applications the value of bias is set 
manually by the operator; usually the clipping level 
will be set at about 1 to 10 volts. 

The af shunt limiter at A, and the rf shunt 
limiter at B operate in the same manner. A pair of 
self-biased diodes are connected across the af line 
at A, and across an rf inductor at B. When a steady 
cw signal is present the diodes barely conduct, but 
when a noise pulse rides in on the incoming signal, 
it is heavily clipped because capacitors СТ and C2 
tend to hold the diode bias constant for the 
duration of the noise pulse. For this reason the 
diodes conduct heavily in the presence of noise and 
maintain a fairly constant signal output level. 
Considerable clipping of cw signal peaks occurs 
with this type of limiter, but no apparent 
deterioration of the signal quality results. L1 at C 
is tuned to the if of the receiver An if 
transformer with a conventional secondary winding 
could be used in place of 11, the clipper circuit 
being connected to the secondary winding; the 
plate of the 6BA6 would connect to the primary 
winding in the usual fashion. 


I-F NOISE SILENCER 


The ЊЕ noise silencer circuit shown in Fig. 8-23 
is designed to be used ahead of the high-selectivity 
section of the receiver. Noise pulses are amplified 
and rectified, and the resulting negative-going de 
pulses are used to cut off an amplifier stage during 
the pulse, A manual “threshold” control is set by 
the operator to a level that only permits 
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rectification of the noise pulses that rise above the 
peak amplitude of the desired signal. The clamp 
transistor, Q3, short circuits the positive-going 
pulse “overshoots.” Running the 40673 controlled 
if amplifier at zero gate 2 voltage allows the direct 
application of age voltage. See July 1971 057 for 
additional details, 


SIGNAL-STRENGTH AND 
TUNING INDICATORS 


It is convenient to have some means by which 
to obtain relative readings of signal strength on a 
communications receiver. The actual meter read- 
ings in terms of S units, or decibels above S9, are 
of little consequence as far as a meaningful report 
to a distant station is concerned. Few signal- 
strength meters are accurate in terms of decibels, 
especially across their entire indicating range. Some 
manufacturers once established a standard in which 
а certain number of microvolts were equal to 59 on 
the meter face. Such calibration is difficult to 
maintain when a number of different receiver 
circuits are to be used. At best, a meter can be 
calibrated for one receiver — the one in which it 
will be used. Therefore, most S meters are good 
only as relative indicating instruments for compar- 
ing the strength of signals at a given time, on a 
given amateur band. They are also useful for 
“on-the-nose-tuning” adjustments with selective 
receivers. If available, a signal generator with an 
accurate output attenuator can be used to calibrate 
an S meter in terms of microvolts, but a different 
calibration chart will probably be required for each 
band because of probable differences in receiver 
sensitivity from band to band. It is helpful to 
establish a 50-V reading at midscale on the meter 
зо that the very strong signals will crowd the high 
end of the meter scale. The weaker signals will then 
Ђе spread over the lower half of the scale and will 
not be compressed at the low end. Midscale on the 
meter can be called S9. If S units are desired across 
the scale, below S9, a marker can be established at 
every 6 dB point. 
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Fig. 8-23 — Diagram of the noise blanker. L1 and 
Ci аге chosen to resonate at the desired i-f. 
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S-METER CIRCUITS 


А very simple meter indicator is shown at Fig. 
8-24B. Rectified i-f is obtained by connecting СЕТ 
to the take-off point for the detector. The dc is 
filtered by means of a 560-ohm resistor and a 
-05-uF capacitor. A 10,000-ohm control sets the 
meter at zero reading in the absence of a signal and 
also serves as a "linearizing" resistor to help 
compensate for the nonlinear output from CRI. 
The meter is а 50-ЏА unit, therefore consuming 
‘but a small amount of current from the output of 
the if. 
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Fig. 8-24 — Practical examples of S-meter circuits. 
At A, a meter measures the change in screen 
voltage of an i-f amplifier stage, caused by changes 
їп the agc voltage applied to the grid of the 
amplifier. At B, the i-f signal is rectified by CR1 
and is fed to а БО-ЏА meter. A 10,000-ohm control 
Sets the sensitivity and also functions as а 
^linearizing" resistor to таке the meter less 
subject to the square-law response of СВТ. At C, 
an FET samples the voltage on the agc line and 
drives an IC amplifier which provides the required 
current swing to operate a 1-mA meter. 


Another simple approach is to meter the change 
in screen voltage of an i-f amplifier stage. The 
swing in screen potential is caused by changes in 
the арс voltage applied to the stage. A reference 
voltage is obtained from the cathode of the 
audio-output stage. A l-mA meter is suitable for 
the circuit shown in Fig. 824A. At C, a more 
complex design is employed which can operate 
directly from the авс line of) a transistorized 
receiver. The sensitivity of the metering circuit is 
adjusted by changing the gain of the IC meter 
amplifier. An FET buffer is employed to insure 
that loading of the арс line will be negligible. 


IMPROVING RECEIVER SELECTIVITY 


INTERMEDIATE-FREQUENCY 
AMPLIFIERS 


One of the big advantages of the superhetero- 
dyne receiver is the improved selectivity that is 
possible. This selectivity is obtained in the if 
amplifier, where the lower frequency allows more 
selectivity per stage than at the higher signal 
frequency. For normal am (double-sideband) 
reception, the limit to useful selectivity in the if 
amplifier is the point where too many of the 
high-frequency sidebands are lost. The limit to 
selectivity for a single-sideband signal, or a 
double-sideband a-m signal treated as ап ssb signal, 
is about 2000 Hz, but reception is much more 
normal if the bandwidth is opened up to 2300 or 
2500 Hz. The correct bandwidth for fm or pm 
reception is determined by the deviation of the 
received signal; sideband cutting of these signals 


results in distortion. The limit to useful selectivity 
in code work is around 150 or 200 Hz for 
hand-key speeds, but this much selectivity requires 
excellent stability in both transmitter and receiver, 
and a slow receiver tuning rate for ease of 
operation. 
Single-Signal Effect 

In heterodyne cw (ог ssb) reception with a 
superheterodyne receiver, the beat oscillator is set 
to give a suitable audio-frequency beat note when 
the incoming signal is converted to the interme- 
diate frequency. For example, the beat oscillator 
may be set to 454 kHz (the if being 455 kHz) to 
give а 1000-Hz beat note. Now, if an interfering 
signal appears at 453 kHz or if the receiver is tuned 
to heterodyne the incoming signal to 453 kHz, it 
will also be heterodyned by the beat oscillator to 
produce a 1000-Hz beat. Hence every signal can be 
tuned in at two places that will give a 1000-Hz beat 


Band-Pass Filters 


(or any other low audio frequency. The 
audio-frequency image effect can be reduced if the 
+f selectivity is such that the incoming signal, when 
heterodyned to 453 kHz, is attenuated to a very 
low level. 

When this is done, tuning through a given signal 
will show a strong response at the desired beat note 
on one side of zero beat only, instead of the two 
beat notes on either side of zero beat characteristic 
of less-selective reception, hence the name: 
single-signal reception. 

The necessary selectivity is not obtained with 
nonregenerative amplifiers using ordinary tuned 
circuits unless а low if, or a large number of 
circuits, is used. 


Regeneration 


Regeneration can be used to give a single-signal 
effect, particularly when the i-f is 455 kHz or 
lower, The resonance curve of an i-f stage at critical 
regeneration (just below the oscillating point) is 
extremely sharp, a bandwidth of 1 kHz at 10 times 
down and 5 kHz at 100 times down being 
obtainable in one stage. The audio-frequency image 
of a given signal thus can be reduced by a factor of 
nearly 100 for a 1000-Hz beat note (image 2000 
Hz from resonance), 

Regeneration is easily introduced into an if 
amplifier by providing a small amount of capacity 
coupling between grid and plate. Bringing a short 
length of wire, connected to the grid, into the 
vicinity of the plate lead usually will suffice. The 
feedback may be controlled by a cathode-resistor 
gain control. When the if is regenerative, it is 
preferable to operate the tube at reduced gain 
(high bias) and depend on regeneration to bring up 
the signal strength, This prevents overloading and 
increases selectivity. 

The higher selectivity with regeneration reduces 
the over-all response to noise generated in the 
earlier stages of the receiver, just as does high 
selectivity produced by other means, and therefore 
improves the signal-to-noise ratio. However, the 
regenerative gain varies with signal strength, being 
less on strong signals. 


Crystal Filters; Phasing 
A simple means for obtaining high selectivity is 
by the use of a piezoelectric quartz crystal as a 
selective filter in the i-f amplifier. Compared to a 
good tuned circuit, the Q of such a crystal is 
extremely high. The crystal is ground resonant at 
the if and used as a selective coupler between if 
stages. For single-signal reception, the audio-fre- 
quency image can be reduced by 50 dB or more. 
Besides practically eliminating the af image, the 
high selectivity of the crystal filter provides good 
discrimination against adjacent signals and also 
reduces the broadband noise. 


BAND-PASS FILTERS 

A single high-Q circuit (e.g., a quartz crystal ог 
regenerative stage) will give adequate single-signal 
cw reception under most circumstances. For phone 
reception, however, either single-sideband or а-т, a 
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band-pass characteristic is more desirable, A 
band-pass filter is one that passes without unusual 
attenuation a desired band of frequencies and 
rejects signals outside this band. A good band-pass 
filter for single-sideband reception might have a 
bandwidth of 2500 Hz at -6 dB and 4 kHz at -60 
dB; a filter for am would require twice these 
bandwidths if both sidebands were to be 
accommodated, thus assuring suitable fidelity. 

The simplest band-pass crystal filter is one using 
two crystals, as in Fig, 8-25A. The two crystals are 
separated slightly in frequency. If the frequencies 
are only a few hundred Hz apart the characteristic 
is a good one for cw reception, With crystals about 
2 kHz apart, a reasonable phone characteristic is 
obtained, Fig, 8-2 shows a selectivity characteristic 
of an amplifier with a bandpass (at -6 dB) of 2.4 
kHz, which is typical of what can be expected 
from a two-crystal bandpass filter. 

More elaborate crystal filters, using four and six 
crystals, will give reduced bandwidth at -60 dB 
without decreasing the bandwidth at -6 dB. The 
resulting increased “skirt selectivity” gives better 
rejection of adjacent-channel signals. "Crystal- 
lattice” filters of this type are available commer- 
cially for frequencies up to 40 MHz or so, and they 
have also been built by amateurs from inexpensive 
transmitting-type crystals, (See Vester, “Surplus- 
Crystal High-Frequency Filters,” QST, January, 
1959; Healey, “High-Frequency Crystal Filters for 
SSB,” QST, October, 1960.) 

Two half-lattice filters of the type shown at 
Fig. 8-25A can be connected back to back as 
shown at B. The channel spacing of Y1 and Y2 will 
depend upon the receiving requirements as 
discussed in the foregoing text. Ordinarily, for ssb 
reception (and nonstringent cw reception) a 
frequency separation of approximately 1.5 kHz is 
suitable. The overall i-f strip of the receiver is 
tuned to a frequency which is midway between Y1 
and Y2, СІ is tuned to help give the desired shape 
to the passband. 11 is a bifilar-wound toroidal 
inductor which tunes to the i-f frequency by means 
of C1. The values of R1 and R2 are identical and 
are determined by the filter response desired. 
Ordinarily the ohmic value is on the order of 600 
ohms, but values as high as 5000 ohms are, 
sometimes used. The lower the value of resistance,” 
the broader and flatter will be the response of the 
filter, Though the circuit at B is shown in a 
transistorized circuit, it can be used with vacuum 
tubes or integrated circuits as well. The circuit 
shows an i-f frequency of 9 MHz, but the filter can 
be used at any desired frequency below 9 MHz by 
altering the crystal frequencies and the tuned 
circuits, Commercial versions of the 9-MHz lattice 
filter are available at moderate cost.! War-surplus 
FT-241 crystals in the 455-kHz range are 
inexpensive and lend themselves nicely to this type 
of circuit. 

Mechanical filters can be built at frequencies 
below 1 MHz. They are made up of three sections; 
an input transducer, a mechanically resonant filter 

lSpectrum International P. О. Вох 87, 


Topsfield, MA 01983. Also, McCoy Electronics 
Co., Mount Holly Springs, PA. 
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Fig. 8-25 — А half-lattice bandpass filter at А; B shows two half-lattice filters in cascade; C shows a 


mechanical filter. 


section, and an output transducer, The transducers 
use the principle of magneto-striction to convert 
the electrical signal to mechanical energy, then 
back again. The mechanically resonant section 
consists of carefully machined metal disks support- 
ed and coupled by thin rods. Each disk has a 
resonant frequency dependent upon the material 
and its dimensions, and the effective Q of a single 
disk may be in excess of 2000. Consequently, a 
mechanical filter can be built for either narrow ог 
broad passband with a nearly rectangular curve. 
Mechanical filters are available commercially and 
are used in both receivers and single-sideband 
transmitters. They are moderately priced, 

The signal-handling capability of a mechanical 
filter is limited by the magnetic circuits to from 2 
to 15 volts rms, a limitation that is of no practical 
importance provided it is recognized and provided 
for. Crystal filters are limited in their signal-hand- 
ling ability only by the voltage breakdown limits, 
which normally would not be reached before the 
preceding amplifier tube was overloaded: A more 


serious practical consideration in the use of any 
highaelectivity component is the prevention of 
coupling "around" the filter, externally, which can 
only degrade the action of the filter. 

The circuit at Fig. 8-25C shows a typical 
hookup for a mechanical filter. FLI is a Collins 
455-FB-21, which has an ssb band-pass characteris- 
tic of 2.1 kHz. It is shown in a typical solid-state 
receiver circuit, but can be used equally as well in a 
tube-type application, 

Placement of the BFO signal with respect to the 
passbands of the three circuits at A, B, and C, is 
the same. Either a crystal-controlled or self-excited 
oscillator can be used to generate the BFO signal 
and the usual practice is to place the BFO signal at 
a frequency that falls at the two points which are 
approximately 20 dB down on the filter curve, 
dependent upon which sideband is desired. 
‘Typically, with the filter specified at C, the center 
frequency of РІЛ is 455 kHz. To place the BFO at 
the 20-dB points (down from the center-frequency 
peak) a signal at 453 and 456 kHz is required. 


Band-Pass Filters 


Fig. 8-26 — An i-f Q multiplier for use with a 
bipolar transistor (A). At B, a tube-type rf 
Q multiplier which can be used at the first stage of 
the receiver, The antenna coil is used for feedback 
to V1, which then introduces “negative resistance” 
to L2. 


Q Multiplier 


The “О Multiplier” is a stable regenerative stage 
that is connected in parallel with one of the i-f 
stages of a receiver. In one condition it narrows the 
bandwidth and in the other condition it produces a 
sharp “null” or rejection notch. A “tuning” 
adjustment controls the frequency of the peak or 
null, moving it across the normal passband of the 
receiver i-f amplifier. The shape of the peak or null 
is always that of a single tuned circuit (Fig. 2-42) 
but the effective Q is adjustable over a wide range. 
A О Multiplier is most effective at an і of 500 
kHz or less; at higher frequencies the rejection 
notch becomes wide enough (measured in Hz) to 
reject a major portion of a phone signal. Within its 
useful range, however, the Q Multiplier will reject 
an interfering carrier without degrading the quality 
of the desired signal. 

In the “peak” condition the Q Multiplier can be 
made to oscillate by advancing the “peak” 
(regeneration) control far enough and in this 
condition it can be made to seme as a 
beat-frequency oscillator. However, it cannot be 
made to serve as a selective element and as a ВЕО 
at the same time. Some inexpensive receivers may 
combine either a Q Multiplier or some other form 
of regeneration with the BFO function, and the 
reader is advised to check carefully any inexpensive 
receiver he intends to buy that offers a regenerative 
type of selectivity, in order to make sure that the 
selectivity is available when the BFO is turned on. 

A representative circuit for а transistorized 
Q-multiplier is given in Fig. 8-26A. The constants 
given are typical for i-f operation at 455 kHz. L1 
can be a J. W. Miller 9002 or 9102 slug-tuned 
inductor. A 25,000-ohm control, R1, permits 
adjustment of the regeneration. C1 is used to tune 
the Q-multiplier frequency back and forth across 
the ЊЕ passband for peaking or notching adjust- 
ments. With circuits of this type there is usually a 
need to adjust both R1 and C1 alternately for a 
peaking or notching effect, because the controls 
tend to interlock as far as the frequency of 
oscillation is concerned. A Q-multiplier should be 
solidly built in a shielded enclosure to assure 
maximum stability. 

Q multipliers can be used at the front end of a 
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receiver also, as shown at B in Fig. 8-26. The 
enhancement of the Q at that point in a receiver 
greatly reduces image problems because the 
selectivity of the input tuned circuit is increased 
markedly. The antenna coil, Ll, is used as a 
feedback winding to make V1 regenerative. This in 
effect adds "negative resistance" to L2, increasing 
its Q. A 20,000-ohm control sets the regeneration 
of V1, and should be adjusted to a point just under 
regeneration for best results. Rf Q multiplication is 
not a cure for a poorquality inductor at L2, 
however. 


T-Notch Filter 


At low intermediate frequencies (50 — 100 
kHz) the T-notch filter of Fig. 8-27 will provide a 
sharp tunable null. 

The inductor L resonates withC at the 
rejection frequency, and when R = QXL/4 the 
rejection is maximum. (XL is the coil-reactance 
and О is the coil Q.) In a typical S0-kHz circuit, С 
might be 3900 pF making L approximately 2.6 
mH, When R is greater than the maximum-attenu- 
ation value, the circuit still provides some 
rejection, and in use the inductor is detuned or 
shorted out when the rejection is not desired. 

At higher frequencies, the T-notch filter is not 
sharp enough with available components to reject 
only a narrow band of frequencies. 
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Fig. 8-27 — Typical T-notch (bridged-T) filter, to 
provide a sharp notch at a low i-f. Adjustment of 
L changes the frequency of the notch; adjustment 
of R controls the notch depth. 
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SOME RECEIVER DESIGN NOTES 


The receiver to be discussed in these notes 
incorporates some advanced ideas and has been 
included for its value as a theory article rather than 
a construction project. Consequently, templates 
will not be available. For further information, see 
article by WICER in June and July QST for 1976. 
Also, a set of converters has been designed by 
WTZOI and the article appears in QST for June, 
1976. The basic receiver covers the 1.8-MHz band. 


Front-End Features 


Although the circuit treated here is for a 
one-band receiver (1.8 to 2.0 MHz), the design 
procedures are applicable to any amateur band in 
the hf spectrum. Down converters to cover 80 
through 10 meters can be employed and they are 
founded on the same concepts to be discussed 
here. 

Fig. 1 shows the rf amplifier mixer, and 
post-mixer amplifier. What may seem like excessive 
elaboration in design is a matter of personal whim, 
but the features are useful, nevertheless. For 
example, the two front-end attenuators aren't 
essential to good performance, but are useful in 
making accurate measurements (6, 12 or 18 dB) of 


Top-chassis view of the receiver. The A-C active 
filter and audio preamplifier are built on the pc 
board at the upper left. To the right is the BFO 
module in a shield box. The age circuit is seen at 
the lower left, and to its right is the i-f strip in a 
shield enclosure. The large shield box at the upper 
center contains the VFO. To its right is the tunable 
front-end filter. The three-section variable capaci- 
tor is inside the rectangular shield box. The 
audio-amplifier module is seen at the lower right. 
The small board (mounted vertically) at the left 
center contains the product detector. Homemade 
end brackets add mechanical stability between the 
panel and chassis, and serve as a support for the 
receiver top cover. 


signal levels during on-the-air experiments with 
other stations (antennas, amplifiers and such). 
Also, FL2, a fixed-tuned 1,8- to 2-MHz bandpass 
filter, need not be included if the operator is 
willing to repeak the three-pole tracking filter 
(FL1) when tuning about in the band. The 
fixed-tuned filter is useful when the down conve - 
ters are in use. 

The benefits obtained from a highly selective 
tunable filter like FL1 are seen when strong signals 
are elsewhere in (or near) the 160-meter band. 
Insertion loss was set at 5 dB in order to narrow 
the filter response. In this example the high-Q 
slug-tuned inductors are isolated in aluminum 
shields, and the three-section variable capacitor 
which tunes them is enclosed in a shield made from 
pe-board sections. Bottom coupling is accom- 
plished with small toroidal coils. 

Rf amplifier Q1 was added to compensate for 
the filter loss. It is mismatched intentionally by 
means of 1.10 and 1.11 to restrict the gain to 6-dB 
maximum. Some additional mismatching is seen at 
L12, and the mixer is overcoupled to the FET- 
tuned output tank to broaden the response (1.8 to 
2 MHz). The design tradeoffs do not impair 
performance. The common-gate rf stage has good 
dynamic range and IMD characteristics. 

The doubly balanced diode-ring mixer (U1) was 
chosen for its excellent reputation in handling high 
signal levels, having superb port-to-port signal 
isolation, and because of its good IMD perfor- 
mance. The module used in this design is a 
commercial one which contains two broadband 
transformers and four hot-carrier diodes with 
matched characteristics. The amateur can build his 
own mixer assembly in the interest of reduced 
expense. At the frequencies involved in this 
example, it should not be difficult to obtain 
performance equal to that of a commercial mixer. 

A diplexer is included at the mixer output (L13 
and the related .002 capacitors). The addition was 
worthwhile, as it provided an improvement in the 
noise floor and IMD characteristics of the receiver. 
The diplexer works in combination with matching 
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network 114, а low-pass L-type circuit. (The 
diplexer is а high-pass network which permits the 
56-ohm terminating resistor to be seen by the 
mixer without degrading the 455-kHz i-f. The 
low-pass portion of the diplexer helps reject all 
frequencies above 455 kHz so that the post-mixer 
amplifier receives only the desired information.) 
The high-pass section of the diplexer starts rolling 
off at 1.2 MHz. A reactance of 66 ohms was 
chosen to permit use of standard-value capacitors 
in the low-Q network. 

A pair of source-coupled JFETs is used in the 
post-mixer ЕЁ preammplifier. The 10,000-ohm gate 
resistor of Q2 sets the transformation ratio of the 
L network at 200:1 (50 ohms to 10 K-Q). An L 
network is used to couple the preamplifier to a 
diode-switched pair of Collins mechanical filters 
which have a characteristic impedance of 2000 
ohms. The terminations are built into the filters. 

Gain distribution to the mixer is held to near 
unity in the interest of good IMD performance. 
The preamplifier gain is approximately 25 dB. The 
choice was made to compensate for the relatively 
high insertion loss of the mechanical filters — 10 
dB. Without the high gain of Q2 and Q3, there 
would be a deterioration in noise figure. 


Local Oscillator 


A low noise floor and good stability are 
essential traits of the local oscillator in a quality 
receiver. The requirements are met by the circuit 
of Fig. 2. Within the capabilities of the ARRL lab 
measuring procedures, it was determined that VFO 
noise was at least 90 dB below fundamental 
output. Furthermore, stability at 25° C ambient 
temperature was such that no drift could be 
measured from a cold start to a period three hours 
later. Mechanical stability is excellent: Several 
sharp blows to the VFO shield box caused no 
discernible shift in a cw beat note while the 400-Hz 
if filter was actuated. VFO amplifier 014 is 
designed to provide the recommended +7-dBm 
mixer injection. Furthermore, the output pi tank 
of 014 is of 50-ohms characteristic impedance. 
Though not of special significance in this applica- 
Чоп, the measured harmonic output across 50 
ohms is —36 dB at the second order and —47 dB at 
the third order. 


Filter Module 


In the interest of minimizing leakage between 
the filter input to output ports, diode switching 
(Fig. 3) was used. The advantage of this method is 
that only dc switching is required, thereby avoiding 
the occasion for unwanted rf coupling across the 
contacts and wafers of a mechanical switch. IN914 
diodes are used to select FL3 (400-Hz bandwidth) 
or FLA (2.5-kHz bandwidth). Reverse bias is 
applied to the nonconducting diodes. This lessens 
the possibility of leakage through the switching 
diodes. Because the Collins filters have a 
characteristic impedance of 2000 ohms, the output 
coupling capacitors from each are 120 pF rather 
than low-reactance .01-yF units, as used at the 
filter inputs. Without {һе smaller value of capaci- 
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Considerable space remains beneath the chassis for 
the addition of accessory circuits or a set of down 
converters. At the lower right are the adjustment 
screws for the tunable filter, plus the bottom- 
coupling toroids. At the right center is the fixed- 
tuned front-end filter. To the left is the rf-amplifier 
module. A 100-kHz МЕЈ Enterprises calibrator is 
seen at the far upper right. Immediately to its left 
is the mixer/amplifier assembly. The large board at 
the upper center contains the i-f filters and 
post-filter amplifier. Most of the amplifier 
Components have been tacked beneath the pc 
board because of design changes which occurred 
during development. 


tance, the filters would see the low base impedance 
of Q4, the post-filter i-f amplifier. The result would 
be one of double termination in this case, leading 
io а loss in signal level. Additionally, the 120-pF 
capacitors help to divorce the input capacitance of 
the amplifier stage. The added capacitance would 
have to be subtracted from the 350- and 510-рЕ 
resonating capacitors at the output ends of the 
filters. 

The apparent overall receiver gain is greatest 
during cw reception, owing to the selectivity of cw 
filler FL3. To keep the S-meter readings constant. 
for a given signal level in the ssb and cw modes, R7 
has been included in the filter/amplifier module. In 
the cw mode, R7 is adjusted to: bias Q4 for an 
S-meter reading equal to that obtained in the ssb 
mode. Voltage for the biasing is obtained from the 
diode switching line during ew reception. 

Although a 2N2222A is not a low-noise device, 
the performance characteristics are suitable for this 
circuit. A slight improvement in noise figure would 
probably result from the use of an MPF 102, 40673 
or low-noise bipolar transistor in that part of the 
circuit. Н 


Performance Notes 


The tuning range of the receiver is 200 kHz. 
This means that for use with converters the builder 
will have to satisfy himself with the cw or ssb band 


RECEIVING SYSTEMS 


262 


T (8ре2+ 
амузыа 3-1 лгы 


ооу 


Ншоу Я on 


ооу, 


знн,ог-аъ 


ла 5 
000000 I*N * 00014 
'SWHO МІ ЗМ S3ONVLSISIM 
"ws Мз“ но 4d) sqvav4ODld NI зму 
83H10 ! (47) SOVuV4ONOIW. NI 
3v 39NViIOVdV2 30 SINWA 
тимова 'O31v9IONI Sv 1439x3 


Mo1vuBrwo 
THA-OOb OL 


мэм u3ATIIS* WS 


SPS- 214 :HWOZ-8' 


во à ве 
ves ges 
єл 
вра 8р9- 
SHOJVAN311V 

tt оо, 

ET аю 

06 


Performance Notes 263 


segments. The alternatives are to increase the local 
oscillator tuning range to 500 kHz, or use a 
multiplicity of converters to cover the cw and ssb 
portions of each band. 

Some severe lab tests were undertaken with the 
completed receiver, aimed at learning how 
“crunchproof” the front end really was. A 
quarter-wavelength end-fed wire (inverted L) was 
matched to the receiver 50-ohm input port. The far 
end of the antenna was situated three feet away 
from the W1AW end-fed Zepp antenna. A pk-pk 
voltage of 15 was measured across the 50-ohm 
receiver input jack by means of a Tektronix model 
453 scope while W1AW was operating. Now, that's 
a lot of rf energy! With that high level of rf voltage 
present, a 10-uV signal was fed into the receiver 
and spotted 2 kHz away from the WI AW operating 
frequency. No evidence of cross modulation could 
be observed, and desensitization of the receiver 
could not be discerned by ear. The spread from 1.8 
to 2 MHz was tuned, and no IM products were 
heard. 

Dynamic range tests were performed in accor- 
dance with the Hayward paper in QST for July, 
1975. Noise floor was —135 dBm, IMD was 95 dB 
and 1 dB of blocking occurred at some (undeter- 
mined) point greater than 123 dB above the noise 
floor. The latter measurement is inconclusive 
because blocking did not become manifest within 
the output capability of the model 80 generators 
used in the ARRL lab. The resultant receiver noise 
figure at 1.8 MHz is 13 dB, which is more than 
adequate for the high atmospheric noise level on 
160 meters. 

A receiver i-f system should be capable of 
providing a specific gain, have an acceptable noise 
figure and respond satisfactorily to the applied agc. 
Two of the more serious shortcomings in some 
designs are poor age (clicky, pumping ог 
inadequate range) and insufficient i-f gain. 

Because of past successes, it was elected to use 
a pair of RCA CA3028A ICs in the i-f strip. 
Somewhat greater if dynamic range is possible 
with MC1590G ICs, and they are the choice of 
many builders. However, {һе CA3028As, con- 
figured as differential amplifiers, will provide 
approximately 70 dB of gain per pair when 
operated at 455 kHz. This gives an agc charac- 
teristic from maximum gain to full cutoff which is 
entirely acceptable for most amateur work. 

Fig. 4 shows the if amplifiers, product detector 
and Varicap-tuned BFO. Transformer coupling is 
used between U2 and U3 and also between U3 and 
the product detector. The 6800-ohm resistors used 
across the primaries of T2 and T3 were chosen to 
force an impedance transformation which the 
transformers can’t by themselves provide: Avail- 
able Miller transformers with a 30,000-ohm 
primary to 500-овт secondary characteristic are 
used. U2 and U3 have 10- and 220-ohm series 
resistors in the signal lines. These were added to 
discourage vhf parasitic oscillations. 

Age is applied to pin 7 of each IC. Maximum 
gain occurs at +9 V, and minimum gain results 
when the agc voltage drops to its low value — +2 V. 
The авс is rf-derived, with i-f sampling for the арс 
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120 to 280 uH, slug-tuned inductor (J. W. 


Q3 — Motorola JFET. 
— 2.7-mH miniature choke (J. W. Mil 


70F273A1). 
RFC2 — 10-mH miniature choke (J. W. Miller 


г 9059). 


— Three-pole, two-position phenolic wafer 


switch. 


L15 — 1.3 to 3.0 mH, slug-tuned inductor (J. W. 
70F102A1). 
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inductor. 12 turns No. 26 


enam. wire on Amidon FT-37-61 ferrite core. 


г 9054). 


15 turns No. 26 enam. wire on 


Amidon T-50-2 toroid. 
L7, L9 — 13-uH slug-tuned inductor (J. W. Miller 


T-50-2 toriod, 8.5 uH. 
L12 — 42-uH slug-tuned inductor, 


1.8 MHz. 
winding. 

L11 — 4B turns No. 30 enam. wire on Amidon 
MHz (J. W. M 

L13 — 8.7-uH toroidal 


9052) 
L8 — 380-иН slug tuned inductor (J. W. Mi 


9057). 
110 — 16 turns No. 30 enam. wire over L11 
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1 — Schematic diagram of the receiver front 
. Fixed-value capacitors are disk ceramic unless 


Model used here obtained as surplus. 


J1 — SO-239. 
tuned (J. W. Miller 43A685CBI in 
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shield cans which аге grounded. 
L1, L4 — 38 to 68 uH, Qy of 175 at 1.8 MHz, slug 


C1 — Three-sec 
32 — Phono jack. 
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2255-2455 kHz 


2255-2455 kHz 


Pe POLYSTYRENE 


Fig. 2 — Circuit diagram of the local oscillator. 

Capacitors are disk ceramic unless specified differ- 

ently. Resistors are 1/2-W composition. Entire 

assembly is enclosed in a shield box made from 

pc-board sections. 

C2 — Double-bearing variable capacitor, 50 pF. 

C3 — Miniature 30-pF air variable. 

САТ — High-speed switching diode, silicon type 
1N914A. 


amplifier being done at pin 6 of U3 through a 
100-pF blocking capacitor. 

The 1000-ohm decoupling resistors in the 12-V 
feed to U2 and U3 drop the operating voltage to 
+9. This aids stability and reduces i-f system noise. 
The amplifier strip operates with unconditional 
stability. 


Product Detector 


А quad of IN914A diodes is used in the 
product detector. Hot-carrier diodes may be pre- 
ferred by some, and they may lead to slightly 
better performance than the silicon units chosen. А 
trifilar broadband toroidal transformer, T4, 
couples the if amplifier to the detector at a 
50-ohm impedance level. BFO injection is supplied 
at 0.7-V rms. Е 


BFO Circuit 


In the interest of lowering the cost of this 
project, a Varicap (CR10 of Fig. 4) is used to 
control the BFO frequency. Had a conventional 
system been utilized, three expensive crystals 
would have been needed to handle upper sideband, 
lower sideband and cw. The voltage-variable capaci- 
tor tuning method shown in Fig. 4 is satisfactory if 
the operator is willing to change the operating 
frequency of the BFO when changing receive 
modes. Adjustment is done by means of front- 
panel control R1. Maximum drift with this circuit 
was measured as 5 Hz from a cold start to a time 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARADS ( pF]; 
OTHERS ARE IN PICOFARADS ( pF OR JF]; 
RESISTANCES ARE IN OHMS; 

k*1000, M«1000 000, 


L18 — 17- to 41-uH slug-tuned inductor, Qu of 
175 (J. W. Miller 43A335CBI in Miller 5-74 
shield can). 

L19 — 10- to 18.7-uH slug-tuned pc-board inductor 
(J. W. Miller 234155 RPC). 

RFC13, RFC14 — Miniature 1-mH rf choke (J. W. 
Miller 70F103A1). 

VR2 — 8.6-V, 1-W Zener diode. 


three hours later. A Motorola MV-104 tuning diode 
is used at CR10. 

To vary the BFO frequency from 453 to 457 
kHz, the diode is subjected to various amounts of 
back bias, applied by means of КІ. Regulated 
voltage (УКЛ) is applied to the oscillator and 
tuning diode. 

Q6 functions as a Class A BFO amplifier/buffer. 
It contains a pi-network output circuit and has а 
50-оһт output characteristic. The main purpose of 
the amplifier stage is to increase the BFO injection 
power without loading down the oscillator. 


AGC Circuit. 


Fig. 5 shows the agc amplifier, rectifier, dc 
source follower and op-amp difference amplifier. 
An FET is used at Q10 because it exhibits a 
high-input impedance, and will not, therefore, load 
down the primary of T3 in Fig. 4. Q1 is direct 
coupled to a pnp transistor, Q11. Assuming that Rs 
and R2 are treated as a single resistance, Rs, the 
Q10/Q11 gain is determined as: Gain (dB) = 20 log 
Ес + Rs. Control R2 has been included as part of 
Rs to permit adjustment of the agc loop gain. Each 
operator may have a preference in this regard. The 
writer has the age set so it is fully actuated at a 
signal-input level of 10 uV. Age action commences 
at 0.2 uV (1 dB of gain compression). 

Age disabling is effected by removing the 
operating voltage from 010 and 011 by means of 
SS. Manual if gain control is made possible by 
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Fig. 3 — Schematic diagram of the filter and i-f 


post-filter amplifier. Capacitors are disk ceramic. 

Resistors are 1/2-W composition. 

CR2-CR5, incl. — High-speed silicon switching 
diode, 1N914A. 


РЕЗ — Collins mechanical filter FA55FD-04. 
FL4 — Collins mechanical filter F455FD-25. 


TO 


02,030—4 


RFC3-RFC10, incl. — 10-mH miniature rf choke 
(J. W. Miller 70F102A1). 

87 — Pc-board control, 10,000 ohms, linear taper. 

S4 — Double-pole, double-throw toggle or wafer. 

Ti — Miniature 455-kHz if transformer (J. W. 
Miller 2067, 30,000 to 500 ohms). 
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Fig. 4 — Circuit of the i-f amplifier, BFO, and 

Product detector. Capacitors are disk ceramic 

unless noted differently. Fixed-value resistors are 

1/2JW composition. Dashed li 

enclosures. The BFO and i-f circuits are installed in 

separate shield boxes. The A-C active filter and af 

Preamplifier are on a common circuit board which 

is not shielded. 

CR6-CRO, incl. — High-speed silicon, 1N914A ог 
equiv. 

CR10 — Motorola MV-104 Varicap tuning diode. 

L16 — Nominal 640-4H slug-tuned inductor (J. W. 
Miller 9057). 

L17 — Nominal 60-uH slug-tuned inductor (J. W. 


Miller 9054). 

R1 — 100,000-ohm linear-taper composition con- 
trol (panel mount). 

RFC11 — 2.5-mH miniature choke (J. W. Miller 
70F253A1). 

RFC12 — 10-mH miniature choke (Ј. W. Miller 
70F102A1). 

T2, T3 — 455-kHz i-f transformer. See text. (J. W. 
Miller 2067). 

T4 — Trifilar broadband transformer. 15 trifilar 
turns of No. 26 enam. wire on Amidon T-50-61 
toroid core. 

U2, U3 — RCA IC. 

VR1 — 9.1-V, 1-W Zener diode. 


Audio System 


adjusting R3 of Fig, 5, Agc delay is approximately 
one second. Longer or shorter delay periods can be 
established by altering the values of the Q14 gate 
resistor and capacitor. Agc amplifier gain is variable 
from six to 40 dB by adjusting R2. The arrange- 
ment at Q14 and U4 was adapted from a design by 
W7ZOI. Age action is smooth, and there is no 
evidence of clicks on the attack during strong- 
signal periods. At no time has арс “pumping” been 
observed. 


Audio System 


A major failing of many receivers is poor- 
quality audio. For the most part this malady is 
manifest as cross-over distortion in the af-output 
amplifier. Moreover, some receivers have marginal 
audio-power capability for normal room volume 
when a loudspeaker is used. Some transformerless 
single-chip audio ICs (0.25- to 2-W class) exhibit a 
prohibitive distortion characteristic, and this is 
especially prominent at low signal levels. The 
unpleasant effect is one of “fuzziness” when 
listening to lowevel signals. Unfortunately, ex- 
ternal access to the biasing circuit of such ICs is 
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Fig. 5 — Schematic diagram of the адс system. 

Capacitors are disk ceramic except when polarity is 

indicated, which signifies electrolytic, Fixed-value 

resistors are 1/2-W composition. This module is not 

enclosed in a shield compartment. 

CR12, CR13 — High-speed silicon. 1N914A or 
equiv. 

М1 — 0 to 1-mA meter. 

Q10, Q11, Q14 — Motorola transistor. 
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not typical, owing to the unitized construction of 
the chips. 

Since "sanitary" audio is an important feature 
of a quality communications receiver, a circuit 
containing discrete devices was used. The 
complimentary-symmetry output transistors and 
the op-amp driver are configured in a manner 
similar to that used by Jung in his Op Amp 
Cookbook by Howard Sams. Maximum output 
capability is 3.5 W into an 8-ohm load, An 
LM-301A driver was chosen because of its low- 
noise profile. There has been no aural evidence of 
distortion at any signal level while using the circuit 
of Fig. 6. The game played in this situation is опе 
of having considerably more audio power available 
than is ever needed — a rationale used in hi-fi work. 


RC Active CW Filter 


A worthwhile improvement in signal-to-noise 
ratio can be realized during weak-signal reception 
by employing an R-C active bandpass filter. A 
two-pole version (FLS) is shown in Fig. 6. A peak 
frequency of 800 Hz results from thé R and C 
values given. 


SOURCE AGC. AGC то 


49V то+гу 
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оа 
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R2, R4, RB — Linear-taper composition pc-board 
mount control. 


R3 — 10,000-ohm linear-taper control, panel 
mounted. 

ВЕС15 — 2.5-mH miniature choke (J. W. Miller 
70F253A1). 


S5 — Single-pole, single-throw toggle. 
U4 — Dual-in-line 8-ріп 741 op amp. 
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Fig. 6 — Diagram of the audio amplifier and А-С 
active filter. Capacitors are disk ceramic unless 
otherwise noted. Polarized capacitors are elec- 
trolytic or tantalum. Fixed-value resistors are 
1/2-W composition. This circuit is not contained in 
а shield box. Heat sinks are used with Q8 and Q9. 
C4-C7, incl. — See text. 
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CR11 — High-speed silicon, 1М914А ог equiv. 

33 — Phone jack. 

R6 — 10,000-оһт audio-taper composition con- 
trol, panel mounted. 

S6 — Double-throw, double-pole toggle. 

U4 — National Semiconductor LM-301A IC. 

US — Signetics №5558 dual op-amp IC. 


NBS Ears for Your Ham-Band Receivers 


The benefits of FLS are similar to those 
described by Hayward in his "Competition-Grade 
CW Receiver" article. He used a second i filter (at 
the if strip output) to reduce wide-band noise 
from the system. The R-C active filter serves in a 
similar manner, but performs the signal "laun- 
dering” at audio rather than at rf. The technique 
has one limitation — monotony in listening to a 
fixed-frequency beat note, which is dictated by the 
center frequency of the filter. The R-C filter 
should be designed to have a peak frequency which 
matches the cw beat-note frequency preferred by 
the operator. That is, if the BFO is adjusted to 
provide an 800-Hz cw note, the center frequency 
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of FLS should also be 800 Hz. 

Experience with FLS in this receiver has proved 
in many instances that weak DX signals on 160 
meters could be elevated above the noise to a 05 
copy level, while without the filter solid copy was 
impossible. It should be stressed that high-O 
capacitors be used from C4 to C7, inclusive, to 
assure a sharp peak response. Polystyrene capaci- 
tors satisfy the requirement. To ensure a well- 
defined (minimum ripple) center frequency, the 
capacitors should be matched closely in value (5 
percent or less). Resistors of S-percent tolerance 
should be employed in the circuit, where indicated 
in Fig. 6. 


NBS EARS FOR YOUR HAM-BAND RECEIVERS 


Radio amateurs are becoming worshipers of the 
sun, constantly peering at projections of the 
surface for signs of black spots; "sun spots,” they 
call them. 

Why has interest in sun spots suddenly turned 
many amateurs into solar astronomers? The answer 
is becoming more obvious each day. The state of 
the earth's ionosphere and geomagnetic field, and 
therefore radio propagation for a given time, is 
directly related to conditions on the sun, Sun-spot 
activity will soon be on the increase, and geo- 
magnetic activity is constantly changing, As a 
result, unexpected, often undetected, band open- 
ings are occurring. But clouds and other weather 
phenomena can make it impossible for observers to 
see the sun, much less any spots that might 
otherwise be visible, That geomagnetic disturbance 
business — how can one tell when such an event 
will occur? Well, one way is to consult the “DXer’s 
Crystal Ball,"t 

If you don't have a Ouija board at your 
disposal, the National Bureau of Standards (NBS) 
stations WWV and WWVH offer an alternative 
source of information on solar and geomagnetic 
activity, Propagation bulletins are broadcast hourly 
by these stations, and articles in QST and this 
Handbook have shown several ways in which this 
information can be put to work in helping ama- 
teurs make better use of their air time. 

Some amateurs may have a problem using this 
information source because a large portion of 
amateur gear manufactured in recent years is for 
ham-bands-only reception. Some receivers do offer 
an “extra” band, usually 15 MHz, which is useful 
sometimes, in some areas of the world, but not in 
others. An inexpensive solution to the problem for 


Litton, “The DXer’s Crystal Ball,” Parts I through 
In DST, ‘June, August and September, 1975. 


WWV converter as nested іп the chassis. The shield 
shown in the photograph was found to be unneces- 
sary since stray coupling between the input and 
output of the rf amplifier proved not to be a 
problem. 


those who want to receive the NBS stations" 
transmissions, but don't want to spend the money 
for a general-coverage receiver, is a converter which 
uses one of the amateur frequencies for an i-f 
output. Selection of the proper component values 
allows the potential user to build a converter that 
will cover the WWV or WWVH frequency most 
usable at his location. 

The converter described here, when used with 
an amateur-bands-only receiver, provides for 
reception of 10-, 15- or 25-MHz NBS stations 
WWV or WWVH. The receiver, when tuned to 4, 14 
or 21 MHz, serves as the i-f amplifier, detector and 
audio stages. The low current drain of the conver- 
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Fig. 1 — Schematic diagram, of the WWV-to-ham bands converter. The oscillator output frequency of 
11 MHz was chosen to provide the reception of the three most commonly used WWV frequencies (10, 
15 and 25 MHz), without the need to change the oscillator frequency. 


ter (15 mA typical) lends itself to operation from a 
9-volt transistor-radio battery and to use with ОКР 
equipment. 


The Circuit 


The schematic diagram of the converter is given 
in Fig. 1. With the exception of the Miller coil 
forms, nearly all of the components used can be 
purchased from Radio Shack or Lafayette Radio 
Electronic stores. For coverage of the 10-, 15- and 
25-MHz WWV frequencies, component values of 
the three tuned circuits in the rf-amplifier and 
mixer stages must be selected from Table 1. This 
approach reduces the complexity of the converter 


by eliminating band-switching circuitry, but 
restricts the converter to use on only one NBS 
frequency at a time. 

А common-gate JFET rf amplifier provides 8 
dB of gain in this converter and has good IMD and 
overload immunity. A 40673 MOSFET is used as 
the mixer in the converter. The output circuit of 
the mixer uses a low value of coupling capacitor as 
an alternative to an rf voltage divider or other 
output-coupling technique. This was done as a 
parts-saving step and does not seem to degrade the 
performance of the converter significantly. 

УЕ! provides adequate regulation of the V+ to 
the converter pc board. The regulator diode is 


TABLE I 


C1 -C2 сз LI 


10 MHz 90 pF 22pF 


2-1/2 turns 


12—13 14 
Same аз 1.5* Same as LS* 


No, 34 enamel 


over L2, 


15 MHz 43 pF 300 pF 


over L2 
25 MHz 


22 pF 


48 pF 


over L2 
*L5 — 2.42-2.96 uH, Miller 464276CPC 


1-1/2 turns 
No. 24 enamel 


1-1/2 turns 
No. 24 enamel 


Same as L5* 5.5 uH (nom.) 


Miller 46A566CPC 


1.8 uH(nom.) 
Miller 46A 186СРС 


Same as L5* 
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Fig. 2 — Etching pattern and parts-placement guide for the converter circuit board. 1/2-watt resistors were 
used throughout, but 1/4-watt resistors may also be used if preferred. 


placed on the V+ line for the entire circuit of the 
converter; the converter, therefore, is operating at 
7.1 volts. Any voltage from 9 to 18 volts will 
power the converter. 

The converter is housed in an aluminum Mini- 
box; dimensions of the box are 4x 2-1/8 x 1-5/8 
inches. Radio Shack part number 270-239 is 
suitable. As can be noted from the photograph, the 


converter pc board was laid out to facilitate 
1/2-watt resistors, but 1/4-watt resistors are accept 
able since power consumption for the converter is 
very low. Silver-mica or polystyrene capacitors 
should be used for C7, C13, C14 and C15 because 
they aid stability in the oscillator circuit. Disc- 
ceramic capacitors are suitable for use in the 
remainder of the converter circuit. 


A BAND-PASS TUNER FOR ADJUSTABLE SELECTIVITY 


Many modern receivers have fixed-frequency 
oscillator circuits for injection at the product 
detector during ssb and cw operation. The fre- 
quency of the fixed-frequency oscillator deter- 
mines the characteristic range of the received 
signal. For cw operation, it determines the BFO 
offset frequency and accordingly the pitch of the 
signals heard. A receiver which has a variable BFO 
(sometimes called a pitch control) allows the 
operator to select the pitch at which the cw signals 
are centered in the filter response. During ssb 
reception, the control may be used to select a 
pleasing quality for the incoming signal. A pitch 
control is undesirable, however, if the BFO in the 
receiver is to act as a carrier oscillator in the 
transmitter for transceive operation. In this case, 
the BFO must be on exactly the same frequency 
for both receive and transmit periods; indeed many 
times the same oscillator is used. Transceive opera- 
tion is not compatible with a pitch control, and 
unfortunately the operator is required to. accept 
the resultant BFO offset. While it is possible to 
shift a BFO/carrier oscillator to obtain a désirable 
receiver response characteristic, the affect to the 
transmitted signal could be detrimental, These 
disadvantages can be overcome by incorporating 
the circuit shown in Fig. 1 into the station receiver 
or transceiver. It may be used with any apparatus 


having an if of 3.395 MHz. Other if ranges could 
be used if appropriate changes are made to the 
Band-Pass Tuner VFO input and output circuits. 
The experienced builder should not encounter any 
difficulty. 

The purpose of the Band-Pass Tuner is to allow 
the operator to adjust the range of frequencies 
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which pass through the filter without changing the 
frequency of the receiver or the transmit offset 
frequency. The unit could be built for cw or ssb 
operation only. Several filters, however, may be 
included in the circuit and switched to coincide 
with the desired mode of transmission. When the 
Band-Pass Tuner is interconnected to a transceiver, 
One needs to assure that the transmit signal does 
not pass through the Band-Pass Tuner system. This 
could be accomplished with either a double-pole 
relay or a diode switching array as shown in the 
circuit diagram. Generally speaking, the latter 
provides more isolation than the mechanical relay 
and is recommended. 


Circuit Functions 


The main function of the Band-Pass Tuner is to 
convert the if signal to a different frequency 
where sharp-skirt filters may be used to increase 
the selectivity of a receiving system. After the 
signal is filtered, it is then converted back to the 
receiver (or transceiver) +f. The technique used to 
obtain variable band-pass response is to employ a 
VFO for the conversion oscillator and use this 
energy not only to convert the signal from 3.395 


MHz down to 455 kHz, but also to convert the 
signal back to the receiver i-f range. Since the down 
conversion is equal to the up conversion (the same 
oscillator is used for both), changing the VFO 
frequency does not change the frequency of the 
received signal. The output frequency is always 
equal to the input frequency; the VFO only 
changes the position of the signal around the 455 
kHz filter system. 

A Circuit diagram for the Band-Pass Tuner is 
given in Fig. 1. Dual-gate MOSFETs are used to 
accomplish both the down and the up conversion, 
Since the phone-band mechanical filter has con- 
siderable insertion loss (about 10 dB), an RCA 
40673 amplifier is included to bring the signal up 
to the proper level for re-entering the receiver i-f 
system. The 40673 could be controlled by voltage 
supplied from the receiver agc bus; however, it was 
not necessary. Normal age action of the receiver 
seemed unaffected by the inclusion of the Band- 
Pass Tuner, 

The VFO must be capable of reaching stability 
from a cold start in just a few minutes. A VFO 
which drifts more than a kilohertz during warmup 
will cause the operator to have to readjust the 
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Fig. 1 — Circuit diagram for the Band-Pass Tuner. All resistors are 1/2-watt composition. FL1 and FL2 are 
Collins types. RFC's are from Millen. All capacitors are disc ceramic. The output of the Pass-Band Tuner 


should be connected in the receiver at a point before the receiver 


filter system. The i-f contro! should 


be adjusted to give suitable gain when the unit is placed in operation as outlined in the text. 


tuning during this period. Since the tuning is 
accomplished with a varactor diode which has a 
limited range, drift must be held to within a few 
hundred Hertz for warmup and within about 25 Hz 
for normal operation. The voltage source for the 
УРО must be regulated. CRI in Fig. 1 serves that 
function, 

Most receivers with a 3.395 MHz second ЊЕ 
have a first Ff in the range of 8 MHz. Since the 
third harmonic of the VFO falls in that range, a 
low-pass filter was incorporated to eliminate any 
receiver spurious response. The tenth harmonic of 
the VFO is the only one to fall in an hf amateur 
band. It was not detectable on the receiver shown 
in the photographs. 

A pair of emitter followers are incorporated in 
the VFO injection line; each one offers isolation 
between the VFO and the associated mixer. 
Additionally, isolation is provided between the 
input mixer, Ul and the output mixer, U3. 
Insufficient isolation on this line could cause poor 
selectivity characteristics (parallel path to the 
filters) and instability. 


Construction 


Several methods may be used to enclose the 
Band-Pass Tuner. If sufficient space is available in 
the receiver or transceiver, and if the control 
functions can be made part of the front-panel 
layout (without drilling holes!), then mounting the 
circuit boards internally would be desirable. The 


other option is to fabricate a cabinet or obtain a 
sufficiently large Minibox to house the circuit 
boards and controls. 


АП of the components Гог the VFO, converters, 
and amplifiers are included on one board, The 
filter switching network and the filters are 
mounted on the same circuit board. 


Shielded leads should be used between the 


input and output points on the circuit board and 
the station receiver, 


Receiver Interconnection and Alignment 


The input terminal of the Band-Pass Tuner 
should be connected to the output of the second 
mixer in the receiver. The output of the Band-Pass 
Tuner connects directly to the input of the receiver 
crystal filter. 

Alignment is simple. Before the Band-Pass 
Tuner is installed in the receiver, tune in the 
receiver crystal calibrator and log the S-meter 
reading. Install the Band-Pass Tuner. Set the VFO 
for 2.940 MHz, A frequency counter is handy for 
this step, however a general-coverage receiver is 
suitable. The band-pass tuning control RS, should 
cause a frequency change of approximately three 
kilohertz either side of 2.940 MHz. 

With the receiver and the Band-Pass Tuner 
turned on, and the calibrator tuned in, the band- 
pass control (VFO) should be adjusted to show a 
peak reading on the S-Meter. Then the gain 
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Top view of the Band-Pass Tuner 
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control, R1, should be set so that the receiver 
S-meter reading under the above conditions is the 
same as the reading taken before the Band-Pass 
Tuner was installed. The gain control will no doubt 
have to be changed during normal operation if 
more than one filter is used. 


Operation 


The incorporation of the Band-Pass Tuner does 
not change the normal operation of the receiver. 
S1 may be used to select an out condition 
(Band-Pass Tuner out of the circuit), the ssb filter, 
ог a sharper cw filter. The band-pass tuning control 
may be adjusted to give the desired filter response 
in relation to the signal being received. 

With most receivers, the change from one 
sideband to the other at the receiver mode switch 
will not require a change in the position of the 
band-pass tuning control. It will, however, change 
the tuning direction of the response, For instance, 
if the tuning control is rotated in one direction to 
favor a higher pitch with usb operation, when used 
on lower sideband, the same direction of rotation 
will cause the favored pitch to become lower. 


A COMMUNICATIONS RECEIVER 
WITH DIGITAL FREQUENCY READOUT 


Front view of the communications receiver built 
by WATJZC. The receiver controls are grouped at 
the right side of the front panel, with the digital 


readout occupying the left side. 


This solid-state receiver will enable the operator 
to tune the amateur bands from 160 to 10 meters 
in 500 kHz segments. An integral part of the unit is 
a digital frequency counter that may be used to 
display the received frequency directly to the 
nearest 100 Hz. The basic receiver consists of a 
single-conversion tunable if which covers a range 
that includes the 160-meter band. Converters for 
each additional desired band are placed ahead of 
the tunable if and may be built into the same 
enclosure, This approach combines the virtues of 
high performance, moderate complexity, and 
reasonable cost with plenty of flexibility. 

Circuit Overview 

The design objectives incorporated in this re- 
ceiver include optional coverage of all of the 
amateur bands below 30 MHz, ability to withstand 
strong signals without cross modulation or over- 
loading, selectable phone or cw bandwidth ЊЕ 
filters, extensive use of diode switching, and direct 
display of the frequency of incoming signals, The 
signal path through the receiver may be traced with 
the aid of the block diagram, Fig. 1. 
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Band switch S1 connects the rf input, Hf input, 
and positive supply voltage to the desired converter 
board. The circuits used in the 40-, 20-, 15-, and 
10-meter converters are of similar design. Each one 
consists of an FET rf amplifier, а crystal-controlled 
heterodyne oscillator (HFO), and a duakgate 
MOSFET mixer stage. No rf amplifier is included 
in the 80-meter design; an input bandpass network 
takes its place. The HFO and mixer in the 80-meter 
circuit are similar to those of the other converters. 
In each case, the desired output from the mixer is 
the difference between the incoming signal fre- 
quency and the HFO frequency. This difference 
frequency will fall within the range covered by the 
tunable if, 1800 to 2300 kHz. For 160-meter 
operation, $1 connects the antenna lead straight 
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through to the input of the tunable i-f, bypassing 
the converters. No rf amplifier is needed (or used) 
on 160 meters. In the tunable ЕЕ, а bandpass filter, 
FL1, is used ahead of a dual-gate MOFSET mixer, 
Ql. Oscillator injection to Ql, supplied by a 
three-stage variable frequency oscillator assembly 
(02, Q3, and 05), may be tuned over а 500-kHz 
wide range. In this case, the desired mixer output is 
at 455 kHz. Lf selectivity following the mixer is 
established by means of a narrow-bandwidth 
crystal filter, FL2, for cw operation, or by а 
mechanical filter with a somewhat broader re- 
sponse, FL3, for use with ssb. А diode-switching 
network permits either filter to be chosen. An if 
preamplifier (Q4) following the filters compensates 
for filter insertion 1055, Two stages of i-f amplifica- 


View of the receiver compartment prior to instal- 
lation of the converter boards. 


tion (01 and U2) after the preamplifier provide 
ample gain and dynamic range. A passive product 
detector (СКЈ, СВЗ) at the if output receives 
injection from a crystal-controlled BFO, (Q6). The 
BFO incorporates diode switching of three crystals, 
one for cw, one for lower sideband reception, and 
one for upper sideband reception. The audio 
output from the product detector is split into two 
independent paths. One path leads to an af 
preamplifier (Q10) followed by an integrated audio 
power amplifier (U4) which drives a speaker or 
headphones. The other path runs to an audio- 
derived age circuit consisting of U3, CR4 and CRS, 
07, and Q8 plus associated components. The авс is 
applied to U1 and U2, and additionally provides an 
S-meter indication on М1. 


Tunable I-F Section 


A tuning range of 1800 to 2300 kHz was 
chosen for this portion of the receiver (Fig. 2A). A 
front-end filter, peaked by means of a front-panel 
mounted variable capacitor, is used to assure 
rejection of potentially troublesome out-of-band 
signals on 160-meters, particularly those of local be 
stations. Inexpensive loopstick inductors are used 
at L2 and L3. It was necessary to remove 125 turns 
of wire from each so that they would be suitable 
for tuning from 1800 to 2300 kHz with the 
split-stator variable capacitor used in the filter. The 
unloaded Q of each, after modification, is 125 at 
1,9 MHz. An active mixer was chosen for the first 
stage of the tunable i-f section to limit the number 
of receiver stages required for suitable overall gain. 
01, the dualgate MOSFET, operates with the 
signal gate tapped down on FL1 to reduce the 
possibility of overloading and cross modulation. 
The conversion gain is roughly 10 dB, and that 
more than compensates for the insertion loss of the 
tunable filter, FL1. It is wise to keep the signal 
voltage at gate 1 as low as practicable to assure 
good mixer performance. A small amount of 
forward bias is applied to both gates of the 40673 
mixer to increase the linearity and conversion gain 
of that stage. A 33-ohm resistor is used in the drain 
to prevent vhf parasitic oscillations. 
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Local Oscillator 


Perhaps the most important consideration when 
choosing a vfo circuit is its freedom from drift. The 
incorporation of narrow-bandwidth filters (FL2, 
FL3) in this receiver makes local oscillator stability 
а must, as any change in the LO frequency can be 
easily detected. The local oscillator depicted in Fig. 
2B is unconditionally stable, from both a mechani- 
cal and an electrical standpoint. Oscillator drift, 
measured from a cold start, was less than 75 Hz 
after 30 minutes of operation. VFOs patterned 
after this circuit have been used in several different 
applications, and comparable stability has been 
achieved in every case. 

With the circuit constants shown in Fig. 2B, the 
vfo covers the desired frequency range of 2255 
kHz to 2755 kHz, with an additional 15 kHz on 
either side of that range. VFO linearity across the 
entire tuning range is not as exacting a requirement 
when an “electronic dial” is used to display the 
receiver frequency as it is when some type of 
mechanical readout is used. Using a 10:1 ratio ball 
bearing drive to turn the shaft of C2, a tuning rate 
of 80 kHz per main-tuning-knob revolution is 
obtained at the low frequency end of the range, 
and 125 kHz per revolution at the high frequency 
end of the range. If personal preference dictates a 
slower tuning rate, dual ratio 36:1 and 6:1 drives 
are available. 

Referring to the circuit diagram, Q2 is used in a 
series-tuned Colpitts oscillator configuration. Poly- 
styrene capacitors were chosen for their tempera- 
ture’ stability at C9 and C10 because these com- 
ponents are part of the frequency-determining 
network. If the inductor specified for L6 is not 
available, its replacement must exhibit a similarly 
high Q (approximately 150 measured at 2.5 MHz) 
to assure proper oscillation. With the exception of 
C2, C3, C4, and L6, all VFO components are 
mounted on a single printed-circuit board. C3 and 
(СА are soldered directly between the C2 stator 
terminal and the (grounded) capacitor body to 
minimize lead inductance effects. Inasmuch as the 
position of the powdered iron core of L6 is 
variable, the added inductance of the wire from C2 
to L6, and from 16 to the pc board is taken into 
account during the initial VFO alignment. Never- 
theless, from the standpoint of mechanical and 
thermal stability, it is desirable to keep the 
connecting leads short and direct, using a stiff 
gauge of wire. 

Q3 is connected as a source follower, and is 
intended to act as a buffer in order to isolate the 
oscillator circuit from later stages. The buffer 
drives a single-transistor amplifier stage, 05. Out- 
put from the VFO is taken off of the Q5 collector 
through a pinetwork tank circuit, composed of 
C11, L5, C12, and C13. Operating voltages for the 
three transistorized vfo stages are derived from a 
Zener regulated 8.2-volt bus which is, in turn, 
derived from the 12-volt receiver power supply. А 
variation of plus or minus 15% in the receiver 
supply voltage results in less than a 5 Hz change in 
the VFO frequency. Additional details concerning 
the design of the VFO appear in the November, 
1974 issue of QST, page 22. 
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Fig. 2 — Schematic diagram of the 160-meter 

front-end mixer and local oscillator. The mixer is 

at A, and the oscillator and buffer are at B. 

Fixed-value capacitors are disk ceramic unless 

otherwise indicated. Resistors can be 1/4- or 

1/2-watt composition types unless specified differ- 

ently. 

СТ — Dual-section 50-pF variable. 

C2 — Single-section 100-pF variable (J.W. Miller 
2101 or equiv.). 

L1 — 3 turns small-diameter insulated wire wound 
over ground end of L2. 

L2, L3 — Radio Shack No. 270-376 ferrite bc 
antenna with 125 turns of wire removed (see 
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text). 

15 — Pc-mount slug-tuned coil 
U.W. Miller 23A155RPC). 

L6 — Slug-tuned coil — 3/8-inch diameter ceramic 
form, red соге, 188 — 41.0 pH (Miller 
42AG35CBI). 

ВЕСТ — 10-mH miniature encapsulated inductor 
(Millen Mfg. Co. J302-10,000). 

RFC2, RFC3 — 1-mH miniature encapsulated 
inductor (Millen J302-1000). 

ВЕСА — 2.5-mH miniature encapsulated inductor 
(Millen J302-2500). 

S1 — Four-pole, six-position rotary switch. 

VR1 — 8.2-\, 1-W Zener diode. 
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The output of the mixer, Q1, contains not only 
the desired difference between the VFO and the 
(post-conversion) incoming signal frequencies, but 
the sum of these frequencies and higher order 
products of these frequencies as well. I-f selectivity 
is developed at the output of the mixer by means 
of sharp filters resonant at 455 kHz, which both 
reject the unwanted mixing products and establish 
the skirt selectivity of the receiver. A choice of if 
bandwidths, one suitable for cw reception and the 
other tailored for ssb, is made available by the use 
of two separate filters, FL2 and FL3: FL2 is a 


crystal filter with a bandwidth of 300 Hz measured 
at —6 dB from the peak response. FL3 is a 2.1 kHz 
bandwidth mechanical filter. 

A diode switching arrangement, shown sche- 
matically in Fig. 4, is used to choose the appro- 
priate filter. When the mode switch (S3) is set to 
Cw, a dc path is created from the positive supply 
bus through R8, RFCS, CR11, RFC7, RFC8, 
ВЕС10, CR12, ВЕСИ, and R9 to ground. Simul- 
taneously, CR9 and CR10 become reverse biased, 
so that they look like very high impedances. When 
diodes CR11 and CR12 are forward biased, they 
appear as very low impedances, thereby opening an 
rf path from the drain of Q1, through C14, CR11, 
C15, FL2, C16, CR12, and C17, to the gate of the 
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Fig.3 — Schematic diagram of the i-f, agc, and 
audio preamplifier circuits. Capacitors are disk 
ceramic except those with polarity marked, which 
are electrolytic. Fixed-value resistors can be 1/4- or 
1/2-watt composition unless otherwise noted. 
Numbered components not appearing in the parts 
list are so numbered for text discussion. 


CR2-CR6, incl. — High-speed silicon switching 
diode, 183063, 1N914, or equiv. 

J5 — Phono jack, single-hole mount. 

M1 — 0 to 1-mA meter (Simpson No. 2121). 
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R2, R8 — 10,000-ohm linear-taper control. 

R5 — 100-ohm pc-board-mount control (Mallory 
MTC-12L1 or equiv.). 

S2 — Two-pole, single-throw toggle. Subminiature 
type used in this example. 

T1-T3, incl.— Single-tuned miniature 455-kHz i-f 
transformer, 30,000-ohm primary to 500-оћт 
secondary (Radio Shack No. 273-1383). Use 
the black core at T1, vellow core at T2, and 
white core at T3. 

U1, U2 — RCA integrated circuit. 

ӨЗ — Motorola integrated circuit. 
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if preamp (Q4). When the mode switch is placed in 
the lower sideband or upper sideband position, 
CR11 and CR12 become reverse biased, while CR9 
and CR10 become forward biased, opening an rf 
path through FL3, and closing off the path 
through FL2. With this system, isolation between 
the filter inputs and outputs as well as between the 
filters is good, and since the mode switch carries de 
only, no special precautions need be taken with the 
switching lead dress. If insufficient isolation exists 
between the filters, the characteristics of the 
narrower filter will be degraded by the wider filter. 
If this is the case, the use of two series-connected 
diodes in place of the single diodes on either side 
of the wider filter (and the possible addition of a 
small capacitor from the junction of those diodes 
to ground) should improve the isolation. However, 
no such degradation was observed when the circuit, 
as depicted in Fig. 4, was used. The values for C18 
and the series combination of C19 and C20 are 
chosen to resonate with the inductance of the 
mechanical filter input and output transducers at 
455 kHz. 

An FET preamplifier stage follows the i4 filter 
assembly to compensate for the insertion loss of 
the filters, and establishes the noise figure of the ЕЁ 
strip. An MPF102 was used at Q4 because of its 
low noise characteristics, A single-tuned 455-kHz 
if transformer is used to couple the output from 
04 to the input of U1. 

Two stages of if amplification are provided by 
Ul and U2 (Fig. 3). RCA CA3028A integrated 
circuits were chosen for use in the if chain because 
they are inexpensive and easy to work with. In this 
circuit they are connected as differential ampli- 
fiers. Audio-derived age is applied to terminal 7 of 
each IC (+25 to 49 volts), the constant- 
current-source bases. The dynamic range of the if 
system is approximately 60 dB. 
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A passive product detector was chosen over ап 
active one because of its simplicity and good 
signakhandling capability. A pair of high-speed 
switching diodes (1N3063) were chosen because of 
their low cost and easy availibility. 


BFO 


An МРЕ102 JFET (Q6) functions in a Pierce 
crystal controlled BFO (Fig. 5). Separate crystals 
are used for cw, lower sideband, and upper 
sideband. Diode switching is used to select the 
proper crystal with one section of the mode 
switch, S3C, performing the function. Again, lead 
dress to the mode switch is not critical, because 
only dc is being carried by those leads. The BFO 
crystal frequency chosen for cw operation is 454.3 
kHz, 700 Hz below the center frequency of the ЕЁ, 
This results in an audio beat note of 700 Hz when 
а cw signal is peaked in the passband. The lower 
sideband crystal frequency is 453.650 kHz, and the 
upper sideband crystal frequency is 456.350 kHz. 
Note the (suppressed) carrier frequency that the 
receiver is tuned to changes by 2.7 kHz when the 
mode switch is changed to the opposite sideband, 
BFO injection to the product detector is 7 volts 
peak to peak. 


Audio-Derived АСС 


Audio output from the product detector is split 
into two channels, one line feeding the age strip 
and the other running to the audio amplifier 
circuit, An MFC4010A low-cost IC provides 60 dB 
of gain and serves as the age amplifier (U3 of Fig. 
3). Output from U3 is rectified by means of a 
voltage doubler consisting of two 14914 diodes, 
Because of the high-gain capability of U3 it tends 
to be unstable at frequencies above the audio 
range. Addition of the .01-yF bypass capacitor 
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Fig. 4 — Circuit diagram of the +4 filter diode 

switching network. Numbered components not 

appearing in the parts list are so numbered for text 

reference purposes. 

FL3 — 2.1-kHz bandwidth mechanical filter, 
455-kHz center frequency (Collins F455FA21, 
Collins Radio Company, 4311 Jamboree Blvd., 


+v 


Newport Beach, CA 92663). 

FL2 — 300-Hz bandwidth crystal filter, 455-kHz 
center frequency (Collins X455KF300, see QST 
Ham-Ads to obtain the names of suppliers). 

ВЕС5 — ВЕСТ — incl. 10-mH miniature en- 
capsulated inductor (Millen J302-10,000). 

53 — Four pole, three position rotary switch. 
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from terminal 2 to ground cured all signs of 
unstable operation in this circuit. Stubborn cases 
may require some additional bypassing at terminal 
4 of U3. If so, use only that amount necessary to 
assure stability. 

Rectified audio voltage from CR4 and CRS is 
supplied to a two-transistor de amplifier, Q7 and 
08. Age voltage is taken from the emitter of Q8. 
Its amount varies with the incoming signal level, 
and changes as the current-caused voltage drop 
across the 1500-ohm emitter resistor, R6, shifts in 
value. S-meter M1 follows the same excursions in 
current at Q8. 

Manual i-f gain control is possible by means of 
potentiometer R2. It supplies dc voltage to the 
base of Q7, thereby causing a voltage drop across 
R7, which causes Q8 to conduct more heavily. Аза 
result, the voltage drop across R6 increases and 
reduces the арс voltage to lower the gain of the if 
system, The same action takes place during normal 
age action. Diode CR6 acts as a gate to prevent the 
ас voltage provided by CR4 and CRS from being 
disturbed by the presence of R2. Maximum if gain 
occurs when the arm of R2 is closest to ground. ЕЗ 
and C5 establish the age time constant, The value 
of R4 can be tailored to provide the attack-time 
characteristics one prefers. Slower or faster арс 
time constants can be obtained by changing the 
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Fig. 5 — Diagram of the receiver beat frequency 
oscillator showing the use of diode switching of 
BFO crystals. 
CR13—CR15, incl. — High-speed silicon switching 
diode, 1N3063, 1N914, or equiv. 
ВЕС 12-15, incl. — 10-mH miniature encapsulated 
inductor (Millen J302- 10,000). 
ҮТ — -456.350-kHz crystal in HC-6/U holder 
(International Crystal Mfg. Co. type CS, 10 
North Lee, Oklahoma City, OK 73102). 
Y2 — 453.650-kHz crystal in HC-6/U holder 
(International type CS). 
454.300-kHz crystal in HC-6/U holder 
(International type CS). 


values of R3 and CS. The final values will be a 
matter of operator preference; no two people seem 
to agree on which time constant is best. 


Audio System 


Low-cost components are used in the audio 
system of Fig. 3 and Fig. 6. The circuit performs 
well and delivers undistorted af output up to one 
watt in level. An МР$А 10 transistor is employed as 
an audio preamplifier. Muting is provided for by 
means of another MPSA10, Q9. A positive-polarity 
voltage is fed to the base of Q9 from the 
transmitter changeover system to saturate the 
muting transistor. When in the saturated mode, Q9 
shorts out the base of 010 to silence the receiver. 
The audio output circuit, U4 of Fig. 6, was 
borrowed from MFJ Enterprises and is that used in 
their l-watt module, No. 1000. Those wishing to 
do so may order the assembly direct from МЕЈ. 

Provisions are made for feeding a side-tone 
signal into terminal 3 of 04. This will permit 
monitoring one's sending even though the receiver 
is muted by means of Q9. U4 remains operative at 
all times, 


HF-Band Converters 


The same pattern is followed for the individual 
crystal-controlled converters used from 40 through 
10 meters (Fig. 7). The 80-meter design is slightly 
different and is seen in Fig. 8. Separate converters 
were incorporated to eliminate the need for 
complicated band switching, and also to permit 


Fig. 6 — Schematic diagram of 
the МЕЈ Enterprises 1-watt 
audio module used in the re- 
ceiver. 
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Fig. 7 — Schematic diagram of the 40-meter 
converter at A, with 10-meter oscillator modi- 
fication at B. Capacitors are disc ceramic (fixed- 
value types). Resistors can be 1/4- or 1/2-watt 
composition types. 


C7, C8 — Miniature ceramic or compression trim- 
mer, 5- to 20-pF range. 

CF — 39 pF for 20-, 15-, and 10-meter converters. 

J1 — Coax connector of builder's choice. 

L7 — 2 turns of No. 28 enam. wire over grounded 
end of 18. 

18 — 40 meters, 50 turns of No. 28 enam. on 
Amidon T-50-2 toroid core. Tap 8 turns above 
ground (13 uH, Qu = 180). 20 meters, 44 turns 
No. 28 enam. on Amidon 7-50-6 toroid соге. 
Tap 6 turns above ground (8 uH, Qu = 180). 15 
meters, 25 turns No. 28 enam. on Amidon 
T-50-6 toroid core. Tap 4 turns above ground 


(4 uH, Qu = 150). 10 meters, 20 turns No. 28 


enam. on Amidon T-50-6 toroid core. Tap 3 
turns above ground (3.5 uH Qu = 150) 

19 — 40 meters, same as L8, but tap at 25 turns. 
20 Meters, same as 18, but tap at 22 turns. 15 
meters, same as LB, but tap at 12 turns. 10 
meters, same as L8, but tap at 10 turns. 

RFC16 — 500-иН miniature encapsulated inductor 
(Millen 3302-500). 

Y5 — International Crystal type CS crystal in type 
ЕМ-1 holder; 40 meters, 5.2 MHz, fundamental 
mode; 20 meters, 12.2 MHz, fundamental 
mode; 15 meters, 19.2 MHz, fundamental 
mode; 10 meters (28.0- to 28.5-MHz coverage) 
26.2 MHz, (28.540 29.0-MHz coverage) 26.7 
MHz, (29.040 29.5-MHz coverage) 27.2 MHz, 
(29.5-о 30-MHz coverage) 27.7 MHz, all third 
overtone. 

L15 — Pc mount slug-tuned coil, 1.5 pH nominal. 
Miller 46A156CPC or equiv. 

RFC18 — 2.2 uH rf choke. 
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optimization of circuit values for each band of 
interest. The system used in this receiver calls for 
switching of only dc and 50-ohm circuitry. Low- 
impedance switching eliminates problems caused 
by long switch leads. Switching at high-impedance 
points, which is the usual technique in multiband 
receivers, can impair the quality of the tuned 
circuits and makes isolation of critical circuits 
more difficult. 

A common-gate JFET rf amplifier provides 10 
dB of gain in these converters and has good IMD 
and overload immunity. А 40673 MOSFET is used 
as the mixer in each converter. Output is taken at 
the if from a broadly resonant circuit formed by а 
500-uH rf choke and an rf voltage divider which 
uses a series capacitor combination (25 and 50 pF). 
The divider provides a low-impedance pickoff 
point for the if output line to the tunable if 
receiver section, 

The 40- through 15-meter converters employ 
simple Colpitts oscillators. A high-beta transistor is 
used for the oscillator. It has an fT of approxi- 
mately 200 MHz. The circuit for the 10-meter 
converter oscillator differs slightly from the others 
in that the HFO uses third overtone rather than 
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fundamental mode crystals, necessitating the in- 
sertion of a collector tank circuit tuned to the 
overtone frequency. 

A different design is used in the 80-meter 
converter, wherein a bandpass filter is used as the 
input fixed-tuned circuit. This technique was 
necessary to assure ample bandwidth from 3.5 to 
4.0 MHz without the need to have a panel- 
mounted peaking control. The bandwidth is usable 
for an 80- and 75-meter frequency spread of 1 
MHz. 

A Pierce oscillator is used in the 80-meter 
front-end module to assure plenty of feedback for 
the 1700-kHz crystal. 

Frequency Display Design Approach 

The operation of the frequency display may be 
followed with the aid of the simplified block 
diagram, Fig. 9. With the conversion scheme 
utilized in the receiver, the received zero-beat 
frequency is equal to the sum of the VFO and 
НЕО frequencies minus the BFO frequency, or in 
the special case of 160-meter operation, the dif- 
ference between the VFO and BFO frequencies. 
Accordingly, the display has three identical input 
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Fig. 8 — Schematic diagram of the 80-meter 

converter. Capacitors are disc ceramic. Resistors 

can be 1/4- or 1/2-watt composition types. 

L11 — 4 turns No. 28 enam. wire over grounded 
end of L12. 

112 — 36 turns No. 28 enam. wire on Amidon 
T-5022 toroid core (5.5 pH, Qu = 175). Tap at 
18 turns. 


networks — one for each oscillator — which 
amplify and square the incoming waveforms. The 
outputs of these preconditioning networks are 
sequentially gated into a chain of seven type 
SN74192 presettable up/down decade counters, 
10124018. The oscillator frequency addition and 
subtraction functions are performed by this 
counter chain. The events in a standard count 
sequence occur in this order: The counter chain is 
reset to zero and then placed in the countup 
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113 — 68-шН miniature rf choke (Qv of 50 or 
greater). Millen 34300-68 used in this example. 

L14 — Same as L12. 

RFC17 — 500-иН miniature encapsulated inductor 
(Millen 3302-500). 

Y4 — International type CS crystal in F-700 
holder, 1.7 MHz. 


mode. The VFO signal is gated in and counted for 
100 milliseconds. ,The counter is then placed in the 
count-down mode and the BFO signal is gated in 
and counted for 100 milliseconds (effectively 
subtracting the BFO frequency from the VFO 
frequency digitally). During the next 100 milli- 
second period, the counter is again placed in the 
count-up mode and the HFO signal is gated in and 
counted, At this point, the output of the counter 
chain ICs represents the receiver zero beat fre- 
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Fig. 9 — Simplified block diagram of the receiver frequency display. 
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quency. This output is in Binary Coded Decimal 
(BCD) form. The information from the last six 
SN74192s in the chain, U13-U18, is stored in six 
type SN7475 latches (in BCD form) and the entire 
counter chain is reset to zero during the ensuing 
100 millisecond period. The standard count se- 
quence is then repeated. Each of the latches is 
followed by a type SN7447 IC which decodes the 
BCD input and provides an output suitable for 
driving a seven-segment readout. Thus, the display 
is updated every 400 milliseconds, The output of 
1012 is not displayed, in order to avoid a distracting 
last-digit flicker. Accordingly, the 6-digit frequency 
display reads accurately to the nearest 100-Hz. The 
timing of the oscillator gating, the latch pulse, and 
the counter reset pulse is determined by a crystal- 
controlled oscillator/divider chain consisting of 
USD, USE, and 06-011, 

Although this system is satisfactory for ssb 
reception, it has the drawback that it is necessary 
for the operator to zero beat an incoming cw signal 
to read its exact frequency. By taking advantage of 
the presettable input feature of the SN74192 ICs, 
the display can be altered during cw reception to 
read the signal's zero beat frequency while the 
signal is peaked in the crystal filter passband. 
Inasmuch as the BFO frequency is 700 Hz below 
the passband center frequency, in order to obtain 
the desired readout it is necessary to start counting 
from "negative 700 Hz" rather than from zero by 
presetting the counter chain to 999930 every time 
а count sequence is begun. 


Frequency Display Operation 


Fig. 10 is a complete schematic diagram of the 
frequency display. The design of each of the input 
preconditioning networks is identical to that used 
by Blakeslee (QST for June, 1972, pages 31-32). In 
the HFO shaping network, protection against 
possible damage to Q16 caused by the application 
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Top view of frequency display circuit board. 
Visible in the foreground are the three shielded 
input wave-shaping networks, 


of too great an input voltage is accorded by CR16 
and CR17, which conduct if the absolute value of 
the input signal exceeds approximately 0.6 volts. 
016 and 019 form a two-stage amplifier that 
presents a high impedance to the input signal and a 
low impedance to the succeeding stage. Four 
sections of a type SN74HO4 high-speed TTL hex 
inverter are used to convert the incoming sinusoi- 
dal HFO signal to a square wave. U33F, operating 
as an amplifier, drives a Schmitt Trigger composed 
of U33E and U33D. U33C acts as an output 
buffer. A type SN7404 can be used in place of the 
SN74HO4 in the VFO and BFO shaping networks 
inasmuch as they operate at relatively low frequen- 
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ig. 10 — Schematic diagram of the receiver frequency display. 05-030 are Texas Instruments SN7400 
series TTL integrated circuits, or equiv. 


cies. Each input network is connected to its 
appropriate oscillator through a short length of 
RG-174 miniature coaxial cable and a small value 
coupling capacitor. The smallest value of capaci- 
tance that will provide reliable counting should be 
employed. For example, 27 pF was used to couple 
from the VFO. Each heterodyne oscillator crystal 
will require its own coupling capacitor, and one of 
fhe receiver band-switch decks may be used to 
select the proper capacitor for each band. For use 
of the counter to display an external signal, such as 
а transmitter's frequency, the НРО input network 
is switched to receive signals from a front-panel 


mounted BNC jack, by means of S4C. The typical 
input circuit sensitivity is 50 to 100 mV. 

The three preconditioning networks operate 
continuously and independently of each other. The 
shaped oscillator signals are gated sequentially to 
the input of the counter chain, each for a 100 
millisecond interval Both the duration of the 
interval and the order in which the receiver 
oscillators are sampled are governed by a crystal- 
controlled time base. Two sections of a type 
SN7404 hex inverter (USD and USE), a 1-MHz 
crystal (Y6), plus a handful of other parts con- 
stitute the master oscillator. C23 is a pc-mount air 
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variable capacitor that permits an incremental 
adjustment of the oscillator frequency. 

The master oscillator is followed by a frequen- 
cy divider network, 06-011. U6-U10 are type 
SN7490 decade counters. Each SN7490 is com- 
posed of a divide-by-two section and a divide-by- 
five section. In this application, the sections are 
cascaded resulting in divide-by-ten operation. Four 
outputs are available from each SN7490 connected 
in this configuration, corresponding to a BCD 
representation of the number of input pulses 
previously applied to the IC, from zero to nine and 
then back to zero again. These outputs are labeled 
“А” (pin 12), "B" (pin 9), "C" (pin 8), and “D” 
(pin 11) representing the 2°, 2', 22, and 23 bits 
respectively. For every ten pulses applied to the 
input (pin 14), one pulse appears at the "D" 
output, giving the effect of dividing the input 
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frequency by ten (see Fig. 11), Five such divide- 
by-ten stages are cascaded in the time base re- 
sulting in division by 100,000 — with an input 
frequency of 1 MHz from the master oscillator, the 
frequency of the square wave appearing at the “Р” 
output of 010 is 10 Hz. A slight shift of the 
master-oscillator frequency away from 1 MHz, due 
to perhaps temperature or voltage fluctuations, will 
also show up at 010, but divided by 100,000 — a 
good reason for starting with a high crystal 
frequency. It is obvious that with large-amplitude 
harmonic-rich square waves of several different 
frequencies present in the time base, the frequency 
display must be well shielded from the receiver in 
order to prevent the appearance of strong birdies 
all across the dial. 

The output pulses from 010 are asymmetric — 
low for 80 milliseconds and high for 20 milli- 
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seconds. 011 is a type SN7473 dual flip-flop with 
both sections connected for divide-by-two opera- 
tion and cascaded, Each time a negative-going pulse 
edge from 010 appears at the clock input of the 
first section of U11 (pin 1), the Q1 output (along 
with its complement, Q1) changes state. Since U11 
encounters а negative-going pulse edge once every 
100 milliseconds, the Q1 output is alternately low 
for 100 milliseconds and high for 100 milliseconds. 
The Q1 output is used to establish the duration of 
the receiver-oscillator sampling interval. 

Four distinct 100 millisecond intervals are 
necessary (VFO count, BFO count, HFO count, 
latch and reset), A means for distinguishing be- 
tween these four intervals is provided by dividing 
{һе time base frequency (at Ol) by two in the 
second section of U11. Thus the Q2 output of U11 
(along with its complement Q2) is alternately low 
for 200 milliseconds and high for 200 milliseconds. 
The four distinct states occur with Q1 low and Q2 
low, Q1 high and Q2 low, Q1 low and Q2 high, and 
Q1 high and Q2 high. An equivalent description of 
these states is that Q1 and Q2 are high, Q1 and Q2 
are high, Qi and Q2 are high, and 01 and Q2 are 
high respectively. The sequential gating to the 
counter of the preconditioned VFO, BFO, and 
HFO signals is performed by U34, a type SN74H10 
triple three-input NAND gate. The output of a 
three-input positive logic NAND gate is high under 
all input conditions except when all three inputs 
are in a high state simultaneously, when the output 
is forced low. The preconditioned VFO signal is 
applied continuously to one of the inputs of 0344 
The other two inputs are tied to the Q1 and C 
outputs respectively of 011. Whenever either ОТ 
or Q2 or both Q1 and Q2 are low, the output of 
0346 is held high. During the 100 millisecond long 
interval when both Q1 and Q2 are simultaneously 
high, however, the output of U34C follows the 
excursions of the VFO input, going low when the 
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square wave VFO input is high and vice versa. 
Similarly, there are inputs to U34B from 01, Q2, 
and the BFO; to U34A from Q1, Q2, and the HFO. 
In each case, when a signal is not being gated by a 
section of U34, the output of that section is held 
high. 

The ICs used in the counter chain are SN74192 
presettable up/down decade counters. Like the 
SN7490, each SN74192 has four terminals, “A” 
(pin 3), “В” (pin 2), "C" (pin 6), and “Р” (pin 7) 
for BCD output. Additionally, the IC has “А” 
input, "B" input, "C" input", and "D input" 
terminals (pins 15, 1, 10, and 9 respectively) which 
may be used to initialize or preset the BCD output 
of the counter to some particular desired nonzero 
state from which point the count begins. For 
example, to load the preset inputs with the count 
of nine (the BCD representation of nine is 1001) 
the A and D inputs would be tied to +5 volts and 
the B and C inputs would be grounded. The 
information at the preset inputs is transferred to 
the output terminals when a negative-going pulse is 
applied to the counter reset or load terminal (pin 
11), and as long as this terminal is held low, the 
counter is inhibited from counting pulses applied 
to either of its clock inputs. Each SN74192 has 
two clock inputs, one labeled count up (pin 5) and 
the other labeled count down (pin 4). When pin 4 
is held at +5 volts and pulses are applied to pin 5, 
each incoming pulse increases the BCD output by 1 
count, Likewise, when pin 5 is at a high logic level 
and pulses are applied to pin 4, each incoming 
pulse decreases the BCD output by 1 count. A 
single SN74192 can count from 0 to 9. If a greater 
number of pulses is to be counted, several of the 
ICs may be cascaded. Borrow and carry output 
terminals (pins 13 and 12 respectively) are pro- 
vided for this purpose. To cascade several counters, 
the borrow output of the first IC is connected to 
the count down input of the next IC in line and 
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Fig. 11 — Chart showing waveforms associated with a standard count sequence. 
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fhe carry output is connected to the count up 
input of the next IC. In this configuration, if the 
output of a counter is nine and one pulse is applied 
to the count up input, the output of the first 
counter will go to zero and one pulse will be 
transferred to the count up input of the next 
counter in line. The case of the count down and 
borrow terminals is analogous. 

In this frequency display, seven counters are 
cascaded with the result that a maximum of 
9,999,999 counts can be registered before the 
chain resets to zero. If a 10-MHz signal was gated 
into the counter chain for 100 milliseconds, one 
million counts would be registered. The output of 
the last counter in the chain would be 1, while the 
other counter outputs would be zero. Thus, with a 
100 millisecond sampling interval, the last counter 
indicates the tens of Megahertz, the counter 
immediately before indicates the units of Mega- 
hertz, the counter before that indicates the number 
of hundreds of kilohertz, and so on up to the first 
counter which indicates the number of tens of 
Hertz, Because of the plus-or-minus one count 
accuracy in the sampling process, which takes place 
three times in the making of each combined count, 
there is a tendency for the first counter in the 
chain to reflect this uncertainty by taking on 
several different nearby values even though the 
input frequency is kept constant. For this reason, 
only the outputs of 013-018 are displayed on the 
seven-segment readouts (the display reads to the 
nearest 100 Hz rather than to the nearest 10 Hz). 
The maximum rated clock input frequency of the 
SN74192 is at least 20 MHz, but it is listed in the 
data books as typically 30 MHz, so it may be 
necessary to hand pick the first IC in the chain for 
proper high frequency operation. 

The outputs of the VFO and НЕО gates (034 
and U34A) are combined by 1358 and USF, and 
applied to the count up input of U12, while the 


output of the BFO gate (U34B) is applied directly“ 


to the count down input of U12, so that during the 
first 100 milliseconds of a count sequence the 
counter chain counts up the VFO frequency, 
during the second 100 ms period the BFO 
frequency is counted down, and during the third 
100 ms period the HFO frequency is counted up. 
The result of this activity is that at the end of 300 
ms, the outputs of the counter chain represent the 
receiver zero beat frequency. During the fourth 
100 ms period, the outputs of the SN74192s are 
stored in six SN7475 latches, and then after 80 ms 
of this period have passed, the counter ICs are reset 
to zero (or to their preset values) by a 20 ms long 
reset pulse applied to pin 11. The entire sequence 
then repeats, The reset pulse is derived from the 
time base, U3SC is one section of a SN74H10 
triple three-input NAND gate. The inputs to U35C 
come from the “Р” output of 010, and the Q1 
and Q2 outputs of U11, By referring to Fig. 11, it 
can be seen fhat the only time that these three 
inputs are simultaneously high is during this 20 ms 
interval, forcing the output of U3SC and the reset 
inputs of U12-U18 low. 

When the receiver mode switch (53) is in the ew 
position, the preset inputs of U13-U18 are set to 


287 


999930, while for ssb operation all of the preset 
inputs are set [0 0. S4 chooses either receiver 
frequency display or external frequency count 
operation, When set to external, the counter preset 
inputs are set to 000000 regardless of the receiver 
mode switch position, the input to the НЕО 
preconditioning network is removed from the HFO 
and connected to the front panel BNC jack, and 
U34B and U34C are disabled so that only the 
external signal source is counted up. The rest of 
the counter functions are unchanged for external 
operation, 

The action of the SN7475 quad latches 
(U19-U24) is straightforward. Each SN7475 has 
four one-bit latches, each with an input and output 
terminal plus two clock lines (one for each pair of 
latches). When the clock line is at a high logic level, 
the logic level applied to each input will appear at 
its own output, and the output will follow any 
changes in the input. When the clock line is at a 
low logic level, the level that was present at each 
output at the time of the high to low transition of 
the clock pulse remains at that level regardless of 
the state of the input. In this application, the BCD 
output from each of the counter ICs, U13-U18, is 
applied to the inputs of a SN7475 latch. During 
the 300 ms long counting period, the clock line is 
kept at a low level. About midway into the fourth 
100 ms period in the standard sequence, the clock 
line goes positive for 20 ms, transferring the BCD 
information present at the counter outputs to the 
latch outputs, and then the clock line goes negative 
again before the reset pulse. occurs. The latching 
pulse is derived from the time base. Referring to 
Fig. 11, the pulse labeled LATCH is the output 
from U35A when the “С” output of U10, the Q1 
and Q2 outputs of U11, and the complement of 
the “В” output of U10 are at a high logic level 
simultaneously, Note that in order to "synthesize" 
a four-input NAND gate from a three-input NAND 
gate, diodes CR22 and CR23 were added in front 
of one of the SN74H10 inputs, The LATCH pulse 
is obtained by inverting the LATCH pulse. USA 
drives the clock lines of three of the SN7475s, 
while USB drives the other three. 

Each of the SN7475s drives a type SN7447 
BCD to seven segment decoder/driver. The 
function of these ICs (U25-U30) is to convert the 
BCD code from the latches into a form suitable for 
driving seven segment display devices. 


Construction Details 


The completed receiver was assembled inside a 
“wrap around" style cabinet (LMB CO-1) measur- 
ing 6-1/2 x 14-1/2 x 13-inches (HWD), А home- 
made aluminum inner enclosure, attached to the 
front panel, was partitioned with an aluminum 
shield into two equal-size compartments — one side 
to house the receiver boards and the other to house 
the frequency display. The liberal use of perforated 
aluminum screening in the top and outside walls of 
the frequency counter compartment allows for 
adequate ventilation of that subsystem. No venti- 
lation of the receiver section was deemed necessary 
as no heatgenerating components are involved 
there. 
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The physical location ofthe front-panel con- 
trols was dictated as much by functional require- 
ments as by operational considerations. The layout 
depicted in the photograph of the front panel is 
compact yet uncluttered. As far as possible, cach 
individual control is placed near the circuit being 
controlled. A "commercial look" is imparted to 
the unit by the use of Kurz-Kasch series 1657 and 
700 knobs. A Digbezel model 930-70 (Nobex 
Components, 1027 California Drive, Burlingame, 
CA 94010) filter/bezel assembly measuring approx- 
imately 5-1/4 X 1-3/4-inches is used to frame the 
seven-segment readouts. A red filter was chosen for 
this application, but filters are available for the 
bezel in amber, green, and neutral tints as well. 

Printed circuit boards are used extensively in 
the construction of this receiver. The pattern used 
for interconnecting the twenty-five ICs on the 
main frequency-display board is sufficiently com- 
plex to warrant the use of photosensitive resist or 
silkscreening techniques in the preparation of the 
board, While the less complex layout of the 
receiver boards does not require the use of such 
methods of pc fabrication, the high quality of the 
results that may be obtained more than justify the 
slight additional costs involved. G-10 glass-epoxy 
board, 1/16-inch thick, with 1-oz. (per square foot) 
copper is used in all cases. 

With the exception of 025 through 030 and 
the seven-segment displays, all of the frequency 
counter components are mounted on a 6 x 6-inch 
double-sided pe board, The pattern of inter- 
connecting copper paths is etched on the underside 
of the board, while the top side is left as a solid 
ground plane, broken only at the places where 
component leads project through the board. If 
sockets are used, short bus-wire jumpers from the 
donut pads provided on the underside of the board 
to the top foil may be used to ground the 
necessary IC pins. Alternatively, individual com- 
ponent leads may be grounded by directly solder- 
ing them to the foil. A No. 65 drill was used for 
the IC and transistor pins, while the. remaining 
holes were drilled with a No. 60 bit. The removal 
of copper foil from around the ungrounded leads is 
best accomplished by drilling those holes first, and 
then scraping away the top ground foil around 
each hole with a hand-held large-diameter drill bit 
(1-4-inch is satisfactory for the purpose). This 
process may be speeded up by the use of a drill 
press, although extreme caution must be exercised. 
in order to prevent the drill bit from going 
completely through the board. The holes for 
grounded leads may then be drilled. 


The liberal use of bypass capacitors in combi- 
nation with a low-impedance ground return is vital 
in order to prevent clock pulses, switching tran- 
sients, and other "garbage" from travelling along 
the dc supply lines to the sensitive counter input 
wave-shaping networks, resulting in improper 
operation. The configuration of the +5-volt dc 
supply bus resembles a five-toothed comb of 
jumper wires, laid across the board's upper side. 
The far end of cach of the “teeth” is bypassed with 
а .022 uF disc ceramic capacitor. Shield compart- 
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ments made from inch-high strips of double-sided 
pe board isolate the three input-shaping networks 
from each other and from the rest of the counter. 
Signal leads from the three receiver oscillators are 
carried to the input networks via short lengths of 
miniature coaxial cable (RG-174 or equiv.), and 
the dc supply line to each compartment passes 
through а .001-pF feedthrough capacitor. 

Space is at a premium inside the input com- 
partments, requiring the use of miniature vertical- 
mount electrolytics and 1/4-watt resistors. Low- 
profile sockets (Texas Instruments type C93) were 
used with all of the ICs on the counter board, The 
clock oscillator crystal, Y6, was soldered directly 
into the circuit with its case grounded to the top 
foil. A three-section, two-position rotary switch 
(S4), mounted with an “L” bracket to the chassis 
bottom to the rear of the counter board, serves as 
the external count/receiver count switch, Input 
signals from external sources are routed from the 
front-panel-mounted BNC jack to 54 via a length 
of RG-174. Standoff insulators, 1-1/2-inch high, 
are used to support the counter board at its 
corners, 

The display board containing U25 through 
U30, as well as the seven-segment readout devices, 
is mounted vertically behind the front panel in 
such a manner that only the readouts are visible 
through the bezel. This board is supported partly 
by the stiffness of the leads that interface it with 
the main board, and partly by means of two No. 6 
screws and metal spacers affixed to the panel. No 
circuit board pattern is supplied for the display 
board because of the wide variety of display 
devices and BCD decoder/driver ICs available to 
the builder at modest cost. LED readouts, fluo- 
rescent readouts and gas-discharge devices, to name 
a few, are competitive in price to the incandescent 
seven-segment displays that were used here, and 
each type has its own pin-numbering scheme and 
driver requirements, as well as physical mounting 
requirements. 

The receiver is built from a number of sub- 
assemblies, with the principal one incorporating 
the better part of the tunable i-f. This 6 x 6-inch 
pe board contains the front-end mixer stage, the i-f 
filters and amplifiers, the product detector, and the 
BFO. Additionally, it supports the local oscillator 
module, Separate and smaller boards are used for 
the agc and audio circuits and each of the 
converters. A complete set of templates for the 
boards used in the receiver and in the frequency 
display is available from ARRL for $2 and a 
self-addressed, stamped business size envelope. 

Physically small components are employed 
wherever possible, resulting in compact board 
layouts. Vertical format low voltage electrolytics 
such as the Sprague 503D series are to be preferred 
over axial lead types, which must be mounted 
upright to fit on the board. Sprague Hypercon 
low-voltage ceramic disc capacitors are ideally 
suited due to their miniature size for use wherever 
а 0.1- or .01-шЁ value is called for. Millen J302 
series encapsulated inductors are used liberally. 
They are compact and are designed for high- 
density pc mounting, Either quarter-watt or half- 
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watt resistors can be used, although with the larger 
size it may be necessary to stand some of the 
resistors on end. T1-T3 are inexpensive imported 
455-kHz if transformers that come four to a 
package. International Crystal type F-605 nylon 
sockets were used for ҮІ-ҮЗ, which are not 
available with wire leads. АП of the semiconductor 
devices used in the receiver are soldered directly 
into the circuit board, although sockets are avail- 
able for Ul and U2 if desired. 

Ап outboard power supply capable of providing 
12 volts at 150 mA maximum for the receiver and 
5.0 volts at 1.5А for the frequency display is 
required. It is adviseable to use separate receiver 
and display supplies rather than a common trans- 
former and rectifier feeding two voltage regulators 
in order to minimize the chances of coupling 
counter hash" into the receiver via the +12-volt 
supply line. A frontpaneLmounted miniature 
toggle switch is used to apply 117-v ac to the 
remote supply transformer primaries. Proper by- 
passing of all supply leads entering the cabinet will 
aid in rejection of extraneous signals. A loud- 
speaker may be installed in the same cabinet as the 
power supply for operating convenience, 

The local oscillator enclosure is made from four 
pieces of double-sided circuit board material 
soldered together at the edges. The assembly 
measures approximately 2-1/4 x 1-3/4 x 4-1/8- 
inches (HWD), and is bolted down to the main 
receiver board by four spade lugs, The main tuning 
capacitor, C2, is first attached to one of the side 
walls of the compartment with the two specially 
threaded machine screws provided with the capaci- 
tor. A 3/8-inch diameter hole drilled in the front 
compartment wall provides adequate clearance for 
the capacitor shaft, L6 is mounted on the same 
wall as C2, centered in the enclosure and directly 
above the VFO printed-circuit board which is 
affixed by soldering its ground foil along three 
edges to the enclosure walls. A 10:1 reduction 
epicyclic drive, Jackson Brothers number 5857 
(available from M. Swedgal, 258 Broadway, New 
York, NY 10007) is used to turn the main-tuning 
capacitor shaft. This drive unit requires 1-1/8-inch 
clearance behind the front panel. A one-piece 
nickel-plated brass coupling is used between the 
drive and the capacitor shaft. Four 2-inch long No. 
6 machine screws are used to support the large 
receiver board, which must be installed at the 
height that permits precise alignment between 
these shafts. 

The main receiver board and the agc/audio 
preamp boards are fabricated from double-sided 
copper clad material. All of the other receiver 
boards use single-sided stock. The agc/audio pre- 
amp board and the МЕЈ audio board (available 
from МЕЈ Enterprises, Р.О. Box 494, Mississippi 
State, MS 39762) are mounted with No. 6 hard- 
ware and half-inch spacers on one of the aluminum 
enclosure walls, The input bandpass filter, FLI, is 
enclosed in an alumimum Minibox measuring 1-i/8 
x 2-1/8 х 3-1/4-inches HWD (Bud CU-2117A) 
which is mounted to the opposite enclosure wall. 
All interconnections between boards are made with 
RG-174 miniature coaxial cable. Spade lugs 
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support the converter boards from the rear wall of 
the receiver compartment, 


Alignment 

The only adjustment that should be necessary 
with the frequency display is the setting of the 
time base crystal oscillator frequency to 1 MHz. А 
clip lead from the antenna input jack of a 
general-coverage receiver loosely coupled to the 
oscillator will pick up enough harmonic energy to 
allow for precise zero beating of the oscillator 
frequency to WWV at 10 MHz. A nonmetallic 
alignment tool should be used to turn the shaft of 
C23, which should provide а wide enough incre- 
mental frequency adjustment. 

The 160-meter tunable if should be adjusted 
before the converters are checked out, After 
verifying with an oscilloscope or a general-coverage 
receiver that the VFO is indeed oscillating, the 
VFO tuning range may be set properly with the aid 
of the frequency display (set to external count), 
With the plates of C2 fully meshed, the core of L6 
should be moved in or out until the frequency 
display reads approximately 2240 kHz. Then note 
the displayed frequency with C2 rotated to mini- 
mum capacitance, which should be close to 2770 
kHz, If the upper frequency obtained departs 
significantly from the above reading, the slug of L6 
should be moved to a point that provides approxi- 
mately equal amounts of overlap on either side of 
the desired 2255-2755 kHz range. 

The BFO should be checked for proper 
operation. At this point, the display may be 
connected in the receiver count mode. If all is well 
it will indicate a received frequency between 1800 
and 2300 kHz. With a signal generator set to 1800 
kHz connected to the input of FL1 and the plates 
of СІ fully meshed, a beat note should be heard in 
the speaker ог headphones as the receiver is tuned 
to the signal generator frequency, L2 and L3 may 
now be adjusted to peak the signal on the S-meter 
or in the loudspeaker. If these coils are not 
carefully tuned the two filter sections will not 
track well, resulting in an undesirable broad re- 
sponse or perhaps even a double peak. Now, tune 
T1, T2, and T3 for maximum signal output. Spot 
checks across the 1800 to 2300 kHz range can be 
made to assure that the input bandpass filter is 
optimized and is tunable across the entire fre- 
quency spread. Check to see that the mode switch 
selects both the proper crystals in the BFO and the 
correct if filter, All that remains to be adjusted 
now is the S-meter control, RS. With the age on, 
but with the if gain (R2) set at minimum 
sensitivity, adjust RS to give full-scale deflection of 
М1. This procedure will complete the tune-up of 
the main portion of the receiver. 

Checkout of the converters is similarly easy. 
The trimmers should be adjusted for peak response 
at the center of each frequency band of interest. A 
signal generator is useful for this procedure, al- 
though on-the-air signals, preferably weak ones, 
will suffice, 

Alignment of the receiver is complete at this 
point, The frequency display should be operative 
and accurate on each band. 
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VHF and ОНЕ Receiving 


Techniques 


Adequate receiving capability is essential in vhf 
and uhf communication, whether the station is a 
transceiver or a combination of separate transmit- 
ting and receiving units, and regardless of the 
modulation system used. Transceivers and fm 
receivers are treated separately in this Handbook, 
but their performance involves basic principles that 
apply to all receivers for frequencies above 30 
MHz. Important attributes are good signal-to-noise 
ratio (low noise figure), adequate gain, stability, 
and freedom from overloading and other spurious 
responses. 

Except where a transceiver is used, the vhf 
station often has a communications receiver for 
lower bands, with a crystal-controlled converter for 
the vhf band in question ahead of it. The receiver 
serves as a tunable if system, complete with 
detector, noise limiter, BFO and audio amplifier. 
Unless one enjoys work with communications 
receivers, there may be little point in building this 
part of the station. Thus our concern here will be 
mainly with converter design and construction. 


Choice of a suitable communications receiver 
for use with converters should not be made lightly, 
however. Several degrees of selectivity are desir- 
able: 500 Hz or less for cw, 2 to 3 kHz for ssb, 4 to 
8 kHz for a-m phone and 12 to 36 kHz for fm 
phone are useful. The special requirements of fm 
phone are discussed in Chapter 14. Good 
mechanical design and frequency stability are 
important. Image rejection should be high in the 
range tuned for the converter output. This may 
rule out 28 MHz with receivers of the single- 
conversion type having 455-kHz i-f systems. 

Broad-band receiving gear of the surplus 
variety is а poor investment at any price, unless 
one is interested only in local work. The 
superregenerative receiver, though simple to build 
and economical to use, is inherently lacking in 
selectivity. With this general information in mind, 
this section will cover vhf and uhf receiver "front 
ends" stage by stage. 


RF AMPLIFIERS 


Signal-to-Noise Ratio: Noise of one kind or 
another limits the ability of any receiving system 
10 provide readable signals, in the absence of other 
kinds of interference. The noise problem varies 
greatly with frequency of reception. In the hf 
range man-made, galactic and atmospheric noise 
picked up by the antenna and amplified by all 
stages of the receiver exceeds noise generated in 
the receiver itself. Thus the noise figure of the 
receiver is not of major importance in weak-signal 
reception, up to at least 30 MHz. 

At 50 MHz, external noise still overrides 
receiver noise in any well-designed system, even in 
a supposedly “quiet” location, The ratio of 
external to internal noise then drops rapidly with 
increasing signal frequency. Above 100 MHz or so 
external noise other than man-made is seldom a 
problem in weak-signal reception. Noise character- 
istics of transistors and tubes thus become very 
important in receivers for 144 MHz and higher 
bands, and circuit design and adjustment are more 
critical than on lower frequencies. 

The noise figure of receivers using rf amplifiers 
is determined mainly by the first stage, so solving 
the jinternal-noise problem is fairly simple. 
Subsequent stages can be designed for selectivity, 
freedom from overloading, and rejection of 
spurious signals, when a good rf amplifier is used. 


Gain: It might seem that the more gain an rf 
amplifier has, the better the reception, but this is 


not necessarily true, The primary function of an rf 
amplifier in a vhf receiver is to establish the noise 
figure of the system; that is, to override noise 
generated in later stages. One good rf stage is 
usually enough, and two is the usual maximum 
requirement. 

Once the system noise figure is established, any 
further gain required may be more readily obtained 
in the intermediate frequency stages, or even in the 
audio amplifier. Using the minimum rf gain needed 
to set the overall noise figure of the receiver is 
helpful in avoiding overloading and spurious 
responses in later circuits. For more on rf gain 
requirements, see the following section on mixers. 


Stability: Neutralization ог unilaterialization 
(see chapter on semiconductors) may be required 
in rf amplifiers, except where the grounded-gate 
circuit or its tube equivalent is used. Amplifier 
neutralization is accomplished by feeding the 
energy from the output circuit back into the input, 
in such amount and phase as to cancel out the 
effects of device capacitance and other unwanted 
input-output coupling that might cause oscillation 
or other regenerative effects. Inductive neutraliza- 
tion is shown in Fig. 9-1B and C. Capacitive 
arrangements are also usable. Examples of both 
will be seen later in this chapter. 

An rf amplifier may not actually oscillate if 
operated without neutralization, but noise figure 
and bandwidth of the amplifier may be better with 
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Rf Amplifiers 
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Fig. 9-1 — Typical grounded-source rf amplifiers. 
The dual-gate MOSFET,A, is useful below 500 
MHz. The junction FET,B, and neutralized 
MOSFET,C, work well on all vhf bands. Except 
where given, component values depend on 
frequency. 


it. Any neutralization adjustment reacts on the 
tuned circuits of the stage, so the process is a 
repetitive cut-and-try one. The objective should ђе 
greatest margin of signal over noise, rather than 
maximum gain without oscillation. A noise 
generator is a great aid in neutralization, but a 
weak signal can be used if the job is done with 
care. 


Overloading and Spurious Signals: Except when 
some bipolar transistors are used, the rf amplifier is 
not normally a major contributor to overloading 
problems in vhf receivers, though excessive rf gain 
can cause the mixer to overload more readily. 
Overloading is usually a matter of mixer design, 
with either transistors or tubes. Images and other 
spurious responses to out-of-band signals can be 
kept down by the use of double-tuned circuits 
between the rf and mixer stages, and in the rf 
amplifier input circuit. In extreme cases, such as 
operation near to fm or TV stations, coaxial or 
other high-Q input circuits are helpful in rejecting 
unwanted frequencies. 
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Using RF Preamplifiers 

It is important to design the front-end stages of 
a vhf receiver for optimum performance, but we 
often want to improve reception with equipment 
already built. Thousands of fm receivers formerly 
in commercial service, now revamped for amateur 
work in the 50-, 144- and 420-MHz bands, were 
built before modern low-noise tubes and transistors 
were available. Though otherwise useful, these 
receivers have excessively-high noise figure. Many 
other commercial and home-built vhf converters 
and receivers are also not as sensitive as they might 
be. 

Though it would be better to replace the rf 
stages of such equipment with more modem 
devices, the simpler approach is usually to add an 
outboard rf amplifier using a low-noise tube ог 
transistor. In the fm example, the quieting level of 
some receivers can be improved by as much as 10 
dB by addition of a simple transistor amplifier. 
Similar improvement in noise figure of some 
receivers for other modes is also possible; 
particularly band-switching communications receiv- 
ers that have vhf coverage. 

Common circuits for rf preamplifier service are 
shown in Figs, 9-1, 2 and 3. Examples of amplifier 
construction are given later in this chapter. Circuits 
shown in the vhf converters described can also be 
adapted to preamplifier service. 


Circuit discusion is cumbersome if we use 
strictly-correct terms for all tube and transistor 
amplifiers, so tube terminology will be used here 
for simplification. The reader is asked to remember 
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Fig. 9-2 — Grounded-gate FET preamplifier tends 
to have lower gain and broader frequency response 
than other amplifiers described. 
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VHF AND UHF RECEIVING TECHNIQUES 


1296 MHz 


(А) Cascode amplifier circuit combines grounded-source and grounded-gate stages, for high gain 


and low noise figure. Though JFETs are shown, the cascode principle is usable with MOSFETs as well. (В 
and C) Examples of uhf preamplifier construction using bipolar transistors. 


that "gate" may also imply "base" for bipolar 
transistors, or “grid” for tubes. “Source” should be 
read as “emitter” for the bipolar, and as “cathode” 
for the FET. 

Amplifiers may be the grounded-source type, 
Fig. 9-1; grounded-gate, 9-2; or a combination of 
both, 9-3. The dual-gate MOSFET circuit, 9-1A, 
works well up to 300 MHz, but JFET and bipolar 
devices are superior for 420 MHz and higher. The 
gain and noise figure of a dual-gate MOSFET are 
adequate at 300 MHz, and it is simple and readily 
adapted to automatic gain control. 

Triode tubes and FET transistors usually re- 
quire neutralization for optimum noise figure with 
the grounded-cathode circuit. Inductive neutraliza- 
tion is shown in Fig. 9-18, and the capacitive 
method shown at C works equally well. Examples 
will be seen later in this chapter. The 58-MHz trap 
circuit in Fig. 9-1A is discussed in the following 
section on mixers. 

An alternative to neutralization lies in use of 
the grounded-gate circuit, Fig. 9-2. Its stage gain is 
lower and its bandwidth generally greater than 
with the grounded-cathode circuit. The input 
impedance is low, and the input circuit is tapped to 
provide a proper impedance match. A broad-band 
amplifier may be made with a low-impedance line 
connected directly to the input element, if selec- 
tivity is not required at this point for other 
reasons. Tubes designed for grounded-grid service 
include the 417A/5842, 416B, 7768 and the 
various “lighthouse” types, though almost any 


triode or triode-connected tetrode can be used. 
JFETs work well in grounded-gate circuits. In the 
grounded-grid amplifier, the tube heater becomes 
effectively a part of the tuned circuit, so some 
form of high-current rf choke is required. Ferrite- 
bead chokes work well. 

The cascode circuit, Fig. 9-3, combined 
grounded-source and grounded-gate stages, securing 
some of the advantages of both. Fig. 9-3B shows a 
grounded-base bipolar transistor amplifer. The 
value of R1 should be chosen experimentally to 
achieve best sensitivity. 


Front-End Protection 


The first amplifier of a receiver is susceptible to 
damage or complete burnout through application 
of excessive voltage to its input element by way of 
the antenna. This can be the result of lightning 
discharges (not necessarily in the immediate 
vicinity), rf leakage from the station transmitter 
through a faulty send-receive relay or switch, or rf 
power from a nearby transmitter and antenna 
system. Bipolar transistors often used in low-noise 
uhf amplifiers are particularly sensitive to this 
trouble. The degradation may be gradual, going 
unnoticed until the receiving sensitivity has 
become very poor. 

No equipment is likely to survive a direct hit 
from lightning, but casual damage can be prevented 
by connecting diodes back-to-back across the input 
circuit. Either germanium or silicon vhf diodes can 


Rf Selectivity 


be used. Both have thresholds of conduction well 
above any normal signal level, about 0.2 volt for 
germanium and 0.6 volt for silicon. The diodes 
used should have fast switching times. Computer 
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diodes such as the IN914 and hot-carrier types are 
suitable. A check on weak-signal reception should 
be made before and after connection of the diodes. 


RF SELECTIVITY 


The weakest point in any vhf or uhf receiver is 
the front-end circuit. Solid-state devices with high 
sensitivity, wide dynamic range and freedom from 
overload are now available. Thus, the quality of a 
front-end circuit is usually determined by how the 
active devices are used and the degree of rf 
selectivity included. High selectivity at vhf and uhf 
is not easy to achieve. Many lumped-constant 
tuned circuits are needed for even a moderate 
degree of selectivity at the signal frequency. 
Several tuned circuits before the first active stage 
(Gf amplifier or mixer) will have sufficient loss to 
limit the sensitivity of the receiver. If lumped- 
constant circuits are employed, rf amplifiers can be 
interspaced between the LC elements to make up 
losses. High gain is not needed or desirable, so 
FETs operated grounded-gate are preferred. 

For improved rf selectivity a helical resonator, a 
device which consists of a shield and a coil may be 
employed. One end of the coil is attached to the 
shield, as shown in Fig. 9-4, and the other end is 
open-circuited, except for a tuning capacitor. 
Helical resonators are electrically equivalent to a 


Fig. 9-4 — Outline sketch of resonator. 
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Fig. 9-5 — Design chart for 


quarter-wave helical resonators. 
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Fig. 9-6 — Schematic diagram of the Johnson 504 front-end circuit. 


quarter-wave transmission-line resonator but are 
physically much smallter. Resonators can be built 
exhibiting Q of 1000 or more at vhf and uhf. 
Because the Q is so high, front-end circuits can be 
designed using helical resonators which provide a 
high degree of selectivity without high losses, at 
least a low and moderate power levels. 

The inductance element in a helical resonator 
should be made as large as possible and capacitance 
kept to a minimum for best performance. Probe, 
tap or aperture coupling may be employed. The 
basic form of a helical resonator is shown in Fig. 
9-4. A low-loss air-insulated trimmer or disk 
plunger may be used to tune the resonator. The 
capacitor must be much higher Q than the resona- 
tor to be useable. The usual precautions for 
fabricating high-Q coils must be observed when 
building a helical resonator. A protective silver 
plating is recommended for the coil and shield for 
units to be used above 100 MHz. The shield should 
be seamless and all joints should be effectively 
soldered to Keep resistance to a minimum. The coil 
and shield should be made using heavy stock to 
assure mechanical stability. 

Fig. 9-5 can be used to obtain approximate 
design information accurate to plus or minus ten 
percent. Complete design equations for helical 
resonators are beyond the scope of this text, but 
they may be found in Macapline and Schildknecht, 
"Coaxial Resonators with Helical Inner Conduc- 
tor,” Proceeding of the IRE,December, 1959. 


Fig.9-7 — Close-up view of the helical resonators 
with the covers removed. The rf amplifier stage is 
constructed on the outside wall of the upper-right- 
hand resonator. Details are given in the text. 


An application of helical resonators in a 
146-MHz front-end circuit is shown in Figs. 9-6 
and 9-7. This circuit is used in the Johnson 504 
transceiver. The helical resonators consist of 5-3/4 
turns of No. 12 wire contained in a rectangular 1 
X 1 x 2inch cavity. Both the coil and enclosure 
are silver plated. The coil is 5/8 inch inside 
diameter and 5/8 inch long, tuned with a 7-pF 
miniature air-variable capacitor. The 50-ohm input 
tap is at 1/4 turn from the ground end of the coil, 
an indication of the high impedance achieved. 
Coupling between individual resonators is through 
а 1/2 x 1/4 -inch aperture, or “window.” Layout 
details can be seen in Fig. 9-7. 


MIXERS 


Conversion of the received energy to a lower 
frequency, so that it can be amplified more 
efficiently than would be possible at the signal 
frequency, is a basic principle of the superhetero- 
dyne receiver. The stage in which this is done may 
be called a “converter,” or “frequency converter,” 
but we will use the more common term, mixer, to 
avoid confusion with converter, as applied to a 
complete vif receiving accessory. Mixers perform 
similar functions in both transmitting and receiving 
circuits, and mixer theory and practice are treated 
in considerable detail elsewhere in this Handbook. 

A receiver for 50 MHz or higher usually has at 
least two such stages; one in the vhf or uhf 
converter, and usually two or more in the 


communications receiver that follows it. We are 
concerned here with the first mixer. 


Diode Mixer: There are many types оѓ 
mixers, the simplest being merely а diode with the 
signal and energy on the heterodyning frequency 
fed into it, somewhat in the manner of the 
1296-MHz example, Fig. 9-8A. The mixer output 
includes both the sum and difference frequencies. 
Either can be used, but in this application it is the 
difference, since we are interested in going lower in 
frequency. 

With a good uhf diode in a suitable circuit, a 
diode mixer can have a fairly low noise figure, and 
this is almost independent of trequencv. well into 
the microwave region. The effectiveness of most 


Mixers 


active mixers falls off rapidly above 400 MHz, so 
the diode mixer is almost standard practice in 
amateur microwave communicatioh. АП diode 
mixers have some conversion loss. This must be 
added to the noise figure of the i-f amplifier 
following, to determine the overall system noise 
figure. Low-noise design in the first i-f stage is thus 
mandatory, for good weak-signal reception with a 
diode mixer having no rf amplifier preceding it. 
Purity of the heterodyning energy and the level of 
injection to the mixer are other factors in the 
performance of diode mixers. 

Balanced mixers using hot-carrier diodes are 
capable of noise figures 1 to 2 dB lower than the 
best point-contact diodes. Hot-carrier diodes are 
normally quite uniform, so tedious selection of 
matched pairs (necessary with other types of 
diodes) is eliminated. They are also rugged, and 
superior in the matter of overloading. 

The ЊЕ impedance of a balanced hot-carrier 
diode mixer (Fig. 9-8B) is on the order of 90 ohms, 
when the oscillator injection is about one 
milliwatt. Thus the mixer and a transistorized ЊЕ 
amplifier can be separated physically, and con- 
nected by means of 93-ohm coax, without an 
output transformer. 
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Conversion loss, around 7 dB, must be added to 
the noise figure of the i-f system to determine the 
Overall system noise figure, Unless а low-noise 
preamplifier is used ahead of it, a communications 
receiver may have a noise figure of about 10 dB, 
resulting in an overall noise figure of 17 dB or 
worse for a vhf system with any diode mixer. A 
good i-f preamplifier could bring the receiver noise 
figure dowh to 2 dB or even less, but the system 
noise figure would still be about 9 dB; too high for 
good reception. 

An amplifier at the signal frequency is thus seen 
to be required, regardless of mixer design, for 
optimum reception above 50 MHz. The rf gain, to 
override noise in the rest of the receiver, should be 
greater than the sum of noise-figures of the mixer 
and the if system, Since the noise figure of the 
better rf amplifiers will be around 3 dB, the gain 
should be at least 20 dB for the first example in 
the previous paragraph, and 12 dB for the second. 
Tube and Transistor Mixers: Any mixer is prone to 
overloading and spurious responses, so a prime 
design objective should be to minimize these 
problems. FET mixers have become standard prac- 
tice at vhf. JFETs are slightly better than 
MOSFETs, although the junction types require 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
‘CAPACITANCE ARE IN MICROFARADS ( jF) $ 
OTHERS ARE IN PICOFARADS (pF OR JF); 
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х“1000, м-1000 000, 


Fig. 9-8 — Vhf and uhf mixer circuits. A diode mixer for 1296 MHz, with a coaxial circuit for the signal 


frequency, is shown in A. 


САЛ is a uhf diode, such as the 1N21 series. A balanced mixer, as in B, gives 


improved rejection of the signal and injection frequencies, If hot-carrier diodes are used for CR2, sorting 
for matched characteristics is eliminated. Gate and source injection of a JFET mixer are shown at C and 


D, respectively. 
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Fig. 9-9 — А simple overtone crystal oscillator for vhf converters, (A) has Zener voltage regulation. Ап 
FET overtone oscillator and diode multiplier, (B) supply injection for a 144-MHz converter with a 
14-MHzi-f, Series trap absorbs unwanted second harmonic at 86 MHz. A triode oscillator would use 
essentially the same circuit, A tunable oscillator, as shown at C, would be suitable for a simple 50-MHz 


receiver with a broad i-f system, 


more power from the injection source. When the 
local-oscillator frequency is far removed from the 
input frequency, the scheme of Fig. 9-8C can be 
used. The diagram at 9-8D is needed if the 
oscillator frequency is within 20 percent of the 
signal frequency. 

The injection level from the oscillator affects 
mixer performance. Until it affects the mixer 
adversely in other ways, raising the injection level 
raises the mixer conversion gain. A simple check is 
made by observing the effect on signal-to-noise 
ratio as the injection is varied. At preferred 
injection levels, the gain will vary but the signal- 
to-noise ratio will not change. The injection should 
then be set for conversion gain a few decibels 
above that at which lower injection causes a drop 
in signal-to-noise ratio. 

Double-tuned circuits in the mixer and the rf 
amplifier, ‘as shown in several of the schematic 
diagrams in this chapter, help to keep down mixer 
response to signals outside the intended tuning 
range. 

The insulated-gate FET is superior to other 
transistors for mixer service in the matter of 
overloading. An example is given in Fig. 9-8E. An 
objection to the MOSFET, the ease with which it 
can be damaged in handling, has been taken care of 
by building-in protective diodes in devices such as 
the MPF122, 40673, and 3N187. Units so designed 
require no special care in handling, and they work 
as well as their more fragile predecessors. 
Insulated-gate MOSFETs have resistance to over- 


loading which, while superior to most tubes, is not 
as good as the best JFETs. 

Pentode or tetrode tubes make simple and 
effective mixers, up to 150 MHz or so. Triodes 
work well at any frequency, and are preferred in 
the high vhf range. Diode mixers are common in 
the 420-MHz band and higher. 


INJECTION STAGES 


Oscillator and multiplier stages that supply 
heterodyning energy to the mixer should be as 
stable and free of unwanted frequencies as 
possible. Stability is по great problem in 
crystal-controlled converters, if the oscillator is run 
at low input and its supply voltage is regulated. 
Simple Zener regulation, as in Fig. 9-9A, is 
adequate for a transistorized overtone oscillator. A 
higher order of regulation is needed for tunable 
oscillators. See Chapter 5 for suitable regulated 
power supplies. 

Unwanted frequencies generated in the injec- 
tion stages can beat with signals that are outside 
the intended tuning range. In a typical example, 
Fig. 9-9B, an FET overtone oscillator on 43.333 
MHz feeds a diode tripler to 130 MHz. This 
frequency beats with signals between 144 and 148 
MHz, to give desired responses at 14 to 18 MHz. 
The multiplier stage also has some output at twice 
the crystal frequency, 86.666 MHz. If allowed to 
reach the mixer, this can beat with fm broadcast 
signals in the 100-MHz region that leak through the 
rf circuits of the converter. There are’ many such 


Injection Stages 


annoying possibilities, as any vhf enthusiast living 
near high-powered fm and TV stations has found 
out. 

Spurious frequencies can be kept down by 
using the highest practical oscillator frequency, no 
multiplier in a 50-MHz converter, and as few as 
possible for higher bands, Some unwanted 
harmonics are unavoidable, so circuit precautions 
are often needed to prevent both these harmonics 
and the unwanted signals from reaching the mixer. 
Selective coaxial or helical-resonator circuits are 
practical aids in uhf receivers. Trap circuits of 
various kinds may be needed to "suck out" energy 
on troublesome frequencies. 

The series trap in Fig. 9-5B reduces the level of 
the 86-MHz second harmonic of the crystal 
frequency. A 58-MHz parallel-tuned trap, Fig. 
9-1A, prevents the entry of Channel 2 TV signals 
that could otherwise beat with the second har- 
monic of a 36-MHz oscillator in a 50-MHz con- 
verter that works into a 14-MHz kf (36 x 2 - 
14=58). 

Unwanted frequencies also increase the noise 
output of the mixer. This degrades performance in 
a receiver having no rf amplifier, and makes the job 
of an amplifier, if used, more difficult. 

Frequency multipliers in vhf receivers generally 
follow transmitting practice, except for their low 
power level. The simple diode multiplier of Fig. 
9-9В will often suffice. Its parallel-tuned 130-MHz 
Circuit emphasizes the desired third harmonic, 
while the series circuit suppresses the unwanted 
second harmonic. The trap is tuned by listening to 
a spurious fm broadcast signal and tuning the series 
capacitor for minimum interference. The tripler 
circuit should be peaked for maximum response to 
a 2-meter signal. Do not detune this circuit to 
lower injection level. This should be controlled by 
the voltage on the oscillator, the coupling between 
the oscillator and multiplier, or by the coupling to 
the mixer from the 130-MHz circuit. 


Tunable Oscillators 


Апу tunable vhf receiver must employ a variable 
oscillator. At this point the intermediate frequency 
is fixed, and the oscillator tunes a range higher or 
lower than the signal frequency by the amount of 
the if. In the interest of stability, it is usually 
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lower. In Fig. 9-9C a simple JFET oscillator tunes 
36 to 40 MHz, for reception of the 50-MHz band 
with a fixed 14-MHz if. Its stability should be 
adequate for a-m or fm reception with a relatively 
broad i-f, but it is unlikely to meet the require- 
ments for ssb or cw reception, even for 50 MHz, 
and certainly not for higher bands. 

Practically all vhf reception with high selec- 
tivity uses double-conversion schemes, with the 
tunable oscillator serving the second conversion. 
Such hf oscillators are treated in Chapter 6. They 
should run at the lowest practical input level, to 
minimize drift caused by heating. The supply 
should be wellregulated pure dc. Mechanically- 
rugged components and construction are manda- 
tory. The circuits should be shielded from the rest 
of the receiver, and coupling to the mixer should 
be as light as practical. Drift cycling due to 
heating can be minimized ifthe oscillatoris kept 
running continuously. 


THE SUPERREGENERATIVE RECEIVER 


Though the newcomer may not be too familiar 
with the superregenerative detector, the simple 
"rushbox" was widely used in early vhf work. 
Nothing of comparable simplicity has been found 
io equal its weak-signal reception, inherent 
noise-limiting and age action, and freedom from 
overloading and spurious responses. But like all 
simple devices the superregenerator has limitations. 
It has little selectivity. It makes a high and 
unpleasant hissing noise, and it radiates a broad 
interfering signal around its receiving frequency. 

Adding an rf amplifier will improve selectivity 
and reduce detector radiation, High-Q tuned 
circuits aid selectivity and improve stability. Use of 
superregeneration at 14 to 18, 26 to 30 MHz, or 
some similar hf range, in the tunable clement of a 
simple superheterodyne receiver, works fairly well 
as а simple tuner for vhf converters. None of these 
steps corrects the basic wedknesses entirely, so the 
superregenerator is used today mainly where sim- 
plicity, low cost and battery economy are major 
considerations. Cw and narrow-band fm signals 
cannot be received using a superregenerative recei- 
ver. 


Fig. 9-10 — Circuits of typical superregenerative detectors using a field-effect transistor, A, and a tetrode 
tube, B. Regeneration is controlled by varying the drain voltage on the detector in the transistor circuit, 
and the screen voltage in the tetrode or pentode. Values of L1 and C1 should be adjusted for the 
frequency involved, as should the size of the rf choke, ВЕСТ. 


C2, C3 — .001-МЕ disk ceramic. Try different 
values up to. „005 for desired audio quality. 
R1 —2 to 10 megohms. 


L2 — Small audio or filter choke; not critical. 
ВЕСТ — Single-layer rf choke, to suit frequency. 
RFC2 — 85-mH rf choke. 
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Typical superregenerative detector circuits are 
shown in Fig. 9-10. High-transconductance FETs 
and high-beta vhf transistors are favored. The 
power source should be well-filtered and of low 


VHF AND UHF RECEIVING TECHNIQUES 


impedance. Fresh or well-charged batteries are 
ideal. Regeneration is controlled by varying the 
gain of the stage. 


SERIES-RESONANT BYPASSING 


Inexpensive disk-ceramic and "'dog-bone" types 
of capacitors are relatively ineffective for bypassing 
above approximately 100 MHz. This is because of 
their considerable lead inductance, even when they 
are connected as close to the elements to be 
bypassed as possible. Actually this lead inductance 
can be used to advantage by selecting lead lengths 
that make the capacitor series-resonant at the 
frequency to be bypassed. 

This approach is recommended by WA2KYF, 
who supplied the information in Table 9-1, showing 
capacitor and lead-length combinations for effec- 
tive bypassing of rf energy at frequencies 
commonly encountered in vhf work. The values аге 
not particularly crítical, as a series-resonant circuit 
is broad by nature. The impedance of a 
serics-resonant bypass is very close to zero ohms at 
the frequency of resonance, and it will be lower 
than most conventional capacitors for a consider- 
able range of frequency either side of resonance. 

A highcapacitance shortlead combination is 
preferable to a lower value with longer leads, 
because the former will be less likely to allow 
unwanted coupling to other circuits. For example, 


TABLE 9-1 


Values of capacitance in pF required for reso- 
nance of frequencies commonly encountered in 
amateur-band vhf work, for leads of 1/4, 1/2 and 
1 inch in length. 


Frequency 
Mi 


1/4-Inch 
Hz Leads 


1/2-теһ 1-Inch 
Leads Leads 


а 100-pF capacitor with 1/4-inch leads is a better 
bet than a 25-pF with 1-inch leads, for bypassing at 
144 MHz. The series-resonant by pass is worth a try 
in any circuit where instability is troublesome, and 
conventional bypassing has been shown to be 
ineffective. 


MOSFET PREAMPLIFIERS FOR 10, 6, AND 2 METERS 


Where an hf or vhf receiver lacks gain, or has a 
poor noise figure, an external preamplifier can 
improve its ability to detect weak signals. This 
preamplifier uses an RCA 40673 dualgate 
MOSFET. Designs for using this device as a mixer 
ог as a preamplifier abound and many of them are 
excellent. 

When it comes to simplicity, small size, good 
performance, low cost, and flexibility, a design by 
Gerald C. Jenkins, МАСАН, certainly qualifies, 

Where the preamplifier really shines is in 
pepping up the performance of some of the older 


ten-meter receivers that many have pressed into 
service, A six-meter version is also very useful for 
any of the modes of communication available on 
that band. 

The voltage dropping resistor, R4, and the 
Zener diode, VR1, may be of the value necessary 
to obtain 9 to 12 V dc for operation of the unit. 
By increasing the resistance and dissipation rating 
of R4 and УЕЛ, the preamplifier may be operated 
from the 150- to 200-V supply found in many 
tube-type receivers. 

The layout of the board is so simple that it is 
hardly worth the effort of making a negative for 
the photo-etch process. A Kepro resist-marking pen 
was used with success on several boards. Another 
approach — and one that is highly recommended — 


Two versions of the preamplifier. The one in the 
box is for 2-meter use, Toroids are used in the 
six-meter version (right) and in the ten-meter 
preamplifier (not shown). Input is at the right on 
both units. The extra rf choke and feedthrough 
capacitor on the right end of the Minibox are for 
decoupling a crystal-current metering circuit that is 
part of a 2304-MHz mixer. 


MOSFET Preamplifier for 10, 6, and 2 Meters 


Fig, 1 — Schematic diagram for 
the preamplifier. Part designations 
not listed below are for pc board 
placement purposes. Alternative 
input circuit for use with micro- 
wave diode mixer is shown at B. 
C1, C4 — See Table 1. 

C2, C3, C5, C6, C7, C9 — Disk 

ceramic. 
C8 — .001 feedthrough capacitor. 


J1, J2 — Coaxial connectors. 
Phono-type, BNC or SO-239 
acceptable, 


L1, L2 — See Table |. 

R4 — 3 turns No. 28 enam. on 
ferrite bead. А 220-оһт, 
1/2-watt resistor may be sub- 
stituted, 

RFC2 — 33 ин, ironcore in- 
ductor. Millen J300-33 or J. 
W. Miller 70F335A1. 


is to cover the copper with masking tape, transfer 
the pattern with carbon paper, then cut away the 
tape to expose the part to be etched. On small, 
simple boards the masking-tape method is hard to 
beat. 

The pc board may be mounted in almost any 
small enclosure. Construction is not tricky or 
difficult. It should take only a few minutes to 
complete the unit after the board is prepared. The 
board is fastened in the enclosure by means of one 
metal standoff post and a No. 4 screw and nut. 
Input and output connectors are not critical; 
phono-type jacks may be used in the interest of 
low cost. 

Adjustment is so easy that it almost needs no 
description. After connecting the amplifier to a 
receiver, simply tune the input (C1) and the output 
(C4) for maximum indication on a weak signal. 
One possible area of concern might be that the 
toroids used in the ten- and six-meter versions are 
not always uniform in permeability, as purchased. 
from various suppliers. However, it is an easy 
matter to add capacitance or remove a turn as 
required to make the circuits resonate at the 
correct frequency. 


EXCEPT AS INDICATED, DECIMAL, 
VALUES OF CAPACITANCE ARE 
1 MICROFARADS (uF); OTHERS 
ARE IN PICOFARADS (BF OR рт; 
RESISTANCES ARE IN OHMS; 
1000, «1000000. 


Fig. 2°— Full-scale layout and parts placement 
guide for the pc board. Foil side shown. 


Table I 


28 MHz 
17 turns No. 28 enam. on 
Amidon T-50-6 core. Tap 
"at 6 turns from ground 
end end. 
Same as L1, without tap. 


15 to 60-pF ceramic 
trimmer. Erie 538-002F. 


50MHz 


12 turns No. 26 enam. on 
Amidon T-37-10 core. Tap 
at B turns from ground 


Same as L1, without tap. 


1.8- to 16.7-pF air variable. 
E. F. Johnson 189-506-005. 


144 MHz 


5 turns No. 20 tinned 
1/2-inch ID X 1/2-inch 
long. Тар at*? turns 
from ground end. 

4 turns No. 20 tinned 
like L1, without tap. 
1.5- to 11.6-pF 

sir variable. 

E. F. Johnson 
189-504-005. 


Fig. 1 — Completed six- and two-meter converters 
(left and center) with power supply. 


CONVERTERS FOR 50 AND 144 MHz 


The converters described here are designed by 
the Rochester VHF Group and details are pre- 
sented by W2DUC and K2YCO. 

Because of the nature of the project, a universal 
circuit-board design is used. One circuit board 
serves for either band, with only slight 
modification. Other specific design goals were: 

1) Low noise figure, less than 3 dB. 

2) State-of-the-art freedom from cross modu- 
lation. 


ѕомн: 


3) Sufficient gain to override the front-end 
noise of most receivers. 

4) Double-tuned bandpass interstage and out- 
put circuits to achieve a flat response over a 
two-MHz portion of either band, 

5) Filtering of the local oscillator chain in the 
two-meter model to reduce spurious responses. 

6) Small size and low power consumption. 

7) Freedom from accidental mistuning during 
the life of the converter. 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 
1н MICROFARADS | pF) ; OTHERS 
ARE IN PICOFARADS (pF OR аде); 
RESISTANCES ARE IN OHMS; 
#1000, M=1000000 


Fig. 2 — Schematic diagram of the six-meter 

converter. All resistors are 1/4-watt composition. 

C2, C8, C10 and C15 аге .001uF disk ceramic. C4 

is .01-ШЕ disk ceramic. All other capacitors are 

dipped mica. 

L1-L6, incl. — All No. 28 enam. wire wound on 
Amidon T-30-6 cores as follows: L1, 14 turns 


tapped at 4 turns and 6 turns; L2, 13 turns; L3, 
12 turns; L4, 18 turns; L5, 18 turns tapped at 4 
turns from cold end; L6, 26 turns tapped at 6 
turns from hot end, 

У1 — 22-MHz crystals. International Crystal Mfg. 
Co. type EX. 
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Fig. 3 — Schematic diagram of the two-meter 

converter. All resistors are 1/4-watt composition. 

C8, C10, C15 and C18 аге .001-uF disk ceramic. 

All other capacitors are dipped mica units, 

L1, L2, L3, L7, L8 — All №, 20 enam. wire , 
formed by using the threads of a 1/4-20 bolt as 
a guide. L1, 5 turns tapped at 1-3/4 turns and 
3/4 turn from cold end; L2, 5 turns; L3, 4 
turns; L7, and L8, 5 turns tapped at 2 turns 
from hot end. 


Other points considered were such things as 
freedom from the necessity of neutralization and 
the use of moderately priced transistors. 

Several breadboard models were constructed 
and tested as the design evolved. Fig. 1 shows two 
completed converters and a power supply. 


Circuit Design 

A schematic diagram for the six-meter con- 
verter is shown in Fig. 2, and for the two-meter 
model in Fig. 3. The configuration of the rf and 
mixer portions of the circuit are virtually identical 
for six and two meters, with the values of the 
frequency-determining components being scaled 
appropriately. The major difference between the 
two converters is a change in the local oscillator 
chain. A minor change in the method of interstage 
coupling was necessary to prevent stray- 
capacitance effects from making the alignment 
critical on the six-meter converter. 

All inductors in the six-meter model and the 
two-meter output circuit are wound on Amidon 
T-30-6 toroid cores. The tuned circuits are aligned 
by spreading or compressing the turns around the 
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14 — 18 turns No. 28 enam. wound on Amidon 
T-30-6 core. 
15 — 18 turns like L4, tapped at 4 turns from cold 


end. 

16 — 0.68 uH miniature inductor. Delevan 1025 
series or J, W. Miller 9230-16. 

Y1 — 38.666-MHz crystal. International Crystal 
Mfg. Co. type EX. 


toroid core. After alignment the coils are glued in 
place with Silastic compound (sold as bathtub 
caulk), 

The rf amplifier, Q1, is used in a grounded-gate 
configuration. The input circuit is tapped to 
provide a proper match between the antenna and 
source of the FET while maintaining a reasonable 
Q. The six-meter interstage coupling network 
consists of C3, C5, L2, and L3. Band-pass coupling 
is controlled by the capacitive T network of C3 
and CS in ratio with C6. A 40673 dual-gate 
MOSFET is used in the mixer circuit (Q2). Gate 1 
receives the signal, while gate 2 has the local 
-oscillator injection voltage applied to it through 
C7. A slight amount of positive bias is applied to 
gate 2 through R2. A top-coupled configuration, 
using toroid inductors, serves as the 28-MHz 
output circuit of both converters. 

The oscillator circuit in the six-meter model is 
straightforward, relying on the drain-to-gate capa- 
citance of the FET for feedback. A tap at four 
turns from the hot end of the toroid winding 
provides the injection to the mixer through capa- 
citor C7. In the two-meter converter, Fig. 3, the rf 
stage is identical to the six-meter version except for 
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(A) 


Fig. 4 — Parts-placement guide for the six-meter converter, A, and the two-meter converter, B. View is 


from the foil side of the board. 


Dashed lirfes show the location of shields that are soldered to 


short pieces of wire which project through holes in the pc board. The shields may be fabricated from 
sheet brass or copper, or scraps of copper-clad board material. 


the tuning networks. Ll, L2, and L3 are air 
wound, self-supporting, and are formed initially by 
winding wire around the threads of a 1/4-20 bolt. 
The turns of L1 are spread to permit adding taps 
prior to mounting on the board. The degree of 
interstage coupling in the two-meter model is 
controlled by the positions of L2 and L3. Since 
they are mounted at right angles, the coupling is 
very light. By changing the angle between these 
two coils, the passband may be optimized. 

In the two-meter oscillator stage, Q3 is changed 
to an oscillator/tripler by replacing the source bias 
resistor with L6. Replace bypass capacitor, C13, 


FROM. 
To 1-Е 
CONVERTER т „фу 


Fig. 5 — Ап i-f attenuator may be necessary if the 
receiver following the converter is exceptionally 
hot. Values for 6 dB: R1, R2 — 18 ohms; R3 — 68 
ohms. For 10 dB: R1, R2 — 27 ohms; R3 — 39 
‘ohms, 


with a 30-pF value to resonate L6 near the crystal 
frequency. Source-to-gate capacitance provides the 
feedback in this case. The drain tank is modified to 
provide output at the third harmonic, thus 
eliminating the need for a separate tripler stage. Q4 
is used as an isolation amplifier running at very low 
current level (as controlled by R9) to provide 
attenuation of the adjacent harmonics. This stage is 
not needed for amplification of the oscillator signal 
but ii the additional filtering, severe 
may result from nearby fm or TV 
stations. In both the six- and two-meter versions, a 
number of printed-circuit pads will be left over 
when construction is completed. These are the 
result of providing both bands on a common pc 
layout. For example, the isolation amplifier 
following the oscillator is not used on six meters. 
Therefore, this stage is bypassed by a jumper wire 
from L6 to C7. Five additional holes are located in 
the ground area along the centerline of the board 
and between rf and mixer stages. Component lead 
clippings are soldered into these holes to provide а 
mounting for the shield partitions, which are 
soldered to the wires where they extend through 
the board. Fig. 4 shows the parts layout for the six- 
and two-meter converters. Notice that one lead of 
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Fig. 6 — Scale-size layout for the pc board. The 
same pattern is used for either band. Foil side 
shown here. 


Table I — Performance Specifications 


Parameter 6 Meters 2 Meters. 
Noise figure, dB. 18—23 2.0 — 2.4 
Conversion gain, dB 22 — 28 17 – 24 
Spurious responses, dB —80* —60* 

* Has a response * Responses at 
at 6 MHz 107 & 181 MHz 
Freq. response, 49.8—51.5 MHz 143.9 — 146.4 MHz 
iB 


di 
Current at 12 V dc 12— 18 mA 14 — 20 mA 


2N2219 
OR 


SWITCH AND TRANS- | 
FORMER NOTON РС | 
BOARD qa 


Fig. 7 — Schematic diagram and parts-placement 
guide for the power supply to the converters. The 
transformer is mounted external to the board. Pc 
board'size is identical to the one used for the 
converters, 
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C3 must reach past the ground hole and connect to 
the foil. R3 is not used on the six-meter converter. 


Alignment and Test 


Perhaps the most difficult task in the project 
was the test and tune-up of the finished converter. 
A single test setup using a sweep generator, diode 
probe, and oscilloscope was a necessity to assure 
the flat response over the tuning range, Com- 
mercial attenuators were used to calibrate each 
converter by the substitution method. 

Tuning of the airwound rf circuit for two 
meters was accomplished by spreading or com- 
pressing the turns of the coils, After alignment, the 
windings were secured by a bead of Silastic 
compound along the oil to hold the turns in place. 
The noise figure of each converter was checked 
using the Monode noise-generator technique.! A 
final sensitivity check using a receiver (NC300) and 
а model 80 calibrated signal generator completed 
the checkout. 

1 Guentzler, “The Monode Noise Generator,” 
QST, April 1967. 
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The transistors used in the rf stage were also 
subject to some variation in noise figure. When this 
occurred, an rf FET was carefully traded with an 
oscillator FET, since performance of the-FET as an 
oscillator was always satisfactory, 

The performance specification range for the 
converters is seen in Table I. 

Small ceramic trimmers can be used in place of 
the fixed-value mica capacitors in the tuned 
circuits of these converters. The midrange of the 
trimmer should be approximately the value of the 
mica capacitors replaced. This procedure may 
simplify the tuning process of the converters where 
а sweep generator setup is not available. A little 
careful tweaking should give a reasonably flat 
response. 

If trimmers are used, the rf input circuit should 
be tuned to the center of the desired response, 
50.5 MHz as an example. This circuit tunes broadly 
and is not too critical. The rf interstage circuits 
should be stagger tuned, one at 50.0 MHz and the 
other at 51.0 MHz, as an example, the output i-f 
circuits can be tuned in a manner similar to the 
interstage circuits. 


DOUBLE BALANCED MIXER 


Advances in technology have, in recent years, 
provided the amateur builder with many new 
choices of hardware to use in the building of 
receivers, converters, or preamplifiers, The broad- 
band double-balanced mixer package is a fine 
example of this type of progress, and as amateurs 
gain an understanding of the capabilities of this 
device, they are incorporating this type of mixer in 
many pieces of equipment, especially receiving 
mixers. The combined mixer/amplifier described 
here was presented originally in QST for March, 
1975, by KIAGB, 


Mixer Comparisons 

Is a DBM really better than other types? What 
does it offer, and what are its disadvantages? To 
answer these questions, a look at more con- 
ventional "active" (voltages applied) mixing tech- 
niques and some of their problems is in order. The 
reader is referred to a recent article in QST? 
dealing with mixers, Briefly reiterated, common 
single-device active mixers with gain at vhf and uhf 
are beset with problems of noise, desensitization 
and small local-oscillator (LO) isolation from the 
rf and if “ports.” As mixers, most devices have 
noise figures in excess of those published for them 
as rf amplifiers and will not provide sufficient 
sensitivity for weak-signal work. To minimize 
noise, mixer-device current is generally maintained 
at а low level, This can reduce dynamic range, 
increasing overload potential, as defined in the 
terminology appendix. Gain contributions of rf 
amplifiers (used to establish a low system noise 
figure) further complicate the overload problem. 
LO-noise leakage to the rf and i-f ports adversely 
affects system performance. Mixer dynamic range 
can be limited by conversion of this noise to if, 


placing a lower limit on mixer system sensitivity. 
Generally 20 dB of mixer midband, inter-port, 
isolation is required, and most passive DBM can 
offer greater than 40 dB. 

A commercially manufactured double-balanced 
diode mixer offers performance predictability, 
circuit simplicity and flexibility. Closely matched 
Schottky-barrier hot-carrier diodes, commonly 
used in most inexpensive mixers of this type, 
provide outstanding strong-signal_ mixer рег 
formance (up to about 0 dBm at the rf input port) 
and add little (0.5 dB or so) to the mixer, noise 
figure. Essentially, diode conversion loss from rf to 
if, listed in Table I, represents most of the mixer 


Fig. 1 — The i-f port of a double-balanced mixer is 
matched at fLO — frf and reactive at fLO + frf. In 
this configuration conversion loss, rf compression 
and desensitization levels can vary +3 dB while 
harmonic modulation and third-order IMD pro- 
ducts can vary £20 dB. 


Double Balance Mixer 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 
IN MICROFARADS (pF) ; OTHERS 
ARE IN PICOFARADS (pF OR рғ) 
RESISTANCES ARE IN OHMS; 

к #1000 M=1000 000 


25 


contribution to system noise figure." Midband 
isolation between the LO port and the rf and if 
ports of а DBM is typically > 35 dB — far greater 
than that achievable with conventional single- 
device active-mixing schemes. This isolation is 
particularly advantageous in dealing with low-level 
local-oscillator harmonic and noise content. Of 
course, selection of LO devices with low audio 
noise figures, and proper rf filtering in the LO 
output, will reduce problems from this source. 

Often listed disadvantages of a diode DBM are 
(а). conversion loss, (b) LO power requirements, 
and (c) if-interface problems. The first two points 
are closely interrelated. Conversion loss necessi- 
tates some low-noise rf amplification to establish a 
useful weak-signal system noise figure. Active 
mixers also have this requirement, as will be 
demonstrated later. Additional LO power is fairly 
easy to generate, filter, and measure. If we accept 
the fact that more LO power is necessary for the 
DBM than is used in conventional single-device 
active mixing circuits, we leave only two real 
obstacles to be overcome in the DBM, those of 
conversion loss and i-f output interfacing. 

To minimize conversion loss in a DBM, the 
diodes are driven by the LO beyond their square- 
law region, producing an output spectrum which in 
general includes the terms: 

Fundamental frequencies fLO and f rf 

ФАП of their harmonics 

eThe desired if output, f LO + f rf 

ФАП higher order products of nfLO + тле 
where n and m are integers. 

The DBM, by virtue of its symmetry and 


TSee appendix on noise figure. 


see appendix for mixer terminology. 


305 


14 OR 28 MHz 


14 OR 28 MHz 


4 


Ве. 


Fig. 2 — A schematic diagram for the double-balanced mixer and i-f post amplifier. The i-f can be either 
14 or 28 MHz. Parts values are given in Table Il. 


internal transformer balance, suppresses a large 
number of the harmonic modulation products. In 
the system described here, fLO is on the low side 
of frf; therefore, numerically, the desired i-f output 
is fif — ЛО. Nonetheless, the term ЛО + ЛЕ 
appears at the i-f-output port equal in amplitude to 
the desired i-f signal, and this unused energy must 
be effectively terminated to obtain no more than 
the specified mixer-conversion loss. This is not the 
image frequency, fLO — fif, which will be dis- 
cussed later. 

In any mixer design, all rf port signal com- 
ponents must be bypassed effectively for best 
conversion efficiency (minimum loss), Energy not 
"converted" by mixing action will reduce conver- 
sion gain iri active systems, and increase conversion 
loss in passive systems such as the diode DBM, КЕ 
bypassing also prevents spurious resonances and 
other undesired phenomena from affecting mixer 
performance. In this system, rf bypassing at the 
ifoutput port will be provided by the input 
capacitance of the if interface. The DBM is not а 
panacea for mixing ills, and its effectiveness can be 
reduced drastically if all ports are not properly 
terminated. 


DBM Port Terminations 


Most DBM-performance inconsistencies occur 
because system source and load impedances 
presented to the mixer are not matched at all 
frequencies encountered in normal operation. The 
terminations (attenuator pads) used in conjunction 
with test equipment by manufacturers to measure 
published performance characteristics are indeed 
“broadband” matched. Reactive mixer termi- 
nations can cause system problems, and multiple 
reactive terminations can usually compound these 
problems to the point where performance is very 
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TABLE 1 
мира ваш дш ма ма ма. ма. 
Howe mio 3200 азо чаш p" эю таю 
wu зао ime о Rum so 5500 izm 

мо 0650 кш хш peso Beso on 
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Impedance, all ports: 50 ohins 50 ohms. 50 ohms. 50 ohms. 50 ohms 50 ohms. 
ЖС. маа abonar 837-843 Ше, Are, Bol NY 11209. 


difficult to predict. Let's see how we can deal with 
reactive terminations. 


The I-F Port 


The if port is very sensitive to mismatch 
conditions, Reflections from the mixer/if ampli- 
fier interface (the pi network in Fig. 2) can cause 
the conversion loss to vary as much as 6 dB. Also 
greatly affected are third-order inter- 
modulation-product ratio and the suppression of 
spurious signals, both of which may vary £10 dB or 
more, It is ironic that the if port is the most 
sensitive to a reactive termination, as this is a 
receiving system point where sharp-skirted filters 
are often desired. 

Briefly, here is.what happens with a reactive 
ifport termination. Fig. 1 shows a DBM with 
“high side” LO injection and an if termination 
matched at Л.О — fif but reactive to ЛО + fif. 
‘The latter term re-enters the mixer, again combines 
with the LO and produces terms that exit at the rf 
port, namely 2/LO + frf, a dc term, and ЛО + fif 
— Л.О (the original rf-port input frequency). This 
condition affects conversion loss, as mentioned 
earlier, ih addition to rf-port VSWR, depending on 
the phase of the reflected signal. The term 2/LO + 
Jif also affects the harmonic modulation-products 
Spectrum resulting in spurious responses. 

One solution to the interface problem is the 
use of a broadband 50-ohm resistive termination, 
like a pad, to minimize reflections. In deference to 
increased post-conversion system noise figure, it 
seemed impractical to place such a termination at 
the mixer if output port. While a complimentary 
filter or diplexer (high-pass/low-pass filters appro- 
priately terminated) can be used to terminate both 


Spresentation and calculation format of these 
terms is based on "low side” LO injection, See the 
appendix for explanation, 


fif + fLO and fif — 1.08, a simpler method can be 
used if frf + fLO is less than 1 GHz and (frf + Л.О) 
| (f£. — ЛО) > 10. Place a short-circuit termi- 
nation to frf + /LO, like a simple lumped capaci- 
tance, directly at the mixer if terminal. This 
approach is easiest for the amateur to implement 
and duplicate, so a form of it was tried — with 
success. In our circuit, С1 serves a dual purpose. Its 
reactance at frf + Л.О is small enough to provide a 
low-impedance “short-circuit” condition to this 
term for proper mixer operation. Additionally, it is 
part of the input reactance of the mixer i-f- 
amplifier interface. Fortunately the network 
impedance-transformation ratio is large enough, 
and in the proper direction, to permit a fairly large 
amount of capacitance (low reactance) at the 
mixer i-f-output port, The capacitor, in its dual 
role, must be of good quality at vhf/uhf (speci- 
fically frf + fLO), with short leads, to be effective. 
The mixer condition (frf + fLO) / (frf — fLO) > 10 
is met at 432 and 220 MHz with a 404/192-MHz 
LO (28-MHz i-f) and on 14 MHz with a 130-MHz 
LO (14-MHz 1-0. At 50 MHz, with a 36 MHz LO, 
we are slightly shy of the requirement, but no 
problems were encountered in an operating unit. 
The pi-type interface circuit assures a decreasing 
impedance as + operation departs from midband, 
thereby lessening IMD problems. 


The LO Port 


The primary effect of a reactive LO source is an 
increase in harmonic modulation and third-order 
IMD products. If the drive level is adequate, no 
effect is noted on conversion loss, rf compression 
and desensitization levels. A reactive LO source can 
be mitigated by simply padding the LO port with a 
3- or 6-dB pad and increasing the LO drive a like 
amount, If excess LO power is not available, 
matching the LO source to the mixer will improve 


Double Balance Mixer 


performance. This method is acceptable for single- 
frequency LO applications, when appropriate test 
equipment is available to evaluate matching results. 
For simplicity, a 3-db pad was incorporated at the 
LO-input port as an interface in both versions of 
the mixer. Thus the LO port is presented with a 
reasonably broadband termination, and is relatively 
insensitive to applied frequency, as long as it is 
below about 500 MHz. This implies that fre- 
quencies other than amateur assignments may be 
covered — and such is indeed the case when 
appropriate LO frequencies and rf amplifiers are 
used. Remotely located LOs, when adjusted for a 
50-ohm load, can be connected to the mixer 
without severe SWR and reflective-loss problems in 
the transmission line. 

Broadband mixers exhibit different character- 
istics at different frequencies, due to circuit reso- 
nances and changes in diode impedances resulting 
from LO power-level changes. Input impedances of 
the various ports are load dependent, even though 
they are isolated from each other physically, and 
by at least 35 dB electrically. At higher fre- 
quencies, this effect is more noticeable, since 
isolation tends to drop as frequency increases. For 
this reason, it is important to maintain the LO 
power at its appropriate level, once other ports аге 
matched. 


The RF Port 


А reactive rf source is not too detrimental to 
system performance. This is good, since the output 
impedance of most amateur preamplifiers is seldom 
50 ohms resistive. A 3-dB pad is used at the rf port 
in the 50- and 144-MHz mixer to 14 MHz, and a 
2-dB pad is used in the 220/432-MHz mixer to 28 
MHz, although they add directly to mixer noise 
figure. Rf inputs between about 80 and 200 MHz 
are practical in the 14-MHz i-f-output model, while 
the 28-MHz-output unit is most useful from 175 to 
500 MHz. Mixer contribution to system noise 
figure will be almost completely overcome by a 
low-noise rf amplifier with sufficient gain and 
adequate image rejection. 


Image Response 


Any broadband mixing scheme will have a 
potential image-response problem. In most amateur 
vhf/uhf receiver systems (as in these units) single- 
conversion techniques are employed, with the LO 
placed below the desired rf channel for non- 
inverting down-conversion to if. Conversion is 
related to both i-f and LO frequencies and, because 
of the broadband nature of the DBM, input signals 


This top view of the DBM/i-f amplifier shows the 
plastic mixer package plus rf/LO inputs and if 
output jacks clearly marked for cabling. The unit is 
mounted on the open face of a standard 6 x 4 x 
2.inch aluminum chassis. This shielding is necessary 
to prevent the 3N140 from picking up external 
signals in the 14-MHz region. 
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at the rf image frequency (numerically Л.О — fif 
їп our case) will legitimately appear inverted at the 
ifoutput port, unless proper filtering is used to 
reduce them at the mixer rfinput port. For 
example, а 144-MHz converter with a 28-MHz if 
output (116-MHz LO) will have rf image-response 
potential in the 84 to 88-MHz range. TV channel 6 
wideband-fm audio will indeed appear at the 
output port near 28 MHz unless appropriate 
rf-input filtering is used to eliminate it. While 
octave-bandwidth vhf/uhf "imageless mixer” tech- 
niques can improve system noise performance by 
about 3 dB (image noise reduction), and image 
signal rejection by 20 dB — and much greater with 
the use of a simple gating scheme — such a system 
is а bit esoteric for our application. Double or 
multiple-conversion techniques can be used to 
advantage, but they further complicate an other- 
wise simple system. Image noise and signal re- 
jection will depend on the effectiveness of the 
filtering provided in the rf-amplifier chain, 


Mixer Selection 


The mixer used in this system is a Relcom МЕ, 
with specifications given in Table I. Suitable 
substitute units are also presented, The M6F is 
designed for printed-circuit applications (as are the 
recommended substitutes), and the lead pins are 
rather short, While mixers are available with 
connectors attached, they are more expensive. The 
simple package is suggested as, aside from less 
expense, improved interface between mixer and i-f 
amplifier is possible because of the short leads. The 
combining of mixer and if amplifier in one 
converter package was done for that reason, Along 
these lines, the modular-construction approach 


permits good signal isolation and enables the 
mixer-amplifier/i-f system to be used at a variety of 
rf and LO-input frequencies, as mentioned earlier. 

Most commonly available, inexpensive DBM are 
not constructed to take advantage of LO powers 
much above +10 dBm (10 mW). To do so requires 
additional circuitry which could degrade other 
mixer characteristics, specifically conversion loss 
and inter-port isolation. The advantage of higher 
LO power is primarily one of improved strong- 
signal-handling performance. At least one manu- 
facturer advertises moderately priced “high-level” 
receiving DBM which can use up to +23 dBm (200 
mW) LO power, and still retain excellent con- 
version loss and isolation characteristics, shown in 
Table I. The usefulness of mixers with LO power 
requirements above the commonly available +7 
dBm (5 mW) level in amateur receiving applications 
may be a bit moot, as succeeding stages in most 
amateur receivers will likely overload before the 
DBM, Excessive overdesign is not necessary. 

In general, mixer selection is based on the 
lowest practical LO level requirement that will 
meet the application, as it is more economical and 
results in the least LO leakage within the system. 
As а first-order approximation, LO power should 
be 10 dB greater than the highest anticipated 
inputsignal level at the rf port. Mixers with LO 
requirements of +7 dBm are quite adequate for 
amateur receiving applications, 
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The bottom view of the DBM/i-f amplifier shows 
component and shielding layout. L1, the mixer- 
amplifier interface inductance and associated com- 
ponents are indicated. C1, with its wide silver-strap 
leads, is connected directly between the mixer i-f 
output pin and the copper-clad ground plane with 
essentially zero lead length. Connection between 
the mixer output pin and other components (L1, 
C2 and the rf choke for d-c return) is made by 
using excess lead from C1. The 43-ohm, 1/4-W 
resistor in the 3N140 gate 1 lead is connected 
between the high-impedance end of L1 and a spare 
terminal on the coil form. The device gate No. 1 
lead and resistor are joined at this point. It is 
important that input/output isolation of the 
3N140 be maintained as it is operating at high gain. 
Mixer packages other than the M6F may have 
different pin connections and require slightly 
different input-circuit layout and shielding. 
Double-sided copper-clad board was used through- 
out. 


Application Design Guidelines 


While the material just presented only scratches 
the surface in terms of DBM theory and utilization 
in amateur vhf/uhf receiving systems, some prac- 
tical solutions to the non-ideal mixerport- 
termination problem have been offered, To achieve. 
best performance from most commercially manu- 
factured broadband DBM in amateur receiver 
service, the following guidelines are suggested: 

* Choose ЊЕ, апа LO frequencies that will 
provide maximum freedom from interference prob- 
lems, Don't "guesstimate," go through the num- 
bers! 

• Provide a proper if-output termination (most 
critical). 

* Increase the LO-input power to rfinput 
power ratio to a value that will provide the 
Tequired suppression of any in-band interfering 
products. The specified LO power (+7 dBm) will 
generally accomplish this, 

* Provide as good an LO match as possible. 

eInclude adequate pre-mixer rf-image filtering 
at the rf port. 

When the mixer ports are terminated properly 
performance usually in excess of published speci- 
fications will be achieved — and this is more than 
adequate for most amateur vhf/uhf receiver mixing 
applications, 


This is a side view showing construction details for 
the double-tuned i-f output circuit. The 3N140 
drain lead passes through the shield wall via а small 
Teflon press-fit bushing and is connected directly 
to L2. A de-input isolation compartment along 
with device gate 2 biasing components (bias con- 
figuration modified slightly after photograph was 
taken), can be seen to the left of the i-f-output 
components, L2 and L3 are spaced 1—1/.inch 
(2.9 cm) center-to-center in the 14-MHz model 
shown, and 1 inch (2.5 cm) apart in the 28-MHz 
unit, 
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Fig. 6 — А test setup used to measure IMD. The first attenuator adjusts the input level to the unit under 
test, The second one provides a means of staying within the linear range or the spectrum analyzer. 


The Combined DBM/I-F Amplifier 


A low-noise i-f amplifier (2 dB or less) follow- 
ing the DBM helps ensure an acceptable system 
noise figure when the mixer is preceeded by.a 
low-noise rf amplifier. A pi-network matching 
system used between the mixer i-f-output port and 
gate 1. of the 3N140 transforms the nominal 
50-ohm mixer-output impedance to a 1500-ohm 
gate-input impedance (at 28 MHz) specifically for 
best noise performance, The network forms а 
narrow-band mixer/i-f-output circuit which serves 
two other important functions: It helps achieve the 
necessary isolation between rf-and i-f signal com- 
ponents, and serves as а 3-pole filter, resulting in a 
monotonic decrease in match imperances as the 
operating if departs from mid-band. This action 
aids in suppression of harmonic-distortion 
products, 

The combined DBM/if amplifier is shown 
schematically in Fig. 2 and pictorially in the 
photographs. In the 14-MHz model, the 3N140 
drain is tapped down on its associated inductance 
to provide a lower impedance for better strong- 
signal-handling ability. The 3N140 produces about 
19 dB gain across а 700-kHz passband, flat within 
1 dB between 13,8 and 14.5 MHz. А 2-MHz 
passband is used for the 28-MHz model, and the 
device drain is connected directly to the high- 
impedance end of its associated inductance. Both 
amplifiers were tuned independently of their re- 
spective mixers, and checked for noise figure as 
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Ё 
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—70 -60-50-40-30 -20-10 0 #0+20480+40450 
RF INPUT POWER (48m) 


well as gain. With each i-f amplifier pretuned and 
connected to its mixer, signals were applied to the 
LO and rf-input ports. The pi-network inductance 
in the ЊЕ interface was adjusted carefully to see if 
performance had been altered. No change was 
noted. Lf gain is controlled by the externally 
accessable potentiometer, Passband tuning adjust- 
ments in the drain circuit are best made with a 
sweep generator, but single-signal tuning tech- 
niques will be adequate. While there should be no 
difficulty with the non-gate-protected 3N140, a 
40673 may be substituted directly if desired, 


DBM/I-F Amplifier IMD Evaluation 


Classical laboratory IMD measurements made 
on the DBM/i-f amplifier, using the test setup 
shown in Fig. 6, from both tones of а two- 
equal-tone rf-input test signal consisting of —10 
dBm each tone, The tones were closely spaced in 
the 144-MHz range, and converted to 14 MHz LO, 
Close spacing was necessary to ensure third-order 
products would appear essentially unattenuated 
within the relatively narrow i-f-output passband, In 
operation, as simulated by these test conditions, 
equivalent output signal levels at J3 would be 
strong enough to severely overload most amateur 
receivers, Perhaps the early Collins 75A series, 
R390A and those systems described by Sabin* and 
Hayward* would still be functioning well. 

A high-performance, small-signal, vhf/uhf re- 
ceiving amplifier optimized for IMD reduction and 
useful noise figure is only as good as any suc- 
ceeding receiving-system stage, in terms of over- 
load. The DBM/i-f-amplifier combination presented. 
significantly reduces common first-mixer overload 
problems, leaving the station receiver as the poten- 
tially weak link in the system. When properly 
understood and employed, the broadband DBM 
followed by a selective low-noise i-f amplifier can 


Fig.7 — A third-order intercept point is deter- 
mined by extrapolating the desired product curve 
beyond the mixer compression point and inter- 
secting with the third-order IM-product curve. In 
this case LO power is +7 dBm, conversion loss is 5 
dB. 
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Table It 
 DBMÍIF AMPLIFIER 
PARTS LIST 
14 Mite if output 28 MHz if output 
а 470 pF ЈЕР 4713 or equal, 300 pF ЈЕР 301J or equal. 
a 390 pF SM not used 
с 180pF SM 51 pF SM 
а 39 pF SM 18 pF SM 
cs 56 pF SM 27 pF SM 
св 300 pF SM 150 pF SM. 
u 9 turns No. 18 enam., close- 9 turns No. 24 enam., close- 


‘wound on a 1/4-inch (65 em) 
diameter green-sug coll form, 


wound on а 3/8-inch 1,95 em) 
diameter red-slug сой form. 


12 18 turns No. 26 enam,, close- 
wound on a 3/inch (.95 ст) 
diameter red-dug сой form. 
Tap down 7 turns from top 
for 3N140 drain connection. 

text. 


No tap used, 


1з Same as L2 but no ta Зате as L2, spaced 1 inch 
spaced 1-1/8 inch (29 сп) (2.5 em) семемосемег 
center torcenter with L2. with L 

RLR3 300 ohm, 1/4 W carbon, 430 ohm, 1/4 W carbon. 

ка 16 ohm, 1/4 W carbon. 11 ohm, 1/4 W carbon. 

Notei Ferrite beads can be replaced by a 10-ohm, 1/4 W 


carbon resistor at one end of the choke, if desired, 


SM = Silver Mica, 


be a useful tool for the amateur vhf/uhf receiver 
experimenter. 


Appendix 
Mixer Terminology 

ЛЕ — rf input frequency 

Л.О – local-oscillator input frequency 

fef — if output frequency 

By convention, mixing signals and their products 
are referred to the LO frequency for calculations. 
In the mixer system presented, fif is always above. 
JLO, so we will refer our signals to frf, with the 
exception of Fig, 1 which uses the fLO reference. 


Overload 


A generic term covering most undesired opera- 
ting phenomena associated with device non- 
linearity. 

Harmonic Modulation Products 


Output responses caused by harmonics of ЛО 
and frf and their mixing products, 


RF Compression Level 


The absolute single-signal rf input-power level 
that causes conversion loss to increase by 1 dB. 


RF Desensitization Level 


The rf input power of an interfering signal that 
causes the small-signal conversion loss to increase 
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by 1 dB, ie. reducing a weak received signal by 1 
dB. 


Intermodulation Products 


Distortion products caused by multiple rf 
signals and their harmonics mixing with each other 
and the LO, producing new output frequencies. 


Mixer Intermodulation Intercept Point 


Because mixers are nonlinear devices, all signals 
applied will generate others. When two signals (or 
tones), Fl and F2, are applied simultaneously to 
the rf-input port, additional signals are generated 
and appear in the output as Л.О + (nF1 + mF2). 
These signals are most troublesome when л + m is a 
low odd number, as the resulting product will lie 
close to the desired output, For n-1 (or 2) and 
т-2 (or 1), the result is three (3), and is called the 
two-tone/third-order intermodulation products 
When Fl and F2 are separated by 1 MHz, the 
third-order products will lie 1 MHz above and 
below the desired outputs. Intermodulation is 
generally specified under anticipated operating 
conditions since performance varies over the broad 
mixer-frequency ranges. Intermodulation products 
may be specified at levels required (ће. 50 dB 
below the desired outputs for two 0-dBm input 
signals) or by the intercept point. 

The intercept point is a fictitious point deter- 
mined by the fact that an increase of level of two 
input tones by 10 dB will cause the desired output 
to increase by 10 dB, but the third-order output 
will increase by 30 dB. If the er exhibited no 
compression, there would be a point at which the 
level of the desired output would be equal to that 
of the third-order product. This is called the 
third-order intercept point and is the point where 
the desired-output slopes and third-order slopes 
intersect (Fig. 7). 


Noise Figure 


Noise figure is a relative measurement based on 
excess noise power available from a termination 
(input resistor) at a particular temperature (290 
degrees K). When measuring the NF of a double 
balanced mixer with an automatic system, such as 
the HP 342A, a correction may be necessary to 
make the meter reading consistant with the accept- 
ed definition of receiver noise figure. 

In a broadband DBM, the actual noise band- 
width consists of two i-f passbands, one on each 
sidé of the local-oscillator frequency (ЛО + fif 
and Л.О — fif). This double sideband (dsb) if 
response includes the rf channel and its image. In 
general, only the rf channel is desired for further 
amplification, The image contributes nothing but 
receiver and background noise. 

When making an automatic noise-figure 
measurement using a wideband noise source, the 
excess noise is applied through both sidebands in a 
broadband DBM. Thus the instrument meter indi- 
cates NF as based on both sidebands. This means 
that the noise in the rf and image sidebands is 
combined in the mixer i-f-output port to give a 
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double contribution (3 dB greater than under ssb 
conditions). For equal rf-sideband responses, which 
is a reasonable assumption, and in the absence of 
preselectors, filters, or other image rejection ele- 
ments, the automatic NF meter readings are 3 dB 
lower than the actual NF for DBM measurements. 

The noise figure for receivers (and most DBM) 
is generally specified with only one sideband for 
the useful signal. As mentioned in the text, most 
DBM diodes add no more than 0.5 dB (in the form 
of NF) to conversion loss, which is generally 
measured under single-signal rf-input (ssb) con- 
ditions, Assuming DBM conversion efficiency (or 
loss) to be within specifications, there is an 
excellent probability that the ssb NF is also 
satisfactory. Noise figure calculations in the text 
were made using a graphical solution of the well 
known noise-figure formula: 


mni 
converted to dB. 


Improved Wide Band I-F Responses 


The following information was developed in 
achieving broad-band performance in the mixer-to- 
amplifier circuitry. In cases where only a small 
portion of a band is of interest the original circuit 
values are adequate. For those who need to receive 
over a considerable portion of a band, say one to 
two MHz, a change of some component will 
provide improved performance over a broad range 
while maintaining an acceptable noise figure. 

The term “nominal 50-ohm impedance” 
applied to diode DBM ports is truly a misnomer, as 
their reflective impedance is rarely 50 ohms */0 and 
a VSWR of 1 is almost never achieved. Mixer 
performance specified by the manufacturer is 
measured in a 50-ohm broadband system, and it is 


14 MHz 


C1 — 300 pF (ЈЕО 301). 

C2 — 51 pF SM. 

C3 — 68 pF S. 

Li — 15t No. 24 enameled on 3/8-inch dia 
red-slug form. 1.5-2.5 ИН range, 1.95 uH for 
network. 
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up to the designer to provide an equivalent 
termination to ensure that the unit will meet 
specifications, Appropriate matching techniques at 
the rf and LO ports will reduce conversion loss and. 
low-power requirements, Complex filter synthesis 
can improve the if output match. However, if one 
does not have the necessary equipment to evaluate 
his efforts, they may be wasted. Simple, effective, 
easily reproduced circuitry was desired as long as 
the trade-offs were acceptable, and measurements 
indicate this to be the сазе. 

The most critical circuit in the combined unit is 
the interface between mixer and i-f amplifier. It 
must be low-pass in nature to satisfy vhf signal 
component bypassing requirements at the mixer i-f 
port. For best mixer IMD characteristics and low 
conversion loss, it must present to the i-f port a 
nominal 50-ohm impedance at the desired fre- 
quency, and this impedance value must not be 
allowed to increase as ЊЕ operation departs from 
midband, The impedance at the i-f amplifier end of 
the interface network must be in the optimum 
region for minimum cross-modulation and low 
noise. A duakgate device offers two important 
advantages over most bi-polars. Very little, if any, 
power gain is sacrificed in achieving best noise 
figure, and both parameters (gain and NF) are 
relatively independent of source resistance in the 
optimum region. As a result, the designer has a 
great deal of flexibility in choosing a source 
impedance. In general, a 3:1 change in source 
resistance results in only a 1-dB change in NF. With 
minimum crosemodulation as a prime system 
consideration, this 3:1 change (reduction) in 
source resistance implies a 3:1 improvement in 
cross-modulation and total harmonic distortion, 

Tests on the 3N201 dual-gate MOSFET have 
shown device noise performance to be excellent for 
source impedances in the 1-КО to 2-kQ region. For 
optimum noise and good crosemodulation 


a 
40673/3М 40 


28 MHz 


100 pF (JFD 101). 

Not used 

7.5 pF $.М. 

19t No. 26 enameled on 1/4-inch dia red-slug 
form. 


Fig. 1 — Suggested changes in the mixer-to 3N140 pi-network interface circuit, producing lower Quand 
better performance. See the original article for additional circuit details. 
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performance, the nominal 50-ohm mixer НЕ output 
impedance is stepped up to about 1500 ohms for 
if amplifier gate 1, using the familiar low-pass pi 
network, This is а mismatched condition for gate 
1, as the device input impedance for best gain in 
the hf region is on the order of 10 kQ network 
loaded-Q values in the article are a bit higher than 
necessary, and a design for lower Qr, is preferred. 
Suggested modified component values are listed in 
Fig. 8. High-frequency attenuation is reduced 
somewhat, but satisfactory noise and bandwidth 
performance is more easily obtained. Coil-form size 
is the same, so no layout changes are required for 
the modification. Components in the interface 
must be of high Q and few in number to limit their 
noise contribution through losses. The 28-MHz 
values provide satisfactory interface network 
performance over a 2-MHz bandwidth. À higher 
От, in the 28-MHz interface can be useful if one 
narrows the output network and covers only a few 
hundred kilohertz bandwidth, as is commonly 
done in 432-MHz weak-signal work. 

Device biasing and gain control methods were 
chosen for simplicity and adequate performance. 
Some sort of gain adjustment is desirable for 
drain-circuit overload protection. It is also a handy 
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way to “set” the receiver S meter. A good method 
for gain adjustment is reduction of the gate-2 bias 
voltage from its initial optimum-gain bias point 
(greater than +4 V dc), producing a remote-cutoff 
characteristic (a gradual reduction in drain current 
with ^ decreasing gate bias). The initial 
gain-reduction rate is higher with a slight forward 
bias on gate 1, than for гүз = 0. Input and output 
circuit detuning resulting from gain reduction 
(Miller effect) is inconsequential as the gate-1 and 
drain susceptances change very little over a wide 
range of Vgos and Гр at both choices of i-f. Best 
intermodulation figure for the 3N201 was obtained 
with a small forward bias on gate 1, and the bias- 
circuit modification shown may be tried, if desired. 


References 


! Fisk, “Double-Balanced Mixers," Ham Radio, 
March, 1968. 
Ress, “Broadband Double-balanced Modu- 
NS. ”” Ham Radio, March, 1970, 
DeMaw and McCoy; “Learning to Work With 
Semiconductors,” Part IV, 057, July, 1974. 
oro “тһе Solid-State Receiver," QST, July, 


"Hayward, “А Competition-Grade CW Re- 
ceiver,” QST, March and April 1974. 


AN OSCAR UP- CONVERTER 


Many amateur operators who wish to receive 
the 10-meter signals from the Oscar satellites do so 
with an average receiver that is already “at hand" 
in the shack, sometimes adding a preamplifier for 
improved performance. Others use a converter to 
translate the signals to a lower frequency where the 
station receiver is more stable or more sensitive. 

However, there is another approach that should 
be explored — that of converting the 10-meter 
signals up to a higher band, Just а very short time 
ago this system would have been impractical, if not 
ridiculous, because of the complexity and size of 
the equipment involved, Recent developments in 
two-meter transceivers make the up-conversion 
scheme practical and attractive, A nearly “ideal” 
Oscar package can be obtained by the addition of a 
small converter which allows a normal transceive 
style of operation with the vhf equipment. 

There are several makes of 144-MHz ssb trans- 
ceivers available, but only a few are beginning to 
appear on the market in the Western Hemisphere. 
The KLM Echo П was used here to evaluate the 
technique and test the performance of the con- 
verter that was assembled. This particular trans- 
ceiver had been modified to permit ew operation as 
well as the usual ssb — a desirable feature to look 
for in any equipment being contemplated. 

In some instances it may seem a bit redundant 
to convert а 28-MHz signal to 144 MHz, only to 
have it converted back down to 28 MHz in the 
receiver first mixer. However, there are reasons 
why this scheme is not all that bad, and a chief one 
is that the frequencies do not translate directly in 
all cases. A secondary, but important, considera- 


tion is that it may not be desirable or possible to 
modify the equipment to accept a 28-MHz input, 
And of course not all transceivers have 28 MHz as a 
first if. 


The Converter 


If the pc board and parts-placement layout 
appears familiar, it is because an existing design 
was modified to serve our purpose. Rather than go 
through the entire process of developing a new 
board the “Rochester” converter was rehabilitated 
for this project. See pages 300-304 for more details 
of these converters, Most suppliers of amateur 
radio pc boards have this pattern on hand, and 
many have etched and drilled boards in stock, 
There have been a few changes to some parts of the 
circuit, necessitating the placing of one capacitor 
on the foil side of the board. In operation the 
converter reverses the process of the original in 
that it first amplifies the 10-meter signals in Q1 
(Fig. 1), then mixes them with 116.45-MHz energy 
in Q2, to provide an output between 145.85 and 
145.95 MHz. The original oscillator and 
harmonic-generator circuit proved adequate with a 
slight modification; a third-overtone crystal with a 
frequency of 58.225 was used instead of the 
38.6-MHz unit specified earlier. A buffer stage 
(Q4) is necessary to allow some rejection of 
unwanted harmonics while maintaining a suitable. 
injection voltage for the mixer. 


Construction 
The assembly of the converter is greatly simpli- 
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MIXER 
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EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 
1м MICROFARADS (Р); OTHERS 
ARE IN PICOFARADS (pF OR реј; 
RESISTANCES ARE IN OHMS; 
k 4000, M=1000000 


Fig. 1 — The schematic diagram of the “Roches- 
ter” converter as modified for up-conversion. 


C11 — Two 1/2-inch pieces No. 18 insulated 
hookup wire, twisted together 1/2 turn. 

L1, L2, L3 — 18 turns No. 28 enam. wound on 
Amidon Т-30-6 core. L1 tapped at 6 turns and 
11 turns from ground end. 

14, L5 — 5 turns No. 20 enam., formed by using 
threads of 1/4-20 bolt as a guide. L5 is tapped 2 
turns from the ground end. 


fied by the use of а теаду-таде board, since for 
the most part the work consists of placing the 
component leads through the holes and soldering 
them in place. 

Because of slight differences in materials used 
in toroids, it will be necessary to adjust the input 
and interstage tuned circuits to resonance after the 
converter is completed. This was done by the 
substitution method, placing different values of 
capacitance across the windings while monitoring 
the signal on a receiver. There are miniature 
trimmers available that would fit into the space, 
but the cost of these devices is a bit high. 
Alternatively, larger trimmers could be mounted 
below the pe board, if the builder allows enough 
space between the board and the enclosure to 
which it is fastened. Proper operation of the 
oscillator and buffer stages can be ascertained by 
using a grid-dip meter to indicate output on the 
correct harmonic of Y1. 

There is sufficient space in some transceivers to 
allow the converter to be mounted internally, as 
was the case in the Echo П unit shown in the 


L6 — 10 turns No. 24 enam. close wound on the 
body of a 1000-ohm 1/2-watt resistor. 

L7, L8 — 5 turns No. 20 enam., formed the same 
as L4. Both are tapped 2 turns from the hot 


end. 

Y1 — 58.225-MHz crystal. International Crystal 
third-overtone type in ЕМ-1 (wire leads) or 
ЕМ-2 (pins) holder. Calibration tolerance of 
.0025% at a load capacitance of 20 pF used 
here. General-purpose (.01%) tolerance may be 
adequate in most instances. 


photographs. A small bracket was fastened to the 
rear apron of the equipment to provide a mount 
for the 28-MHz input connector. Where a trans- 
ceiver is too compact to allow this style of 
assembly, the converter could be fastened in a 
small Minibox for shielding. A source of *12 V. 
and a small-diameter coax for; input and output 
connections makes the wiring job simple. In some 
equipment it may be necessary to disconnect the 
receiver input wiring from the T/R relay but this 
was not done in the Echo П. The output from the 
converter was wired in parallel with the receiver 
input lead. Any small amount of noise picked up 
by the receiver was masked by the output from the 
converter, However, in areas of high local activity 
or high ambient noise levels, it will be necessary to 
disable the normal receiver input. 


Performance 


Sensitivity of the converter was sufficient that 
the residual output of a Model 80 signal generator 


orev 


could be heard clearly. A l-uV signal was loud 
enough that it evoked the immediate reaction of 
turning down the audio gain control on the 
transceiver. Ignition noise picked up by the variety 
of antennas tried was strong enough to be bother- 
some at times, further attesting to the sensitivity of 
the converter — it also pointed out the usefulness 
of the noise blanker in the Echo II. Considering the 
performance of the converter/transceiver combi- 
nation, the addition of a preamplifier or an i-f post 
amplifier was not considered necessary. Additional 
gain could even be detrimental by causing over- 
loading or intermodulation problems — there was 
no evidence of these problems during several tests. 

Since the first if in the transceiver is at 28 
MHz, the question of possible “leak-through” of 
local signals was raised. No indication of this type 
of interference was found during receiving tests, 
but admittedly it could happen. The output circuit 
of the mixer (14, L5, C11) has a band-pass 
characteristic centered on 146 MHz and should 
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In this particular model transceiver, room was 
available to mount the converter in an inverted 
position just below the speaker. A small bracket is 
fastened under one of the bolts that also holds a 
transformer to the bottom sidewall. Cables are 
routed along with existing wiring harnesses and 
tied in place. The 28-MHz input connector is 
fastened to the rear apron of the equipment. 


provide a high degree of attenuation to hf-band 
signals. 


In areas where strong local operation does cause 
such leakage of signals through the converter it will 
be necessary to install a high-pass filter between 
the converter output and the receiver input. 
Designs for such filters can be found in the ARRL 
Handbook. Because the filter will be used at 
essentially zero power level, it can be made 
physically quite compact. Of course good shielding 
and high-quality coaxial cable is a must in any 
effort to keep unwanted signals out — the best 
filters in the world will do no good if there is a 
path around them. 


[EDITOR'S NOTE: The parts placement for this 
is virtually identical to that used in 
the “Rochester” converters, found elsewhere in 
this chapter. The reader can follow that layout, 
keeping in mind the differences in tuned-circuit 
frequencies throughout. } 


Top view of the modified Rochester Converter. A 
mounting bracket has been fastened to the lower 
right corner. The 28-MHz input is to the upper 
right, with the rf amplifier along the top of the 
board. Oscillator and buffer stages are located 
along the bottom portion, The i-f output coils, L4 
and 15, are at the upper left with C11 (twisted 
wires) just below L4, adjacent to the resistor. The 
shields between stages have been omitted for a 
better view. 


Interdigital Converter 
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INTERDIGITAL CONVERTER 
FOR 1296 OR 2304 MHz 


In a word where rf spectrum pollution is 
becoming more serious, even into the microwave 
region, it is almost as important to keep unwanted 
signals out of a receiver as it is to prevent radiation 
of spurious energy. An interdigital filter was 
described some years ago, featuring low insertion 
loss, simplicity of construction, and reasonable 
rejection to out-of-band signals," It could be used 
in either transmitters or receivers. 

This twice-useful principle has now been put to 
work again — as a mixer. Again, the ease of 
construction and adaptation leads many to wonder 
that it had not been thought of before. It was first 
described by W2CQH in QST for January, 1974, 


A Filter and Mixer 

A layout of the microwave portions of both 
converters is shown in Fig. 1. The structure 
consists of five interdigitated round rods, made of 
3/8-inch OD brass or copper tubing. They are 
soldered to two sidewalls and centrally located 
between two ground-planes made of 1/16-inch 
sheet brass or copper-clad epoxy fiber glass, One 
ground plane is made larger than the microwave 
assembly and thus provides a convenient mounting 
plate for the remainder of the converter com- 
ponents, 

The sidewalls are bent from .032-inch thick 
sheet brass or they can be made from 1/4 x 
3/4-inch brass rod. One edge of each sidewall is 
soldered to the larger ground plane. The other edge 
is fastened to the smaller ground plane by 4-40 
machine ог self-tapping screws, each located over 
the centerline of a rod. The sidewall edges should 
be sanded flat, before the ground plane is attached, 
to assure continuous electrical contact. Note that 
no end walls are required since there are no electric 
fields in these regions. 

Electrically, rods A, B, and C comprise a 
one-stage, high-loaded-Q (Qr, = 100), interdigital 
filter! which is tuned to the incoming signal 


* Fisher, “Interdigital Bandpass Filters for Ama- 
teur VHF/UHF Applications," QST March, 1968. 


The converter for 1296 MHz. This unit was built 
by R.E. Fisher, W2COH. While the mixer assembly 
(top center] in this model has solid brass walls, it 
can be made from lighter material as explained in 
the text and shown in Fig. 1. The i-f ampli is 
near the center, just above the mixer- 
current-monitoring jack, J1. A BNC connector at 
the lower left is for 28-MHz output. The local 
oscillator and multiplier circuits are to the lower 
right. Note that L6 is very close to the chassis, just 
above the crystal. The variable capacitor near the 
crystal is an optional trimmer to adjust the 
oscillator to the correct frequency. 


frequency near 1296 or 2304 MHz, The un- 
grounded end of rod A is connected to a BNC 
coaxial connector and Serves as the coupling 
section to the filter input. Rod B is the high-Q 


‘SOFT COPPER 
SOLDERED TO WALL 


Ја INPUT 


imensions and layout for the filter and 
mixer portions of the interdigital converters. The 
signal input is to the left rod, labelled "A." 
Local-oscillator injection is through the diode to 
rod "E." САТ is the mixer diode, connected to the 
center rod in the assembly. 
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24V DC 
оо! "и 
east 


ASSEMBLY 


EXCEPT AS INDICATED, DECIMAL VALUES OF 


CAPACITANCE ARE IN MICROFARADS ( pF); 
OTHERS ARE IN PICOFARADS ( pF OR pF), 


RESISTANCES ARE IN OHMS ; 
k= 1000, M*1000 000, 


Fig. 2 — Schematic diagram of the 1296-MHz 
converter with oscillator and multiplier sections 
included, Dimensions for the filter and mixer 
assembly are given in Fig. 1. 

C1, C2 — 30-pF homemade capacitor. See text and 


ig. 1. 

C3, СА — 0.8- to 10-pF glass trimmer, Johanson 
2945 or equiv. 

C5 — .001-uF button mica. 

C6 — 2- to 20-pF air variable, E. F. Johnson 
189-507-004 or equiv. 

СВТ — Hewlett Packard 5082-2577 or 5082-2835. 


resonator and is tuned by a 10-32 machine screw. 
Rod C provides the filter output-coupling section 
to the mixer diode, CR1. 

The mixer diode is a Hewlett-Packard 
5082-2577 Schottkey-barrier type which is avail- 
able from distributors for about $4. The cheaper 
5082-2835, selling for 90 cents, can be used 
instead, but this substitution will increase the 
2304-MHz mixer noise figure by approximately 3 
dB. 

One pigtail lead of the mixer diode is tack- 
soldered to a copper disk on the ungrounded end 
of rod С. Care should be taken to keep the pigtail 
lead as short as possible. If rod C is machined from 
solid brass stock, then it is feasible to clamp one of 
the mixer-diode leads to the rod end with a small 


CR2 — Hewlett Packard 5082-2811 or 5082-2835. 

31 — Closed-circuit jack. 

32 — Coaxial connector, chassis mount, Type BNC 
acceptable. 

Li, L2 — 18 turns No. 24 enam. on 1/4-inch OD 
slug-tuned form (1.5 uH nominal). 

L3 — 10 turns like L1 (0.5 uH). 

L4, L5 — 6 turns like L1 (0.2 uH). 

L6 — Copper strip, 1/2-inch wide x 2-1/2-inches 
(1.27 X 6.35 cm) long. See text and photo- 
graphs. 

ВЕСТ — 33 uH, J. W. Miller 74F33SAI or equiv. 


setscrew. This alternative method facilitates diode 
substitution and was used in the mixer models 
shown in the photographs. 

Fig. 1 also shows that the other end of СК! is 
connected to a homemade 30-pF bypass capacitor, 
СІ, which consists of a 1/2-inch-square copper or 
brass plate clamped to the sidewall with a 4-40 
machine screw, The dielectric material is a small 
screw passes through an oversize hole and is 
insulated from the other side of the wall by a small 
plastic shoulder washer. 

In the first converter models constructed by the 
author and shown in the photographs, Cl was a 
30-pF button mica unit soldered to the flange of a 
3/8-inch diameter threaded panel bearing (Н.Н. 
Smith No. 119). The bearing was then screwed into 


Interdigital Converter 


a threaded hole in the sidewall. This provision 
made it convenient to measure the insertion loss 
and bandwidth of the interdigital filters since the 
capacitor assembly could be removed and replaced 
with a BNC connector, 

Rods C, D, and E comprise another high 
loaded-Q (От, = 100) interdigital filter tuned.to the 
local oscillator (LO) frequency. This filter passes 
only the fourth harmonic (1268 or 2160 MHz) 
from the multiplier diode, CR2. The two filters 
have a common output-coupling section (rod С) 
and their loaded Qs are high enough to prevent 
much unwanted coupling of signal power from the 
antenna to the multiplier diode and LO power 
back out to the antenna. 

The multiplier diode is connected to the driver 
circuitry through C2, a 30-pF bypass capacitor 
identical to Cl. CR2 is a Hewlett-Packard 
5082-2811 although the 5082-2835 works nearly 
as well. Fifty milliwatts drive at one quarter of the 
LO frequency is sufficient to produce 2 mA of 
mixer diode current, which represents about 1 
milliwatt of the local-oscillator injection. A 
Schottkey-barrier was chosen over the more 


Table I 
Converter Specifications 


1296 MHz 
5.5 dB 

20 dB 
2MHz 
18dB 

28 MHz 


2304 MHz 
6.5 ав 

14 dB 

7 MHz 
30dB 
144 MHz 


Noise figure 
Conversion gain 
3-48 bandwidth 
Image rejection 
Vf output 


familiar varactor diode for the multiplier because it 
is cheaper, more stable, and requires no idler 
circuit. 

Fig. 2 shows the schematic diagram of the 1296 
to 28 MHz converter. All components are mounted 
on a 7 x 9nch (17.8 x 22.9 cm) sheet of brass ог 
copper-clad epoxy-fiber glass board. As mentioned 
earlier, this mounting plate also serves as one 
ground plane for the microwave mixer. When 
completed, the mounting plate is fastened to an 
inverted aluminum chassis which provides a 
shielded housing. 


Oscillator and Multipliers 


The nonmicrowave portion of the converter is 
rather conventional. Q1, a dual-gate MOSFET, was 
chosen as the 28-MHz i-f amplifier since it can 
provide 25 dB of gain with a 1.5-dB noise figure. 
The mixer diode is coupled to the first gate of Q1 
by а pinetwork matching section. It is most 
important that the proper impedance match be 
achieved between the mixer and i-f amplifier if a 
low noise figure is to be obtained. In this case, the 
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approximately 30-ohm output impedance of the 
mixer must be stepped up to about 1500 if Q1 is 
to yield its rated noise figure of 1.5 dB. It is for 
this reason that a remote if amplifier was not 
employed as is the case with many contemporary 
uhf converters. 

02 functions in а oscillator-tripler circuit which 
delivers about 10 milliwatts of 158.5-MHz drive to 
the base of Q3. The emitter coil, L3, serves mainly 
as a choke to prevent the crystal from oscillating at 
its fundamental frequency. Coils L4 and LS, which 
are identical, should be spaced closely such that 
their windings almost touch. 

Q3 doubles the frequency to 317 MHz, pro- 
viding about 50 milliwatts drive to the multiplier 
diode. It is important that the emitter lead of Q3 
be kept extremely short; 1/4-inch (6.36 mm) is 
probably too long. L6, the strip-line inductor in 
the collector circuit of Q3, consists of a 1/2 x 
21/2-inch (1.27 х 6.35 cm) piece of flashing 
copper spaced 1/8-inch (3.18 mm) above the 
ground plane. The cold end of L6 is bypassed to 
ground by CS, a.001-uF button mica capacitor. 

The multiplier circuits are tuned to resonance 
in the usual manner by holding a wavemeter near 
each inductor being tuned, Resonance in the Q3 
collector circuit is found by touching a УТУМ 
probe (a resistor must be in the probe) to C2 and 
adjusting the Johanson capacitors until about — 1.5 
volts of bias is obtained. The 317- to 1268-MHz 
multiplier cavity is then resonated by adjusting the 
10-32 machine screw until maximum mixer current 
is measured at 11, When resonance is found, R1 
should be adjusted so that about 2 mA of mixer 
current is obtained. As an alternative to mounting 
а potentiometer in the converter, once a value of 
resistance has been found that provides correct 
performance it can be measured and the nearest 
standard fixed-value resistor substituted. Some 
means of adjusting the collector 
multiplier stage must be provided i 
for the nonuniformity of transistors. 


А 2304-MHz Version 


Fig. 3 and 4 show the schematic diagrams of 
the 2304-MHz converter and multiplier. The mixer 
and ЕР preamplifier was built on a separate chassis 
since, at the time of their construction, a multiplier 
chain from another project was available. An i-f of 
144 MHz was chosen although 50 MHz would 
work as well. Ап i-f output of 28 MHz, or lower, 
should not be used since this would result in 
undesirable interaction between the mixer and 
multiplier interdigital filters. 

The 2304-MHz mixer and i-f amplifier section, 
shown in Fig. 3, is very similar to its 1296-MHz 
counterpart. Q1, the dual-gate MOSFET, operates 
at 144 MHz and thus has a noise figure about 1 dB 
higher than that obtainable at 28 MHz. 

The multiplier chain, Fig. 4, has a separate 
oscillator for improved drive to the 2N3866 output 
stage. Otherwise the circuitry is similar to the 
1296-MHz version. 
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Fig. 3 — Schematic diagram of the 2304-MHz 

version of the converter, with the i-f amplifier. The 

oscillator and multiplier circuits are constructed 

separately. 

C1, C2 — 30-pF homemade capacitor. See text. 

C3, C4, C5 — 0.8- to 10-pF glass trimmer, 
Johanson 2945 or equiv. 

CR1 — Hewlett Packard 5082-2577 or 5082-2835. 

CR2 — Hewlett Packard 5082-2811 or 5082-2835. 

J1 — Closed-circuit jack. 


ASSEMBLY; SEE FIG. 1 540-MHz. 
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Fig. 4 — Schematic diagram of the oscillator and 

multiplier for the 2304-MHz converter. As ex- 

plained in the text and shown in the photographs, 

а fixed-value resistor may be substituted for R1 

after the value that provides proper performance 

has been found, 

СТ, C2, C3 — 0.8- to 10-pF glass’ trimmer, 
Johanson 2945 or equiv. 

СА — .001-иЕ button mica. 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARAOS ( pF; 
OTHERS ARE IN PICOFARADS ( pF OR DFN, 
RESISTANCES ARE IN OHMS ; 

k= 1000, M*1000 000, 


VHF AND UHF RECEIVING TECHNIQUES 


J2, J3, J4 — Coaxial connector, chassis mount. 
Type BNC. 

L1 — turns No. 20 enam,, 1/4-inch ID x 1/24псһ 
long. (6,35 x 12.7 тт). 

L2 — 6 turns No. 24 enam., on 1/4-inch OD slug 
tuned form (0.25 uH). 

L3 — Copper strip 1/2-inch wide x 2-11/16 inches 
(1.27 X 6.86 cm) long. See text and 
photographs. 

ВЕСТ — Ohmite Z-144 or equiv. 

RFC2 — Ohmite Z-460 or equiv. 


4-40 GROUND SCREW 


минт 
T^ оџтРИТ 
43 
(рабин 


p 


ЗНА XB FROM FIG.4 


CAPACITANCE ARE IN MICROFARADS ( УР); 
OTHERS ARE IN PICOFARADS ( pF OR pF); 
RESISTANCES ARE IN OHMS; 
k= 1000, N*1000 000, 


J1 — Coaxial connector, chassis mount, type BNC 

or equiv. 

— 10 turns No. 24 enam. on 1/4-inch OD 

slug-tuned form. 

L2, L3 — З turns like L1. 

L4 — Copper strip 1/2-inch wide x 1-1/2 inches 
(1.27 X 3,81 ст) long. Space 1/8 inch (3.18 
mm) from chassis. 

RFCi — 10 turns No. 24 enam. 1/Binch ID, 
closewound, 
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Mobile and 


CHAPTER 10 


Portable/Emergency 
Equipment and Practices 


MOBILE AND PORTABLE EQUIPMENT 


Amateur mobile and portable operation pro- 
vides many opportunities for one to exercise his 
skill under less than ideal conditions, Additionally, 
the user of such equipment is available for 
public-service work when emergencies arise in his 
community — an important facet of amateur-radio 
operation. Operating skill must be better than that 
used at most fixed locations because the 
mobile/portable operator must utilize inferior 
antennas, and must work with low-power transmit- 
ters in many instances. 

Most modern-day hf-band mobile work is done 
while using the ssb mode. Conversely, the fm 
mode is favored by mobile and portable vhf 
operators, though ssb is fully practical for vhf 
service. Some amateurs operate cw mobile, much to 
the consternation of local highway patrolmen, but 
cw operation from a parked car should not be 
overlooked during emergency operations. 

High-power mobile operation has become 
practical on ssb because of the low duty cycle of 
Voice operation, and because low-drain solid-state 
mobile power supplies lessen battery drain over 
that of dynamotors or vibrator packs. Most mobile 
am and fm operation is limited to 60 watts for 
reasons of battery drain. 

Portable operation is popular on ssb, ow and 
fm while using battery-powered equipment. 
Ordinarily, the power of the transmitter is limited 
to less than five-watts dc input for practical reasons. 
Solid-state equipment is the choice of most 
modern amateurs because of its compactness, 
reliability, and low power consumption. High- 
power portable operation is practical and desirable 
when a gasoline-powered ac generator is employed. 

The secret of successful operation from 
portable sites is much the same as that from a fixed 
station — a good antenna, properly installed. Power 
levels as low as 0.5 watt are sufficient for covering 
thousands of miles during hf-band ssb and cw 
operation, In the vhf and uhf region of operation it 
is common to work distances in excess of 100 
miles — line of sight — with less than one watt of 
transmitter output power. Of course it is important 
to select a high, clear location for such operation 
on vhf, and it is beneficial to use an antenna with 
as much gain as is practical. Low-noise receiving 
equipment is the ever-constant companion of any 
low-power portable transmitter that provides 
successful long-distance communications. Careful 
matching of the portable or mobile antenna to 
obtain the lowest possible SWR is another secret of 
the successful operator. 


All portable and mobile equipment should be 
assembled with more than ordinary care, assuring 
that maximum reliability under rough-and-tumble 
conditions will prevail. All solder joints should be 
made well, stranded hookup wire should be used 
for cabling (and in any part of the equipment 
subjected to stress). The cabinets for such gear 
should be rugged, and should be capable of 
protecting the components from dust, dirt, and 
moisture, 


ELECTRICAL-NOISE ELIMINATION 


One of the most significant deterrents to 
effective signal reception during mobile or portable 
operation is electrical impulse noise from the 
automotive ignition system. The problem also 
arises during the use of gasoline-powered portable 
ac generators, This form of interference can 
completely mask a weak signal, thus rendering the 
station ineffective, Most electrical noise can be 
eliminated by taking logical steps toward suppress- 


Fig. 10-1 — Effective portable operation can be 
realized when using lofty locations for vhf or uhf. 
Here, ММСКК is shown operating a battery- 


powered, 150-mW output, 2-meter transceiver. 
With only a quarter wavelength antenna it is 
possible to communicate with stations 25 miles or 
more away. Low-power transistor equipment like 
this unit will operate many hours from а dry-cell 
battery pack. 
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Fig. 102 — 


portable/emergency 
operation can be made possible on all amateur 
bands by using vacuum-tube transmitters, and 
powering them from а gasoline-operated ac 
generator of one or more kW rating. (Shown here 
is VE7ARV/7 during а Field Day operation.) 


High-power 


ing it. The first step is to clean up the noise source 
itself, then utilize the receivers built-in noise- 
reducing circuit as a last measure to knock down 
any noise pulses from passing cars, or from other 
man-made sources. 


Spark-Plug Noise 


Spark-plug noise is perhaps the worst offender 
when it comes to ignition noise. There are three 
methods of eliminating this type of interference — 
resistive spark-plug suppressors, resistor spark 
plugs, or resistance-wire cabling. By installing 
Autolite resistor plugs a great deal of the noise can 
be stopped. Tests һауе proved, however, that 
suppressor cable between the plugs and the 
distributor, and between the distributor and 
ignition coil, is the most effective means of curing 
the problem. Distributed-resistance cable has an 
approximate resistance of $000 ohms per foot, and 
consists of a carbon-impregnated sheath followed 
by a layer of insulation, then an outer covering of 
protective plastic sheathing. Some cars come 
equipped with suppressor cable, Those which do 
not can be so equipped in just a matter of minutes. 
Automotive supply stores sell the cable, and it is 
not expensive, It is recommended that this wiring 
be used on all mobile units. The same type of cable 
can be installed on gasoline-powered generators for 
field use. A further step in eliminating plug noise is 
the addition of shielding over each spark-plug wire, 
and over the coil lead. It should be remembered 
that each ignition cable is an antenna by itself, thus 
radiating those impulses passing through it. By 
fitting each spark-plug and coil lead with the shield 
braid from а piece of RG-59/U coax line, 
grounding the braid at each end to the engine 
block, the noise reduction will be even greater. An 
additional step is to encase the distributor in 
flashing copper, grounding the copper {о the 
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engine block. This copper is quite soft and can be 
form-fit to the contour of the distributor. 
(Commercially-manufactured shielded — ignition 
cable kits are also available.) The shield braid of 
the spark-plug wires should be soldered to the 
distributor shield if one is used. Also, the ignition 
сой should be enclosed in a metal shield since the 
top end of many of these coils is made of plastic. A 
small tin can can often be used as a top cover for 
the coil or distributor. It should be soldered to the 
existing metal housing of the coil. Additional 
reduction in spark-plug noise can be effected by 
making certain that the engine hood makes positive 
contact with the frame of the car when it is closed, 
thus offering an additional shield over the ignition 
system The engine block should also be bonded to 
the frame at several points. This can be done with 
the shield braid from coax cable. Feedthrough 
(hi-pass) capacitors should be mounted on the сой 
shield as shown in Fig. 10-6 to filter the two small 
leads leaving the assembly. 


Other Electrical Noise 


The automotive generator system can create an 
annoying type of interference which manifests 
itself as a “whine” when heard in the receiver. This 
noise results from the brushes sparking as the 
commutator passes over them. A dirty commutator 
is frequently the cause of excessive sparking, and 
can be cleaned up by polishing its surface with a 
fine grade of emery cloth. The commutator 
grooves should be cleaned out with a small, 
pointed instrument. A coaxial feedthrough capaci- 
tor of 0.1- to 0.5-Ш? capacitance should be 
mounted on the generator frame and used to filter 
the generator armature lead. In stubborn cases of 
generator noise a parallel L/C tuned trap can be 
used in place of the capacitor, or in addition to it, 
tuned to the receiver's operating frequency. This is 
probably the most effective measure used for 
curing generator noise. 


Fig. 10-3 — A typical homemade shielding kit for 
an automotive ignition system, Tin cans have been 
put to use as shields for the spark coil and 
distributor. Additional shields have been mounted 
on the plug ends of the wires for shilding the spark 
plugs. The shield braid of the cabling protrudes at 
each end of the wires and is grounded to the engine 
block, 


Electrical-Noise Elimination 


Fig. 10-4 — A close-up view of the distributor 
shield can. The shield braid over each spark-plug 
wire is soldered to the top of the can, and the can 
is grounded to the engine block. 


Voltage regulators are another cause of mobile 
interference. They contain relay contacts that jitter 
open and closed when the battery is fully charged. 
The noise shows up in the receiver as a ragged, 
“hashy” sound. Coaxial feedthrough capacitors can 
be mounted at the battery and armature terminals 
of the regulator box to filter those leads. The field 
terminal should have a small capacitor and resistor, 
series-connected, from it to chassis ground. The 
resistor prevents the regulator from commanding 
the generator to charge constantly in the event the 
bypass capacitor short-circuits. Such a condition 
would destroy the generator by causing over- 
heating, 

Alternators should be suppressed in a similar 
manner as de generators. Their slip rings should be 
kept clean to minimize noise. Make sure the 
brushes are making good contact inside the unit. A 
coaxial feedthrough capacitor and/or tuned trap 
should be connected to the output terminal of the 
alternator. Make certain that the capacitor is rated 
to handle the output current in the line. The same 
tule applies to de generators. Do not connect a 
capacitor to the alternator or generator field 
terminals. Capacitor values as high as 0.5 ШЕ are 
suitable for alternator filtering. 

Some alternator regulator boxes contain solid- 
state circuits, while others use single or double 
contact relays. The single-contact units require a 
coaxial capacitor at the ignition terminal. The 
double-contact variety should have a second such 
capacitor at the battery terminal. If noise still 
persists, try shielding the field wire between the 
regulator and the generator or alternator. Ground 
the shield at both ends. 


Instrument Noise 


Some automotive instruments are capable of 
creating noise. Among these gauges and senders are 
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the heat- and fuel-level indicators. Ordinarily, the 
addition of a 0.5-UF coaxial capacitor at the sender 
element will cure the problem. 

Other noise-gathering accessories are turn 
signals, window-opener motors, heating-fan motors 
and electric windshield-wiper motors, The installa- 
tion of а 0.25-4F capacitor will usually eliminate 
their interference noise. 


Frame and Body Bonding 


Sections of the automobile frame and body 
that come in contact with one another can create 
additional noise. Suspected areas should be bonded 
together with flexible leads such as those made 
from the shield braid of RG-8/U coaxial cable, 
Trouble areas to be bonded аге: 

1 – Engine to frame. 

2 — Air cleaner to engine block. 

3 — Exhaust lines to car fame and engine block, 

4 — Battery ground terminal to frame. 

5 — Steering column to frame. 

6 — Hood to car body. 

7 — Front and rear bumpers to frame. 

8 — Tail pipe to frame. 

9 — Trunk lid to frame. 


Wheel and Tire Static 


Wheel noise produces a ragged sounding pulse 
in the mobile receiver. This condition can be cured 
by installing static-collector springs between the 
spindle bolt of the wheel and the grease-retainer 
cap. Insert springs of this kind are available at 
automotive supply stores. 

Tire static has a ragged sound too, and can be 
detected when driving on hard-surface highways. If 
the noise does not appear when driving on dirt 
roads it will be а sure indication that tire static 
exists. This problem can be resolved by putting 
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Fig. 10-5 — Gasoline-powered ac generators used 


for portable/emergency operation should be 
treated for ignition noise in the same manner as 
automobile engines are. The frame of the gas 
generator should be connected to an earth ground, 
and the entire unit should be situated as far from 
the operating position as possible. This will not 
Only reduce ignition noise, but will minimize 
ambient noise from the power unit. (Shown here 
is K1GTK during Field Day operations.) 
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Fig. 10-6 — The automobile ignition coil should be 
shielded as shown here. A small tin can has been 
soldered to the metal coil case, and coaxial 
feed through capacitors have been soldered to the 
top of the can. The “hot” lead of the coil enters 
the shield can through a modified audio connector. 


antistatic powder inside each tire. This substance 
is available at auto stores, and comes supplied with 
an injector tool and instructions. 


Corona-Discharge Noise 


Some mobile antennas are prone to corona 
build-up and discharge. Whip antennas which come 
to а sharp point will sometimes create this kind of 
noise. This is why most mobile whips have steel or 
plastic balls at their tips. But, regardless of the 
structure of the mobile antenna, corona build-up 
will frequently occur during or just before a severe 
electrical storm. The symptoms are a high-pitched 
“screaming” noise in the mobile receiver, which 
comes in cycles of one or two minutes duration, 
then changes pitch and dies down as it discharges 
through the front end of the receiver. The 
condition will repeat itself as soon as the antenna 
system charges up again. There is no cure for this 
condition, but it is described here to show that it is 
not of origin within the electrical system of the 
automobile. 


Electronic Noise Limiters 


Many commercially built mobile 
have some type of built-in noise 
cancelling circuit. Those which do not can be 
modified to include such a circuit. The operator 
has a choice of using af or rf limiting. Circuits of 
this type are described in the theory section of the 
hf receiving chapter. 

Simple superregenerative receivers, by nature of 
their operation, provide noise-limiting features, and 
no additional circuit is needed. Fm receivers, if 
operating properly, do not respond to noise pulses 
of normal amplitude; hence no additional circuitry 
is required. 


THE MOBILE ANTENNA 


The antenna is perhaps the most important 
item in the successful operation of the mobile 
installation. Mobile antennas, whether designed for 
single or multiband use, should be securely 
mounted to the automobile, as far from the engine 
compartment as possible (for reducing noise 
pickup), and should be carefully matched to the 
coaxial feed line which connects them to the 


transceivers 
clipping or 
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transmitter and receiver, All antenna connections 
should be tight and weatherproof, Mobile loading 
coils should be protected from dirt, rain, and snow 
if they are to maintain their О and resonant 
frequency. The greater the Q of the loading coil, 
the better the efficiency, but the narrower will be 
the bandwidth of the antenna system. 

Though bumper-mounted mobile antennas are 
favored by some, it is better to place the antenna 
mount on the rear deck of the vehicle, near the 
rear window. This locates the antenna high and in 
the clear, assuring less detuning of the system when 
the antenna moves to and from the car body. 
Never use а base-loaded antenna on a bumper 
mount if an efficient system is desired, Many 
operators avoid cutting holes in the car body for 
fear of devaluation when selling the automobile. 
Such holes are easily filled, and few car dealers, if 
any, lower the trade-in price because of the holes. 

The choice of base or center loading a mobile 
antenna has been a matter of controversy for many 
years. In theory, the center-loaded whip presents а 
slightly higher base impedance than does the 
base-loaded antenna. However, with proper imped- 
ance-matching techniques employed there is no 
discernible difference in performance between the 
two methods. А base-loading coil requires fewer 
tums of wire than one for center loading, and this 
is an electrical advantage because of reduced coil 


Fig. 10-7 — Here a mobile station is used as а 
portable/emergency station. As such, it can be 
connected to a full-size stationary antenna for 
maximum effectiveness. The engine should be 
noisesuppressed, and should be kept running 
during operation of the station to assure full 
battery power. (WA3EQK operating.) 


The Mobile Antenna 


TOP VIEW 
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Fig. 10-8 — Details for making a home-built mobile 
loading coil. A breakdown view of the assembly is 
given at A. Brass end plugs are snug-fit into the 
ends of the phenolic tubing, and each is held in 
place by four 6-32 brass screws. Center holes in the 
plugs are drilled and tapped for 3/8-24 thread. The 
tubing can be any diameter from one to four 
inches. The larger diameters are recommended. 
Illustration B shows the completed coil. Resonance 
can be obtained by installing the coil, applying 
transmitter power, then pruning the turns until the 
lowest SWR is obtained, Pruning the coil for 
maximum field-strength-meter indication will also 
serve as a resonance indication, The chart in Fig. 
10-10 will serve as a guide in determining the 
number of turns required for a given frequency of 
operation. 


losses. A base-loaded antenna is more stable from 
the standpoint of wind loading and sway. If a 
homemade antenna system is contemplated, either 
system will provide good results, but the 
base-loaded antenna may be preferred for its 
mechanical advantages. 


Loading Coils 


There are many commercially built antenna 
systems available for mobile operation, and some 
manufacturers sell the coils as separate units. 
Airwound coils of large wire diameter are 
excellent for use as loading inductors. Large 
Miniductor coils can be installed on a solid 
phenolic rod and used as loading coils. Mini- 
ductors, because of their turns spacing, are easy to 
adjust when resonating the mobile antenna, and 
provide excellent circuit Q. Phenolic-impregnated 
paper or fabric tubing of large diameter is suitable 
for making homemade loading coils, It should be 


323 


coated with liquid fiber glass, inside and out, to 
make it weather proof, Brass insert plugs can be 
installed in each end, their centers drilled and 
tapped for a 3/8 X 24 thread to accommodate the 
mobile antenna sections. After the coil winding is 
pruned to resonance it should be coated with a 
high-quality, low-loss compound to hold the turns 
securely in place, and to protect the coil from the 
weather, Liquid polystyrene is excellent for this. It 
can be made by dissolving chips of solid 
polystyrene in carbon-tetrachloride. Caution: Do 
not breathe the chemical fumes, and do not allow 
the liquid to come in contact with the skin. Carbon 
tetrachloride is hazardous to health, Dissolve 
sufficient polystyrene material in the liquid to 
make the remaining product the consistency of 
Q-dope or pancake syrup. Details for making a 
home-built loading coil are given in Fig. 10-8. 


Impedance Matching 


Fig. 10-9 illustrates the shunt-feed method of 
Obtaining a match between the antenna and the 
coaxial feed line, For operation on 75 meters with 
а centerloaded whip, L2 will have approximately 
18 turns of No; 14 wire, spaced one wire thickness 
between turns, and wound on а 1-їпсһ diameter 
form. Initially, the tap will be approximately 5 
turns above the ground end of L2. Coil L2 can be 
inside the car body, at the base of the antenna, 
or it can be located at the base of the whip, outside 
the car body. The latter method is preferred, Since 
L2 helps determine the resonance of the overall 
antenna, L1 should be tuned to resonance in the 
desired part of the band with L2 in the circuit, The 
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| Adjustable 
Section 


Ip Set Screw 


SWR BRIDGE 
—— — Car-body Ground 
SHUNT FEED 


Fig. 10-9 — A mobile antenna using shunt-feed 
matching. Overall antenna resonance is determined 
by the combination of L1 and L2. Antenna 
resonance is set by pruning the turns of L1, or 
adjusting the top section of the whip, while 
observing the field-strength meter or SWR indica- 
tor. Then, adjust the tap on L2 for lowest SWR. 
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Approximate Values for 8-foot Mobile Whip 
Base Loading 
Loading Rc(Q50) Кс[0300) Rr Feed R* Matching 
LH Ohms Ohms 


n Ohms m 


1800 0.1 

3800 5 0.35 

7200 1.35 
14,200 д / E 5.7 
21,250 » a E 14.8 
29,000 - 


Center Loading 


1800 23 0.2 
3800 12 0.8 
7200 6 3 
14,200 25 1 
21,250 x 6.6 11 27 0.29 
Ве = оаа сои ере Ор aod including estimated ground- 
loss resistance, 


Suggested coil dimensions for the required loading inductance are 
shown їп a following table, 


Fig. 10-10 — Chart showing inductance values used as a starting point for 
winding homemade loading coils. Values are based on an approximate 
basedoaded whip capacitance of 25 pF, and a capacitance of 12 pF for 
center-loaded whips. Large-diameter wire and coils, plus low-loss coil 
forms, are recommended for best Q. 


adjustable top section of the whip can be 
telescoped until a maximum reading is noted on 
TABLE 10-1 the field-strength meter. The tap is then adjusted 
on L2 for the lowest reflected-power reading on 


Suggested Loading-Coil Dimensions the SWR bridge. Repeat these two adjustments 


Req'd 
L pH 
700 
345 
150 


77 
77 


40 


40 


20 
20 


8.6 
8.6 
4.5 
45 
25 
25 


until no further increase in field strength can be 


Wire ри Length obtained; this point should coincide with the 


ЛУ a lowest SWR. The number of turns needed for L2 
22 will have to be determined experimentally for 40- 
18 and 20-meter operation. There will be proportion- 
и ately fewer turns required. 

ý MATCHING WITH AN L NETWORK 

12 Any mobile antenna that has a feed-point 
16 impedance less than the characteristic impedance 
12 of the transmission line can be matched to the line 

by means of a simple L network, as shown in Fig. 

16 10-11. The network is composed of См and Ly. 
12 The required values of См and Ly may be 
14 2 determined from the following: 

12 

Ra(Ro—Ra) X 109 
= у КА(Ко 

D Cut Ако rnd 

12 =7 Ra (Ro —RA) X 103 

6 1м Dap ЕН: ри 

12 where R4 is the antenna feed-point impedance and 
6 Rg is the characteristic impedance of the 


transmission line. 


Matching with ап L Network 


As an example, if the antenna impedance is 20 
ohms and the line is 50-ohm coaxial cable, then at 
4000 kHz, 
cuv 50 — 20) X 109 

M = (6.28) (4000) (20) (50) 
= 7 600 X 104 
(6.28) (4) (2) (5) 


= 241_ 4= 
feng X 104 = 974 pF 


Ра 20 (50 – 20) X 103 
Е (6.28) (4000) 
= 7600 _ 24.5 . 
-HR 2715-03708 

The chart of Fig. 10-12 shows the capacitive 
reactance of См, and the inductive reactance of 
Lw necessary to match various antenna impe- 
dances to 50-ohm coaxial cable. 

In practice, См need not be a separate 
inductor.'Its effect can be duplicated by adding an 
equivalent amount of inductance to the loading 
coil, regardless of whether the loading coil is at the 
base or at the center of the antenna. 


Adjustment 


In adjusting this system, at least part of См 
should be variable, the balance being made up of 
combinations of fixed mica capacitors in parallel as 
needed. 

A small one-turn loop should be connected 
between См and the chassis of the car, and the 
loading coil should then be adjusted for resonance 
at the desired frequency as indicated by a СОО 
coupled to the loop at the base. Then the 
transmission line should be connected, and a check 
made with an SWR bridge connected at the 
transmitter end of the line. 

With the line disconnected from the antenna 
again, См should be readjusted and the antenna 
returned to resonance by readjustment of the 
loading coil. The line should be connected again, 
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Fig. 10-11 — A whip antenna may also be matched 
to coax line by means of ап L network. The, 
inductive reactance of the L network can be 
combined in the loading coil, as indicated at the 


right. 


and another check made with the SWR bridge. If 
the SWR is less than it was on the first trial, См 
should be readjusted in the same direction until the 
point of minimum SWR is found. Then the 
coupling between the line and the transmitter can 
be adjusted for proper loading. It will be noticed 
from Fig. 10-12 that the inductive reactance varies 
only slightly over the range of antenna resistances 
likely to be encountered in mobile work. 
Therefore, most of the necessary adjustment is in 
the capacitor. 

The one-turn loop at the base should be 
removed at the conclusion of the adjustment and 
slight compensation made at the loading coil to 
maintain resonance. 
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coax line to а variety of antenna © 
resistances, ца 
x 
S 5 Ke 
Е 
5 
Bet 
5 
È 
P 
3 
S e| 
«| 
"| 
С 
9—6 и 76 50 


За 738 
REACTANCE -OHMS 


326 


felicol Whip 


lelicol Whip 
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Fig. 10-13 — The résonant frequency of the 
antenna can be checked (А) with а grid-dip meter 
or (B) by finding the frequency at which minimum 
feed-line SWR occurs, The latter method is more 
accurate at high frequencies because it eliminates 
„the effect of the coupling loop required in А. 


001-50 0. 


CONTINUOUSLY-LOADED 
HELICAL WHIPS 


A continuously-loaded whip antenna of the 
type shown in Fig. 10-14 is thought to be more 
efficient than а center- or base-loaded system 
(QST, May 1958, W9KNK). The feed-point 
impedance of the helically-wound whip is some- 
what greater than-the previously described mobile 
antennas, and is on the order of 20 ohms, thus 
providing an SWR of only 2.5 when 50-ohm 
coaxial feed line is used. The voltage and current 
distribution is more uniform than that of 
lumped-constant antennas. The low SWR and this 
feature make the antenna more efficient than the 
center- or base-loaded types. Antennas of this 
variety can be wound on a fiber glass fishing rod, 
then weatherproofed by coating them with liquid 
fiber glass, or by encapsulating them with 
shrinkable vinyl-plastic tubing. 


Tapered Pitch 


On frequencies below 28 MHz the radiation 
resistance falls off so rapidly that for the desired 4- 
and 6-foot whip lengths the resistance values are 
not suitable for direct operation with 50-ohm lines. 
It is desirable to raise the feed-point R to a value, 
approaching 50 ohms so that a matched line 
condition will exist. Based on extensive experimen- 
tation, a tapered-pitch continuous-loading antenna 
is recommended. Since it is not feasible to wind 
the helix with continuously varying pitch, a 


0.375 DIA. FIBERGLASS WHIP ROD 
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“step-tapered” design is best. A typical step-taper- 
ing technique for а variable-pitch helical whip 
antenna is to divide the total length of the radiator, 
say 4 feet, into 6 equal parts of 8 inches each. The 
helix is then wound with а 2-inch pitch for the first 
8 inches, pitches of 1, 1/2, 1/4 and 1/8 inch, 
respectively, for the next four 8-inch sections, and 
finished with close winding of the final section. 
The resonant frequency will depend upon the rod 
diameter, wire size and number of turns. However, 
the variable-pitch 6-step taper approaches the ideal 
continuously-variable condition closely enough to 
give a good 50-ohm match with a 4-foot antenna at 
frequencies between 20 and 30 MHz. 


Adjustment 


With this design it is difficult to adjust the 
resonant frequency by changing the turns near 
the base; however, the frequency may be adjusted 
very readily by cutting off sections of the 
tightly-wound portion near the top of the whip. 
The technique to follow is to design for a 
frequency slightly lower than desired and then to 
bring the unit in on frequency by cutting small 
sections off the top until it resonates at the desired 
frequency. Resonance can be checked either by the 
use of a grid-dip meter or by the use of a 
transmitter and SWR bridge. Reflected power as 
low as 2 to 5 percent can easily be obtained with 
the units properly resonated even though it may 
mean cutting an inch or two off the top 
closely wound section to bring the unit in on 
frequency. These values can be obtained in the 10- 
and 15-meter band with overall lengths of 4 feet 
and in the 20- and 40-meter bands with a length of 
6 feet. In the 75-meter band it has been possible to 
obtain an SWR of 1.5 using a 6-foot tapered-pitch 
helical winding, although the bandwidth is 
restricted to about 60 kHz. This affords operation 
comparable to the center coil loaded 12-foot 
whips. In general, the longer the radiator (in 
wavelengths), the greater the bandwidth, By 
arbitrarily restricting the physical length to 6 feet, 
or less, we obtain the following results: 


Resonant Bandwidth for 
Band Length Freq. SWR SWR=2.0 
10 meters  4feet 29.00 МН2 13  800kHz 
15 meters 4feet —21.30MHz 14 500 КН 
20meters бе 14.25 МН» 13 250kHz 
40 meters 6feet 7.25 MHz 1.5 100 КН» 
75meters 6feet 3.90 МН2 15 60 kHz 
In the 15-, 20- and 40-meter bands the 


bandwidths of the taperpitch designs are good 
enough to cover the entire phone portions of the 
bands. The bandwidths have been arbitrarily 
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= Fig. 10-14 — Dimensions 
LE 02750 
а" > 759^! for a 15-meter stepped- 
ю% wA ПИЗ pitch whip, wound with 
|, mu ў РЕН JW PITCH "Г, Y PITCH ‘SOLID No. 20 enenled wire, 


Remote Antenna Resonating 


10-15 — KIMET prunes a capacity hat for 
antenna resonance at the low end of the 160-meter 
band. The Webster Big-K antenna is first tuned for 
the high segment of the band. The capacity hat is 
clipped on when operation on the "low end" is 
desired, Fine adjustments can be made by 
increasing or decreasing the spacing between the 
two No. 10 wires. 


selected as that frequency spread at which the 
SWR becomes 2 on a 50-ohm line, although with 
most equipment SWR values up to 2.5 can be 
tolerated and loading accomplished with ease. 


Top-Loading Capacitance 


Because the coil resistance varies with the 
inductance of the loading coil, the resistance can 
be reduced, beneficially, by reducing the number 
of turns on the coil. This can be done by adding 
capacitance to that portion of the mobile antenna 
that is above the loading coil To achieve 
resonance, the inductance of the coil is reduced. 
proportionally. Capacity “hats,” as they are often 
called, can consist of a single stiff wire, two wires 
ог more, or a disk made up from several wires, like 
the spokes of a wheel. A solid metal disk can also 
be used. The larger the capacity hat, in terms of 
mass, the greater the capacitance. The greater the 
capacitance, the smaller the amount of inductance 
needed in the loading coil for a given resonant 
frequency. 

There are two schools of thought concerning 
the attributes of center-loading and base-loading. It 
has not been established that one system is 
superior to the other, especially in the lower part 
of the hf spectrum. For this reason both the base- 
and center-loading schemes are popular. Capacity- 
hat loading is applicable to either system. Since 
more inductance is required for center-loaded 
whips to make them resonant at a given frequency, 
capacity hats should be particularly useful in 
improving their efficiency. 


REMOTE ANTENNA RESONATING 


Fig. 10-17 shows circuits of two remote-control 
resonating systems for mobile antennas. As shown, 
they make use of surplus de motors driving a 
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Fig. 10-16 — A capac- 


No.10 0t itance "hat" can be 
ЊЕ | Capacity used to improve the 
wite performance of base- or 


center-loaded whips. A 
solid metal disk can be 
used in place of the 
skeleton disk shown 
here. 


шо 
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loading coil removed from a surplus ARC-5 
transmitter. A standard coil and motor may be 
used in either installation at increased expense. 

The control circuit shown in Fig. 10-17A is a 
three-wire system (the car frame is the fourth 
conductor) with a double-pole double-throw 
switch and a momentary (normally off) single-pole 
single-throw switch. 52 is the motor reversing 
switch, The motor runs so long as S1 is closed. 

The circuit shown in Fig. 10-17B uses a latching 
relay, in conjunction with microswitches, to 
reverse automatically. the motor when the roller 
reaches the end of the coil. S3 and S5 operate the 
relay, K1, which reverses the motor. 54 is the 


Fig, 10-17 — Circuit of the remote mobile-whip 
tuning systems. 
K1 — Орах latching relay. 


$1, S3, S4, 55 — 

normally open, 

52 — Пра! toggle. 

S6, S7 — Spst momentary-contact microswitch, 
normally open. 


Momentary-contact spst, 
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motor on-off switch. When the tuning coil roller 
reaches one end or the other of the coil, it closes 
S6 or S7, as the case may be, operating the relay 
and reversing the motor. 

The procedure in setting up the system is to 
prune the centerloading coil to resonate the 
antenna on the highest frequency used without the 
base-loading coil. Then, the base-loading coil is 
used to resonate at the lower frequencies. When 
the circuit shown in Fig. 10-17A is used for 
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control, 51 is used to start and stop the motor, and 
S2, set at the “up” or "down" position, will 
determine whether the resonant frequency is raised 
or lowered. In the circuit shown in Fig. 10-17B, S4 
is used to control the motor. S3 or 55 is 
momentarily closed (to activate the latching relay) 
for raising or lowering the resonant frequency. The 
broadcast antenna is used with a wavemeter to 
indicate resonance. (Originally described in QST, 
December 1953.) 


VHF MOBILE ANTENNAS 


‘The three most popular vhf mobile antennas are 
the so-called halo, the turnstile, and the 1/4-wave- 
length vertical. The same rules apply to the 
installation and use of these antennas as for 
antennas operated in the hf bands — mounted as 
high and in the clear as possible, and with good 
electrical connections throughout the system. 

The polarization chosen — vertical or horizontal 

will depend upon the application and the area of 
the USA where operation will take place, It is best 
to use whatever polarity is in vogue for your 
region, thus making the mobile signal compatible 
with those of other mobiles or fixed stations. 
Vertically polarized mobile antennas are more 
subject to pattern disturbance than horizontal 
types. That is to say, considerably more flutter will 
be inherent on the signal than with horizontal 
antennas. This is because such objects as trees and 
power poles, because of their vertical profile, tend 
to present a greater path obstacle to the vertical 
antenna. It is becoming common practice, 
however, to изе omnidirectional, vertically 
polarized vhf mobile antennas in connection with 
fm/repeater mobile service, even in areas where 
horizontal antennas are favored. 

Both the turnstile and halo antennas are 
horizontally polarized. The halo is physically small, 
but is less effective than a turnstile. It is a 
half-wavelength dipole bent into a circle, and 
because the ends are in close proximity to one 
another, some signal cancellation occurs. This 
renders the antenna less efficient than a straight 
center-fed dipole. Halos do not offer a perfectly 
circular radiation pattern, though this has been a 
popular belief. Tests indicate that there is definite 
directivity, though broad, when a halo is rotated 
360 degrees over a uniform plane surface. 


5/8-WAVELENGTH 220-MHz MOBILE 
ANTENNA 


This antenna was developed to fill the gap 
between a homemade 1/4-wavelength mobile an- 
tenna and a commercially made 5/8-wavelength 
model. There have been other antennas made using 
modified citizens band models. This still presents 
the problem of cost in acquiring the original 
antenna. The major cost in this setup is the whip 
portion. This can be any tempered rod that will 
not take a set easily. 


Fig. 10-19 — Schematic representation of the Big 
Wheel at B. Three one-wavelength elements are 
connected in parallel. The resulting low feed 
impedance is raised to 52 ohms with an inductive 
stub, Illustration A shows the bend details of one 
element for 144-MHz use. 


Construction 


The base insulator portion is constructed of 
1/2-inch Plexiglas rod. A few minutes work on a 
lathe was sufficient to shape and drill the rod. The 
bottom 1/2-inch of the rod is turned down to a 
diameter of 3/8-inch. This portion will now fit into 
a PL-259 uhf connector. A hole, 1/8-inch diameter, 
is drilled through the center of the rod. This hole 
will contain the wires that make the connections 
between the center conductor of the connector 
and the coil tap. The connection between the whip 
and the top of the coil is also run through this 
opening. A stud was force-fitted into the top of the 
Plexiglas rod. This allows the whip to be detached 
from the insulator portion. 

The coil should be initially wound on a form 
slightly smaller than the base insulator. When the 
coil is transferred to the Plexiglas rod it will keep 
its shape and will not readily move. After the tap 
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As can be seen in the photograph, the bottom end 
of the coil can be soldered directly to the 
connector. 


point has been determined, a longitudinal hole is 
drilled into the center of the rod. A No. 22 wire 
can then be inserted through the center of the 
insulator into the connector. This method is also 
used to attach the whip to the top of the coil. 
After the whip has been fully assembled a coating 
of epoxy cement was applied. This sealed the 
entire assembly and provided some additional 
strength. During a full winter's use, there was not 
any sign of cracking or mechanical failure. 


Adjustment 
Prior to final assembly of the whip antenna, the 
correct tap point should be determined. The 
correct point will produce the least reflected 
power. The whip length should be cut initially for 
the desired operating frequency. 


TWO-METER 5/8-WAVELENGTH 
VERTICAL 


Probably the most popular antenna used by the 
fm group is the 5/8-wavelength vertical. As stated 
previously, this antenna has some gain when 
compared to a dipole. The antenna can be used in 
either a fixed location with radials or in a mobile 


Fig. 1 — The new coil is tapped two turns from the 
base end. It may be necessary to file the coil ends 
so that the assembly will fit in the phenolic 
covering. 
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6-1/2 TURNS #12 ENAMEL COVERED 
WIRE. TAP AT 1-3/8 TURNS FROM 
BOTTOM. 


Fig. 10-20 — Diagram of 5/8-wavelength 220 MHz 
mobile antenna. 


installation, An inexpensive antenna of this type 
can be made from a modified CB whip. The 
antenna shown in Figs. 1 and 2 is a 5/8-wavelength, 
2-meter whip. 

There are a number of different types of CB 
mobile antennas available. This particular antenna 
to be modified consists of a clamp-on trunk 
mount, a base loading coil, and a 39-inch spring- 
mounted, stainless-steel whip. 

The modification consists of removing the 
loading-coil inductance, winding a new coil, and 
mounting a 3-30 pF trimmer in the bottom 
housing. The capacitor is used for obtaining a 
precise match in conjunction with the base coil 
tap. 
The first step is to remove the weatherproof 
phenolic covering from the coil. Remove the base 
housing and clamp the whip side of the antenna in 
a vise. Insert a knife blade between the edge of the 
whip base and the phenolic covering. Gently tap 
the knife edge with a hammer to force the housing 
away from the whip section. 

Next, remove the coil turns and wind a new coil 
using No. 12 wire, The new coil should have nine 
turns, equally spaced. The tap point is two turns 
up from the base (ground) end on the antenna as 


1 


Fig. 2 — Circuit diagram of the whip antenna. C1 is 
а 3- to 30-pF trimmer. 
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Fig. 10-22 — Details for building a halo antenna for 
6- or 2-meter use are shown at А. Other mechanical 
methods are possible, and the construction 
technique used will be up to the builder, The open 
end of the coax cable should be sealed against the 
weather. At B, a schematic representation of the 
halo, Dimension a is set for 1/2 wavelength at the 
operating frequency. The chart gives approximate 
dimensions in inches, and will serve as a guide in 
building a halo. 


modified. The trimmer capacitor is mounted on a 
terminal strip which is installed in the base 
housing. A hole must be drilled in the housing to 
allow access to the capacitor adjustment screw. 

Initially, the tap on the coil was tried at three 
turns from the bottom. The antenna was mounted 
on the car, an SWR indicator was inserted in the 
feed line, and СІ and the whip height were 
adjusted for a match. A match was obtained, but 
when the phenolic sleeve was placed over the coil, 
it was impossible to obtain an adjustment that 
proved a match, Apparently the dielectric material 
used in the coil cover has an effect on the coil. 
After some experimenting it was found that with 
the tap two turns up from the bottom, and with 
the cover over the coil, it was possible to get a 
good match with 50-ohm line. 

This antenna can be used in a fixed location by 
adding radials. The radials, three or four, should be 
slightly longer than 1/4-wave and should be 
attached to the base mounting section. 


THE QUARTER-WAVELENGTH VERTICAL 


Ideally, the vhf vertical antenna should be 
installed over a perfectly flat plane reflector to 


MOBILE PORTABLE/EMERGENCY 


assure uniform omnidirectional radiation. This 
suggests that the center of the automobile roof is 
the best place to mount it. Alternatively, the flat 
portion of the auto's rear trunk deck can be used, 
but will result in a directional pattern because of 
carbody obstruction. Fig. 10-23 illustrates at A 
and B how a Millen high-voltage connector can be 
used as a roof mount for a 144-MHz whip. The 
hole in the roof can be made over the dome light, 
thus providing accessability through the uphols- 
tery. RG-59/U and matching section L, Fig. 
10-23C, can be routed between the car roof and 
the ceiling upholstery and brought into the trunk 
compartment, or down to the dashboard of the 
car. Some operators install an SO-239-type coax 
connector on the roof for mounting the whip. The 
method is similar to that of drawing A. 


VHF HALO ANTENNAS 


The antenna of Fig. 10-22 can be built from 
aluminum tubing of medium tensile strength. The 
one-half-wavelength dipole is bent into a circle and 
fed with a gamma match. Capacitor с is shown as a 
fixed value, but a variable capacitor mounted in a 
weatherproof box will afford more precise 
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Fig. 10-23 — At A and B, an illustration of how а 
quarter-wavelength vertical antenna can be mount- 
ed on a car roof. The whip section should be 
soldered into the cap portion of the Millen 
connector, then screwed to the base socket. This 
handy arrangement permits removing the antenna 
when desired. Epoxy cement should be used at the 
two mounting screws to prevent moisture from 
entering the car. Diagrams C and D are discussed in 
the text. 


Mobile Power Su pplies 


Fig. 10-24 — Schematic diagram of the 6- or 
Z-meter antenna-matching circuit for use at the 
base of the quarter-wavelength vertical antenna. It 
can be housed in а Minibox and mounted 
permanently at the antenna base, inside or outside 
the car. If used outside, it should be sealed against 1 
dirt and moisture. 


adjustment of the SWR. Or, a variable capacitor 
can be used initially for obtaining а 1:1 match, 
then its value can be measured at that setting to 
determine the required value for fixed capacitor c. 
Fixed-value capacitor c should be a dipped silver 
mica. A 75-pF variable should be used for 6-meter 
antennas, and a 35-pF variable will suffice for 144 
MHz. 

The tubing of a can be flattened to provide a 
suitable mounting surface for attachment to the 
insulating block of Fig. 10-22А. Gamma rod b can 
be secured to the same block by flattening its end 
and bolting it in place with 4-40 brass hardware. 
The spacing at d can be varied during final 
adjustment to secure the lowest SWR. Better 
physical stability will result if а — high-dielectric 
insulator is connected across area d. Steatite 
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material is recommended if an insulator/stabilizer 
is used. 

If 75-ohm transmission line is used for the 
vertical, a quarter-wavelength matching trans- 
former, L, can be used to match the feed 
impedance of the whip — approximately 30 ohms 
— to that of the feed line. A section of 50-ohm 
coax inserted as shown provides a close match to 
the antenna. Coax fittings can be used at junction а 
to assure a flat line, and to provide mechanical 
flexibility. BNC connectors are ideal for use with 
small coax lines. Illustration D shows how a series 
capacitor can be used to tune the reactance out of 
the antenna when using 50-оћт feed line. For 
144-MHz use it should be 35 pF. A 75-pF variable 
will suffice for 6-meter antennas. An SWR bridge 
should be connected in the line while с is tuned for 
minimum reflected-power indication. 

А more precise method of matching the line to 
the antenna is shown in Fig. 10-24, This antenna 
coupler can match 50- or 75-ohm lines to any 
antenna impedance from 20 ohms to several 
hundred ohms. It should be installed af the base of 
the vertical, and with an SWR bridge in the line C1 
and C2 should be adjusted for the lowest SWR. 
possible. The tap near the ground end of L2 should. 
then be adjusted for the lowest SWR, readjusting 
C1 and C2 for minimum reflected power each time 
the tap is moved. A very compact tuner can be 
built by scaling down the coil dimensions 
appropriately. Trimmer capacitors can be used for 
СТ and C2 if power levels of less than 50 watts are 
used. 


MOBILE POWER SUPPLIES 


Most modern-day mobile installations utilize 
commercially-built equipment. This usually takes 
the form of a transceiver for ssb on the hf bands, 
and ssb or a-m for vhf operation, For fm operation 
in the vhf bands, most transceivers are surplus units 
which were originally used by commercial 
land-mobile services. Some home-built equipment 
is still being used, and it is highly recommended. 
that one consider building his own mobile 
installation for the technical experience and 
satisfaction such a project can afford. 

Many mobile transceivers contain their own 
power supplies for 6- and 12-volt dc operation. 
Some internal power supplies will also work off the 
117-V mains. Vibrator power supplies are quite 
popular for low and medium power levels, but 
solid-state supplies are more reliable and efficient. 
Dynamotors are still used by some operators, but 
are bulky, noisy, and inefficient. The latter 
imposes an extremely heavy drain on the car 
battery, and does not contribute to long-term 
mobile or emergency operation without having the 
engine running at fairly high rpm to maintain the 
charge level of the battery. 


Dynamotors 


А dynamotor differs from a motor generator in 
that it is a single unit having a double armature 


winding. One winding serves for the driving motor, 
while the output voltage is taken from the other. 
Dynamotors usually are operated from 6-, 12-, 28- 
or 32-volt storage batteries and deliver from 300 to 
1000 volts or more at various current ratings. 

Commutator noise is a common cause of poor 
reception when dynamotors are used. It can 
usually be cured by installing .002-МЕ mica bypass 
capacitors from the dynamotor brushes (high- 
voltage end of armature) to the frame of the unit, 
preferably inside the cover. The high-voltage 
output lead from the dynamotor should be filtered 
by placing a .01-ЏЕ capacitor in shunt with the line 
(а 1000-V disk), followed by a 2.5-mH rf choke (in 
series with the line) of adequate current rating for 
the transmitter or receiver being powered by the 
dynamotor. This network should be followed by a 
smoothing filter consisting of two 8-4F electrolytic 
capacitors and a 15- or 30-H choke having a low dc 
resistance. The commutator and its grooves, at 
both ends of the armature, should be kept clean to 
further minimize noise. Heavy, direct leads should 
be used for connecting the dynamotor to the 
storage battery. 


Vibrator Power Supplies 


The vibrator type of power supply consists of a. 
special step-up transformer combined with a 
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Fig. 10-25 — Basic types of vibrator power 
supplies. A — Nonsynchronous. 8 — Synchronous. 


vibrating interrupter (vibrator). When the unit is 
connected to a storage battery, plate power is 
obtained by passing current from the battery 
through the primary of the transformer. The 
circuit is made and reversed rapidly by the vibrator 
contacts, interrupting the current at regular 
intervals to give a changing magnetic field which 
induces a voltage in the secondary. The resulting 
square-wave dc pulses in the primary of the 
transformer cause an alternating voltage to be 
developed in the secondary. This high-voltage ac in 
turn is rectified, either by silicon diode rectifiers or 
by an additional synchronized pair of vibrator 
contacts, The rectified output is pulsating dc, 
which may be filtered by ordinary means. The 
smoothing filter can be а single-section affair, but 


the output capacitance should be fairly large — 16 


to 32 pF. 

Fig. 10-25 shows the two types of circuits. At 
А is shown the nonsynchronous type of vibrator. 
When the battery is disconnected the reed is 
midway between the two contacts, touching 
neither. On closing the battery circuit the magnet 
coil pulls the reed into contact with one contact 
point, causing current to flow through the lower 
half of the transformer primary winding. Simulta- 
neously, the magnet coil is short-circuited, 
de-energizing it, and the reed swings back. Inertia 
carries the reed into contact with the upper point, 
causing current to flow through the upper half of 
the transformer primary. The magnet coil again is 
energized, and the cycle repeats itself. 

The synchronous circuit of Fig. 10-25B is 
provided with an extra pair of contacts which 
rectifies the secondary dutput of the transformer, 
thus eliminating the need for a separate rectifier 
tube. The secondary center tap furnishes the 


+ positive output 


MOBILE PORTABLE/EMERGENCY 


terminal when the relative 
polarities of primary and secondary windings are 
correct. The proper connections may be deter- 
mined by experiment. 

The buffer capacitor, C2, across the secondary 
of T, absorbs spikes that occur on breaking the 
current, when the magnetic field collapses almost 
instantly and hence causes high voltages to be 
induced in the secondary. Without C2 excessive 
sparking occurs at the vibrator contacts, shortening 
the vibrator life. Resistor R1 is part of the buffer 
and serves as a fuse if C2 should short out, thus 
protecting the vibrator and transformer from 
damage. Values between 1000 and 5600 ohms, 1 
watt, are commonly used. Correct values for C2 lie 
between .005 and .03 МЕ, and for 220-350-V 
supplies the capacitor should be rated at 2000 V or 
better, dc. The exact capacitance is critical, and 
should be determined experimentally while observ- 
ing the output waveform on an oscilloscope for the 
least noise output. Alternatively, though not as 
effective a method, the capacitor can be selected 
for least sparking at the vibrator contacts. 

Vibrator-transformer units are available in a 
variety of power and voltage ratings. Representa- 
tive units vary from one delivering 125 to 200 volts 
at 100 mA to others that have a 400-volt output 
rating at 150 mA. Most units come supplied with 
"hash" filters, but not all of them have built-in 
ripple filters. The requirements for ripple filters are 
similar to those for ac supplies. The usual 
efficiency of vibrator packs is in the vicinity of 70 
percent, so a 300-volt 200-mA unit will draw 
approximately 15 amperes from a 6-volt storage 
battery. Special vibrator transformers are also 
available from transformer manufacturers so that 
the amateur may build his own supply if he so 
desires. These have dc output ratings varying from 
150 volts at 40 mA to 330 volts at 135 mA. 


“Назһ” Elimination 


Sparking at the vibrator contacts causes rf 
interference ("hash," which can be distinguished 
from hum by its harsh, sharper pitch) when used 
with a receiver, To minimize this, rf filters are 
incorporated, consisting of КРСТ and C1 in the 
battery circuit, and RFC2 with C3 in the de output 
circuit. 

Equally as important as the hash filter is 
thorough shielding of the power supply and its 
connecting leads, since even a small piece of wire 
ог metal will radiate enough rf to cause 
interference in a sensitive amateur receiver. 


TRANSISTORIZED POWER SUPPLIES 


Most present-day mobile equipment is powered 
by solid-state dc-to-de converters. They are 
somewhat similar to vibrator supplies in that they 
use power transistors to switch the primary voltage 
of the transformer. This technique eliminates 
sparking in the switching circuit, and offers greater 
reliability and efficiency. The switching transistors 
can be made to oscillate, by means of a feedback 
winding on the transformer, and by application of 
forward bias on the bases of the switching 
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transistors. The switching rate can be set for any 
frequency between 50 Hz and several thousand Hz 
and depends to a great extent upon the 
inductance of the transformer windings. The 
switching waveform is a square wave. Therefore, 
the supply is capable of causing a buzzing sound in 
transmitter or receiver output in much the same 
fashion as with a vibrator supply. КЕ filtering 
should be employed as a corrective measure. At 
higher switching rates the buzz becomes a whine 
which sounds like that from a dynamotor. 
High-frequency switching rates are preferred for 
dcio-dc converters because smaller transformer 
cores can be used, and because less output filtering 
is required. The efficiency of a well-designed 
solid-state power suuply is on the order of 80 
percent, an improvement over the usual 60 to 70 
percent of vibrator supplies, or the miserable 30 to 
40 percent of dynamotors. 

А typical transistorized supply is shown in Fig. 
10-26. The supply voltage is fed into the emitter 
circuit of 01-02. A resistive divider is used to 
obtain forward bias for the transistors through 
base-feedback-winding 1. The primary switching 
takes place between the emitter and collector of 
each transistor. Q1 and Q2 are connected in 
push-pull and conduct on alternate half cycles. As 
each transistor is driven into conduction it 
saturates, thus forming a closed contact in that leg 
of the circuit. The induced voltage is stepped up by 
T, and high-voltage appears across winding 3. Zener 
diodes СКІ and CR2 protect Q1 and Q2 from 
voltage spikes. They should be rated at a voltage 
slightly lower than the Vce of the transistors. 
Diodes CR3 through CR6 form a bridge rectifier to 
provide dc output from winding 3. Some supplies 
operate at a switching rate of 2000 to 3000 Hz. It 
is possible to operate such units without using 
output rectifiers, but good filtering is needed to 
remove the ripple from the dc output. 


Transistor Selection 


The switching transistors should be able to 
handle the primary current of the transformer. 
Since the feedback will diminish as the secondary 
load is increased, the beta of the transistors, plus 
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Fig. 10-26 — Typical dc-to-dc converter. Ratings 
for CR3-CR6, and the 100-ЏЕ filter capacitor can 
be selected from data in the power-supply chapter. 


the design of the feedback circuit, must be 
sufficient to sustain oscillation under fulldoad 
conditions. During no-load conditions, the feed- 
back voltage will reach its highest peak at the bases 
of Q1 and Q2. Therefore, the transistors must be 
rated for whatever base-emitter reverse voltage that 
occurs during the cutoff period. Since the 
transistors must be able to handle whatever peak 
voltage occurs during the switching process, it is 
wise to stay on the safe side. Choose transistors 
that have a Усео rating of three or four times the 
supply voltage, keeping in mind that fully charged 
automobile batteries can deliver as much as 14 
volts. Heat sinks should be used on Q1 and Q2 to 
prevent damage from excessive heating. The larger 
the heat sink, the better. Under fulldoad 
conditions the transistors should only be slightly 
warm to the touch. If fhey are running hot, this 
will indicate inadequate heat sinking, too great a 
secondary load, or too much feedback. Use only 
enough feedback to sustain oscillation under full 
loading, and to assure rapid starting under the same 
conditions, 


MOBILE POWER SUPPLY FOR TRANSCEIVERS 


Transceivers, such as the Неаїһ SB-102, and the 
Drake TR- require a separate power supply when 
operated from 12-volts dc. Additionally, linear 
amplifiers can be run from a separate dc supply to 
allow increased power operation from relatively 
low-power transceivers. The unit described here, 
when operated from 12-volts dc, will deliver 
approximately 900-volts dc at 300 mA, 250-volts 
dc at 200 mA, negative 150-volts dc at 40 mA, and 
an adjustable bias voltage from 10 to 150 volts of 
dc. 


The Circuit 


A common-emitter configuration is used with 
diodes to provide a return path for the feedback 


winding, as shown in Fig. 10-28. Assuming that Q2 
conducts first, the base is driven negative by the 
feedback winding (connections 6 and 7 on T1). 
CRIS then conducts, thereby protecting the base 
of 01. СКЛА is back-biased to an open circuit 
when Q2 is conducting. When ТІ saturates 
producing a square wave, the voltage at pins 6 and 
7 of T1 reverses turning on Q1. When Q2 conducts, 
current flows through the primary of T2 in опе 
direction and as Ql conducts, current flows 
through the primary of T2 in the other direction. 
This reversal of current in the primary of T2 
provides an alternating square-wave voltage which 
is stepped up by the secondary winding. Full-wave 
rectification with current limiting is used with each 
secondary winding. 
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Fig. 10-27 — The heat sinks are mounted on ап 
aluminum panel. When installing a power supply of 
this type, be sure to keep the heat sink fins in a 
vertical position to provide best air circulation. All 
of the filter capacitors are mounted in a row across 
the front of the chassis. RFC1 is located next to 
the transformer. Two sockets are mounted on the 
chassis side wall to accept an interconnecting cable 
from the transceiver, To the left of these sockets is 
the bias voltage adjustment control, R3. This 
model of the power supply was built by W8HS and 
assistance was given by W8DDO, W9IW4 (of Delco 
Radio Corp.), and Jim Osborne (of Osborne 


Transformer Со.). 
2 
259 


TO ON-OFF 

SWITCH 
Fig. 10-28 — Circuit diagram of the mobile power 
supply. Polarized capacitors are electrolytic, others 
are paper or mica. Resistances are in ohms. 
Component designations not listed below are for 
text reference. 


CR1-CR13, incl. — 1000-PRV, 1.5-A silicon diode 
(Mallory MR 2.5 A or equiv, 

CR14, CR15 — 50-PRV, 3-A silicon diode (G.E. 
АТБЕ 


15F). 
CR16, CR17 — 18-volt, 1-watt, Zener diode 
(Motorola 1N4746). 
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The supply oscillates at about 1000 Hz and 
audible noise is low. The main power to the supply 
is applied through КІВ. КТА can be connected in 
parallel with the filament supply in the transceiver. 

Hash filtering is provided by КЕСТ and its 
associated bypass capacitors in the primary lead. 
Transient suppression is assured by CR13, CR16 
and CR17. Bleeder resistors are used on cach 
supply leg to provide a constant minimum load for 
the circuit, The supply can be operated without 
being connected to its load without fear of 
damaging the diodes or transistors, although this is 
not considered good practice. Input and output 
connectors for interconnection to the battery and 
the transceiver can be selected to meet the needs of 
the particular installation, 


Construction 


This circuit requires that the transistors be 
insulated from the heat sink, Suitable insulators are 
included with the devices.Silicone grease should be 
used to help conduct the heat away from the 
transistors. 

No attempt has been made to make the supply 
small, It is built on a 12 X 6 X 3-inch chassis which 
allows plenty of room for the heavy conductors. 
The capacitors are mounted in a row along one side 


CRI-CRA 


K1 — Spst contactor relay, 60-A, 12-volt dc coil 
(Potter and Brumfield МВЗО) 

Q1, Q2 — Delco 2N1523 tra tor (substitutions 
not recommended). Delco insulator kits (No. 
7274633) are required. The heat sinks are 
Delco part No. 7281366. 

R3 — 100,000-ohm, 3-watt, linear-taper control. 

RFC1 — 20 turns, No. 10 enam. wire on a 1/4-inch 
dowel. 

T1 — Feedback transformer, 1000-Hz (Osborne 
6784), 


T2 — Hipersil transformer, 1000-Hz (Osborne 
21555). 


Amateur Radio Afloat 


of the chassis. The heat sinks, shown in the 
photograph, are mounted on а 1/8-inch-thick 
aluminum back plate. 

The leads from the battery to the relay, and 
from the relay to the transistors and ТІ, should be 
No. 6 or No. 8 conductors. All ground leads should 
be connected to one point on the chassis. The 
wiring layout is uncritical and no other special 
precautions are necessary. 
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Operation. 

The power supply should be mounted as close 
to the battery terminals as possible to minimize 
voltage drop. If the supply is trunk mounted, 
1/4-inch conductors should be used to connect it 
to the battery. A 300-volt tap is available on the 
secondary of T2. If the transciever requires more 
than 250 volts for proper operation, this tap can be 
used. 


AMATEUR RADIO AFLOAT 


Many amateurs like to combine two hobbies 
. . radio and boating. While operating an amateur 
station from a boat is similar to other forms of 
portable operation, there are a few important 
differences. For one thing, equipment must be 
protected from occasional contact with salt water. 
Even in large boats with suitable cabins, it always 
seems an "accident" of some sort manages to 
occur. Someone handles a piece of equipment with 
wet hands or a hand-held transceiver is operated in 
an area of the boat subject to spray and spume. 
The combination of salt, air and time then do a job 
that experienced boaters might cquate to the 
action of the most corrosive acid. 

Since portable equipment is.the most likely to 
encounter such hazards, protecting this kind of 
gear with a plastic bag is one measure that can be 
taken as shown in the photograph. Insert the 
transceiver into a suitable bag and securely tie the 
top opening around the whip antenna. Usually, the 
controls can still be manipulated with only minor 
inconvenience. While the method isn't waterproof, 
it does provide adequate protection for most 
purposes. 

Low-voltage connectors, especially those 
subject to the weather, may benefit from a liberal 
coating of marine lube both inside and on the 
threads. (The same method is also useful for the 
sockets in trailer lights.) When possible, coaxial 


Small inverters such as this one produce a square- 
wave output and electronic equipment may have to 
be modified accordingly. 


Low-cost insurance is provided by weatherproofing 
portable gear in plastic bags. Be sure to remove bag 
when taken ashore and discard bags at first sign of 
wear. 


cable should be looped so that a small section is 
above the connection to the antenna. This will 
prevent water from running down inside the cable 
jacket after a period of time. 

De-to-ac inverters can be built and are available 
commercially, including a model that comes in kit 
form. However, the output of such inverters is 
usually a square wave. As a consequence, some 
noise or buzz may occur in electronic equipment 
and additional filtering may be required. Also, even 
though the.rms voltage from a square-wave inverter 
is rated at the same value as an ordinary residential 
service, the peak values are different. The peak 
voltage from a square wave is equal to the rms 
value while the peak voltage of a sine wave is 1.707 
times the rms value. Since the output of most 
power supplies lies between the rms and peak 
value, a lower dc output voltage may occur when 
an inverter is used. 

Mobile-like antennas such as whips are fre- 
quently employed at hf and the question arises of a 


Unless you intend to go "First Class," as in this 
U.S. Navy patrol craft, be prepared for some tough 
technical problems (WB2VYU//MMR2 operates his 
SB-102 into a 28-foot whip and his “shack” would 
be the envy of many boaters). 


ground return for the rf currents. In the case of a 
metal boat, or an antenna with a high feed-point 
impedance (such as a half-wavelength vertical 
whip), the problem is simple and either a connec- 
tion to the metal boat or a short conductor 
immersed in the water should suffice. A piece of 
metal sheet fastened to the bottom might be a 
suitable substitute for low-impedance types such as 
quarter-wavelength whips. If the sheet is large 
enough, paint and other coatings shouldn’t cause ill 
effects since the capacitance between the plate and 
the water may be sufficient to provide adequate 
coupling. 


Bands to Use 


In most cases, excursions are limited to a few 
miles offshore and vhf operation should prove 
sufficient in regards to activity and range. Since 
many boaters tend to favor a certain area, a check 
on the local repeater situation might be in order if 
continued operation in one region is the rule. On 
the other hand, bands such as 10 meters are ideal if 
activity is sufficient. Getting antennas of electrical 
length such that efficiency is not a problem is 
relatively easy and “local” propagation on this 
band is excellent especially over salt water. Ranges 
are extended by a considerable margin over propa- 
gation distances on land. The lack of atmospheric 
noise and QRM means low power should prove 
effective. 

Offshore cruising is ordinarily limited to larger 
craft, and the hf range from 40 meters might be 
considered for this type of work. If 117 V ac, 60 
Hz, is available, fixed-station operation can be 
employed. Diesel engines have no ignition system 
in the normal sense and electrical noise should not 
be a problem. However, if an auxiliary gasoline 
generator is to supply the power, adequate noise- 
suppression measures should be taken. 

If the power source consists of some other type 
than 117 V ac, 60 Hz, one might as well be 
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resigned to the fact conversion problems may be 
practically insurmountable. Rotary converters are 
large, heavy, expensive and inefficient, Solid-state 
models are good for only low-power applications 
and ones suitable for high-power work are apt to 
be hard to obtain. In addition, if operation from 
lead-acid storage batteries is contemplated, another 
difficulty exists. While such cells are useful in 
delivering large amounts of current for short 
periods of time, the voltage drop becomes severe 
with moderate loads over longer periods. This is 
because bubbles tend to form on the plates and 
temporarily increase the internal resistance of the 
cell. As a consequence, inverters and other solid- 
state equipment do not function as efficiently 
since such gear is usually designed for a nominal 
voltage of 13.8. Unfortunately, there are no easy 
solutions to this particular problem and plans in 
such matters as purchasing equipment should be 
made accordingly. 


Other Uses of Radio 


Even if amateur operation from a small boat is 
not contemplated, there are other applications of 
radio that might be of interest. In many areas, 
continuous broadcast of weather is sent out over 
special fm stations on approximately 162.4 MHz. 
Receivers that cover this range could be built but 
they are also readily available commercially at low 
cost. The Coast Guard maintains a system of 
radio-direction-finding stations in the If range. 
Location and frequency of these stations are 
contained in charts and in lists published by the 
government. While such equipment is usually 
unnecessary for inshore excursions, having RDF 
equipment is handy for offshore trips. However, 
noise difficulties with gasoline engines are apt to be 
а problem unless adequate suppression is 
employed. Since RDF gear is usually battery 
powered, the engine can be shut off while readings 
are taken. 
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Fig. 10-32 — A band-switched field-strength meter 
for tuning up the hf-band mobile antenna. It 
should be assembled in a metal box. In use, it 
should be placed several feet from the antenna 
under test. C1 is tuned for a peak meter reading at 
the operating frequency. It can be detuned for 
varying the sensitivity. 


A Direct-Conversion Kilogram 


A BAND-SWITCHING FIELD-STRENGTH 
METER 


The circuit of Fig. 10-32 can be used for tuning 
the mobile antenna system to resonance. It covers 
a range from 1.8 to 30 MHz. A single toroidal 
inductor is used in the tuned circuit. The coil is 
tapped to provide band switching by means of S1. 
Cl is tuned for a peak meter reading at the 
transmitter's output frequency. The unit should be 
housed in a metal utility box. A banana jack can be 
used for attaching the short whip antenna. 

An Amidon Associates E-core, Мо, T-68-2, is 
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wound with 50 tums of No. 26 enamel wire. It is 
tapped 10 turns from ground for 15- and 10-meter 
use, 18 turns from ground for 20 meters, and 36 
turns above ground for 40 meters. The entire 50 
turns are used for 80 and 160 meters. $2 adds a 
330-рЕ capacitor for 160-meter operation. S1 can 
be a single wafer, single-pole, 5-position rotary 
switch of phenolic or ceramic insulation. 52 can be 
а spst slide switch. Cl is a Hammarlund HF-100 
capacitor, or equivalent. (Amidon cores can be 
obtained from Amidon Associates, 12033 Otsego 
St., N. Hollywood, СА 91607.) 


A DIRECT-CONVERSION KILOGRAM 


FOR 20 AND 40 METERS 


When portability, low current drain, and sim- 
plicity are required in a receiver, it is hard to beat 
the technique of direct conversion, The unit 
described here covers the cw portion of both 20 
and 40 meters. As total power consumption is on 
the order of 0.6 watt, battery operation is practi- 
cal, Packaged in an aluminum box only 6 x 7 x 3 
inches (HWD), the receiver weighs in at about one 
kilogram (2.2 pounds) and fits easily inside а 
suitcase, The receiver is designed to be compatible 
with the low-power solid-state transmitter des- 
cribed in Chapter 6. 

Circuit Overview 

This approach to direct conversion uses an FET 
as a fixed-tuned rf amplifier, switchable between 
20 and 40 meters, An IC transistor array serves as 
the heart of a band-switched local oscillator. A 
differential amplifier IC functions as a product 
detector. The audio channel uses an FET to 
establish а low noise figure, followed by а high-gain 


wide-band IC amplifier, Audio selectivity is a- 
chieved through the use of a two-stage active filter, 
A signal strength indication is obtained through the 
use of an audio-derived S-meter circuit. 


Circuit Description 


Q1 operates as a grounded-gate rf amplifier. СІ, 
а front-panel mounted broadcast type variable 
capacitor, peaks the input of the stage for 40- or 
20-meter reception, The output of the stage is 
tuned to 20 meters by L3-C3. One pole of 51 
switches additional capacitance in parallel with C3 
for 40-meter operation, L4 couples rf energy to the 
input of the product detector, U1. Local-oscillator 
injection is applied to pin 2 of UI, the base of the 
internal constant-current source transistor, The 
local oscillator is built around a CA3046 IC 
transistor array, and is identical to the VFO used in 
the companion transmitter described in Chapter 6. 

The CA3046 contains three independent NPN 


~a со  OId3HOV8} 3714 ОПУ ЗАШ2У-28. "A 
t--|- 

снон\нтэз | 

зни н. 


ut 


"— 
p e 


16 E 
72—15 Уз 
sandy v БЕ 


339 
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at 14 MHz. One transistor is 


In this application, one transistor is used in a 


silicon transistors plus one differentially connected 
Colpitts VFO circuit operating at 7 MHz, one 


transistor pair, and is available in a 14 pin dual 
inline package. The RCA CA3045 is directly 
interchangeable with the CA3046, and they are 
available surplus very inexpensively. The ICs have 


identical pin connections and electrical character- 
transistor is used as a phase splitter, and the 


that the CA3046 is packaged in a ceramic case, 
differential pair is used as a push-push doubler to 
unused. The 7-MHz output is taken from the 
emitter of the phase splitter, The devices in the 


istics, and the only difference between the two is 
while the CA3045 is packaged in a plastic case. 


produce output 
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Fig. 2 — Inside view of the receiver. Most of the 
components are mounted on a 4- X 6-inch printed- 
Circuit board. The rf amplifier and product de- 
tector components are grouped together at the 
upper left corner of the board, while the audio 
channel occupies the left foreground. The VFO 
main-tuning capacitor, C24, is centered in the 
cabinet, and is positioned directly over the VFO. 
The S-meter amplifier circuitry is visible at the 
right. 


CA3046 have a rated Ер of 550 MHz. R30, R37, 
and R45 are used to prevent vhf parasitic oscilla- 
tions from occurring. S1B may be used to select 
either 40- or 20-meter output from the local 
oscillator, and SIC applies 12 volts dc to the 
frequency doubler portion of the oscillator for 
20-meter operation. With the component values 
shown, the receiver covers 7.0 to 7.15 MHz and 
14.0 to 14.3 MHz. A miniature interstage trans- 
former, Tl, is used to couple the output of the 
product detector to the audio channel. Q2 func- 
tions as a moderate-gain, low-noise audio preampli- 
fier, which is followed by the integrated high-gain 
amplifier U3, Q3 has been included to allow for 
muting of the receiver during transmitting periods 
by the application of 12 volts de to R19 (in series 
with the base of Q3) by means of a contact on the 
transmitter’s Т-К relay. This biases Q3 into con- 
duction and effectively breaks the circuit path 
between Q2 and U3. A miniature pot is used at 
R45, which serves as the af gain control, The 
setting of R45 determines the input level to 
U4A-U4B. A small part of the output of U3 (taken 
off before the af gain control) is used to drive the 
S-meter circuitry, Audio selectivity for the receiver 
is provided by two cascaded active filter sections 
consisting of a dual 741 op amp, U4A-U4B, plus 
associated passive components. With the values 
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shown in the schematic each individual filter 
section will have a peak response at 840 Hz and a 
bandwidth of 375 Hz (measured at 6 dB below 
peak response), When two sections are cascaded, a 
narrower filter with a bandwidth of 200 Hz results. 
It is advantageous to match the peak frequency 
response of each filter section closely by hand 
picking component values' to achieve optimum 
filter performance. Provision is made for using 
either a broad or a narrow response by using S2 to 
switch the headphones to either the output of U4A 
or U4B, respectively. The active filter drives a pair 
of high-impedance headphones directly. Provision 
for monitoring the transmitter sidetone is included 
by introducing the tone into the audio channel 
beyond the muting transistor, Q3. The audio- 
derived S-meter circuit uses a single-stage audio 
filter, followed by a meter amplifier. The filter is 
similar to one section of the audio channel filter 
and is necessary to assure that the meter indication 
is a function of the signal being monitored and not 
the result of extraneous signals at the output of 
U3. Thus, the S-meter reading does not vary with 
the setting of the af gain control, and does not 
operate while the sidetone is being monitored, The 
output of the S-meter filter drives a three-section 
integrated-circuit amplifier, U6. The rectified am- 
plifier output drives а 100 micorampere full-scale 
meter for the signal strength indication. Pc 
mounted pots are used at R52 and R60 for S-meter 
adjustment (sensitivity and zero). 


Construction 


Construction of the receiver is greatly simpli- 
fied by the use of an etched printed-circuit board 
for mounting most of the parts. A template is 
available from ARRL for 50 cents and an sa.s.e. 
The entire receiver fits on a 4- x 6-inch board. If 
no S-meter is desired, it is a simple matter to adjust 
the layout to fit on a 4- x 4-1/2-inch board leaving 
out US, 06, and their associated components. А 

‘Components plus a circuit board for the audio 


filter may be obtained from MFJ Enterprises, P.O. 
Box 494, Mississippi State, MS 39762 


Fig. З — Front view of the direct-conversion 
receiver. The cabinet is homemade from two 
U-shaped pieces of .040-inch thick sheet alumi- 
num. The front panel is painted battleship gray, 
and white "press-on"' labels mark the function of 
the controls. 


А Direct-Conversion Kilogram 

photo-etch process was used to produce the orig- 
inal board although it may be duplicated by other 
methods as long as sufficient care is taken in the 
vicinity of the IC pins and other high-density areas 
of the pattern to avoid the appearance of un- 
wanted foil bridges, The prototype receiver was 
built on double-sided G-10 glass epoxy board, 
1/16-inch thick. The circuit pattern is etched on 
the bottom of the board while the top is left as a 
continuous ground plane broken only where com- 
ponent leads project through the board. The 
ground plane is an aid to stability and interstage 
isolation, An easy technique for removing the 
ground plane around the component leads (after 
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the bottom of the board has been drilled) is to use 
а large diameter drill (1/4-inch is satisfactory) and 
make a shallow hole in the top side of the board at 
every lead location, This may be done by hand, or 
very carefully with a drill press. The prototype 
receiver board was silver plated before component 
assembly, a step which while not required, makes 
soldering easier, and improves the appearance of 
the final product. Part of the key to building a 
compact receiver is the use of parts which are 
physically small. The use of small 50-volt disk 
ceramic capacitors can go a long way toward 
increasing packing density. Using miniature low- 
voltage electrolytic capacitors, toroidal inductors, 


Fig. 4 — Parts placement and board layout for the receiver. R34, C8 and C26 are mounted on the foil side. 
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and 1/4-watt instead of 1/2-watt resistors where 
applicable will make construction much easier for 
the builder of portable equipment. 

The placement of the front- and rear-panel- 
mounted parts is determined as much by symmetry 
as by the criterion of short leads, In the author's 
receiver, the S-meter, controls for af and rf gain, 
the band switch, input trimmer capacitor, selectiv- 
ity switch, and the main tuning knob are located 
on the front panel. The rear panel includes banana 
jacks for the 12-volt dc input, phono jacks for 
sidetone and muting inputs from the transmitter, 
and a phone jack for headphones. For operating 
convenience, ап 80-239 coax receptacle and a 
female phono jack wired in parallel were used as 
antenna connectors, The VFO tuning capacitor, 
C24, is mounted on an aluminum bracket from the 
front panel to achieve mechanical stability. The 
capacitor drive is a modified imported vernier dial. 
The original escutcheon, calibrated 0-100, was 
replaced with a homemade plastic dial. Fifty- and 
25-kHz markers on the dial are made with thin 
black tape of the type usually used for printed- 
circuit artwork. The homemade U-shaped cabinet 
is spray painted with battleship gray enamel and 
white pressure-sensitive labels were added to iden- 
tify the controls. The top cover is painted flat 
black. Professional-looking front-panel knobs com- 
plete the mechanical assembly. 
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Initial Adjustment 


The local oscillator should be checked first for 
proper operation on 40 meters, With C24 almost 
fully meshed, LS may be adjusted with а non- 
metallic tool to set the output frequency to 7.000 
MHz. A drop of melted wax will be sufficient to 
hold the slug in place. The frequency doubler 
portion of the local oscillator should be checked 
with an oscilloscope. L6 may be adjusted to 
provide the cleanest 14-MHz waveform. A signal 
generator and an oscilloscope may be used to 
verify that the audio channel is functioning. 
Assuming that parts tolerances were adhered to 
closely, the audio filter width and center frequency 
in both the broad and narrow positions should be 
comparable to the results mentioned above, With 
the aid of a signal generator or a weak on-the-air 
signal, the front-end response should be peaked 
first on 20 meters by adjusting C1 and C3, and 
then on 40 meters by adjusting C1 and C4, In 
actual operation, C1 is a front-panel control, and is 
tuned to the frequency band of interest. After C3 
and С4 are set, it should not be necessary to repeak 
them. If the product detector is working correctly 
it should be possible to hook a pair of headphones 
to Ј or J2 and make these adjustments by ear. 
The S-meter zero and sensitivity controls can be 
adjusted according to operator preference. 


THE MINI-MISER'S DREAM RECEIVER 


А receiver that featured good performance with 
а modest outlay of building time and components 
appeared in the Forty-Fifth Edition of The Radio 
Amateur's Handbook. The original design was that 
of Byron Goodman, WIDX, and incorporated 
vacuum tubes in the construction. 

This updated version by Doug DeMaw, WICER, 
utilizes the same principle of going directly into a 
mixer in the front end which is followed by a 
simple crystal filter. Solid-state construction is 
used throughout the design and audio output is 
sufficient to drive a small speaker. This receiver 
should fill the need for a simple, compact unit 
where low current drain is also a requirement. 


Circuit Description 


There are some departures from the WIDX 
design, mainly to minimize cost and package size. 


The major compromise was the elimination of age 
and multiband coverage. There is ample room 
inside the cabinet of this receiver to accommodate 
one or two small converters for reception of bands 
other than 40 meters. This main frame is designed 
for 7- to 7.175-MHz coverage. 

Fig. 1 shows an IC being used as the receiver 
front end — a CA3028A which is configured as a 
balanced mixer. The input tuned circuit, Т1, is 
designed to match a 50-оћт antenna to the 
2000-ohm base-to-base impedance of the mixer IC. 
The transformer is broadbanded in nature (300 
kHz at the 3-dB points), and has a loaded Q of 23. 
This eliminates the need for a front-panel peaking 
control — a cost-cutting aid to simplicity. 

The output tuned circuit, L1, isa bifilar-wound 
toroid which is tuned approximately to resonance 
by means of a mica trimmer, C2, The actual setting 
of C2 will depend upon the degree of i-f selectivity 
desired, and typically the point of resonance will 
not be exactly at 3300.5, the i-f center frequency. 

Goodman used а half-lattice filter (two crystals) 
in his design, but this requires two crystals which 
are related properly in addition to a BFO crystal. 
For this reason, an older circuit was employed — a 
single crystal filter with a phasing capacitor, C3. 
The latter approach provides reasonably good 
single-signal reception (at least 30 dB rejection of 
the unwanted response), and assures much better 
performance than is possible with simpler direct- 
conversion receivers. i 

A single if amplifier, U2, is used to provide up 
to 40 dB of gain. R1 serves as a manual i-f gain 


Construction Notes 


control, and will completely cut off the signal 
output when set for minimum if gain, No audio 
gain control is used. T2 is designed, to transform 
the 8000-ohm collector-to-collector impedance of 
U2 down to 500 ohms, and has a bandwidth of 
100 kHz. The loaded Q is 33. 

A two-diode product detector converts the ЊЕ 
energy to audio. BFO injection voltage is obtained 
by means of a crystal-controlled oscillator, Q2. 
RFC2 and the I-pF bypass capacitor filter the rf, 
keeping it out of the audio line to U3, 

Audio-output IC U3 contains a preamplifier 
and “power-output system, It will deliver approx- 
imately 300 mW of af energy into an 8-ohm load. 
RFCS is used to prevent rf oscillations from 
occurring and being radiated to the front end and 
if system of the receiver. The 0.l-uF bypass at 
RECS also helps prevent oscillations. 

А three-terminal voltage regulator, МЕТ, sup- 
plies the required operating voltage to U3. It also 
provides regulated voltage for the VFO and buffer 
stages of the local oscillator (Q2 and Q3). The 
latter consists of a stable series-tuned Clapp VFO 
and an emitter-follower buffer stage, A single- 
section pi network is placed between the emitter of 
Q3 and the injection terminal of Ul. It has a 
loaded Q of 1, and serves as a filter for the VFO 
output energy. It is designed for a bilateral 
impedance of approximately 500 ohms, The re- 
commended injection-voltage level for a CA3028A 
mixer is 1,5 rms, Good performance will result 
with as little as 0.5 volt rms, A 1-volt level is 
available with the circuit shown in Fig. 1. 

А red LED is used at 051 as an on-off 
indicator. Since it serves mainly as “window 
dressing,” it need not be included in the circuit, 


Construction Notes 


Front panel, rear panel, side brackets, and 
chassis are made from double-sided circuit-board 
material. The chassis is an etched circuit board, the 
pattern for which is given in Fig. 2. There is no 
reason why the top and bottom covers for the 
receiver can not be made of the same material by 
soldering six pieces of pc board together to form 
two U-shaped covers. 

Тһе local oscillator is housed in a compartment 
made from pc-board sections, It measures (HWD) 
1-3/8 X 1-5/8 X 2-3/4 inches. A 1/4-inch high рс- 
board fence of the same width and depth is soldered 
to the bottom side of the pc board (opposite the top 
partition) to attenuate rf energy from entering or 
leaving the local oscillator section of the receiver. 
Employment of the top and bottom shields stiffens 
the main pe board, and that helps prevent mechan- 
ical instability of the oscillator, which can result 
from stress on the main assembly. 

Silver plating has been applied to the main pe 
board, and to the front and rear panels. This was 
done to enhance the appearance and discourage 
tarnishing of the copper. It is not a necessary step 
in building the receiver. The front panel has been 
sprayed with green paint, then baked for 30 
minutes by means of a heat lamp. A coarse grade 
of sandpaper was used to abrade the front panel 
before application of the paint. The technique will 


Interior view of the receiver. The front end is at 
the lower right. The leads of U1 are bent to align 
with an 8-pin dual-in-line IC socket. The rim of the 
speaker is tack-soldered to the pc-board side wall at 
two points. The 20-meter converter mounts on the 
rear wall inside the receiver (upper left corner). 


prevent the paint from coming off easily when the 
panel is bumped or scratched. Green Dymo tape 
labels are used to identify the panel controls. 

There is ample room inside the cabinet, along 
the rear inner panel surface, to install a small 
crystal-controlled converter for some other hf 
band. A switch, 51, is located on the front panel to 
accommodate a planned 20-meter converter. A 
suitable circuit is given in Fig. 3. 

All of the toroidal inductors are coated several 
times with Q dope after they are installed in the 
circuit, The VFO coil is treated in a like manner. 
The polystyrene VFO capacitors should be ce- 
mented to the pc board after a circuit is tested. 
This will help prevent mechanical instability. 
Hobby cement or epoxy glue is OK for the job. 
Use only a drop or two of cement at each capacitor 
— just enough to affix it to the pe board. 


Alignment and Operation 


The VFO should be aligned first. This can be 
done by attaching a frequency counter to pin 2 of 
Ul. Coverage should be from 3699.5 to 3874.5 
kHz for reception from 7.0 to 7.175 MHz. Actual 
coverage may be more or less than the spread 
indicated, depending on the absolute values of the 
VFO capacitors and stray circuit inductance and 
capacitance. Greater coverage can be had by using 
а larger capacitance value at C5, the main tuning 
control. Those individuals interested only in 
phone-band coverage can align the VFO accord- 
ingly and change Y2 to 3400.8 kHz. 

Final tweaking is effected by attaching an 
antenna and peaking C1, C2 and C4 for maximum 
signal response at 7085 kHz. To obtain the 
selectivity characteristics desired (within the ca- 


— Schematic diagram of the 40-meter 

Fixed-value capacitors are chip or disk 

c unless noted otherwise. Capacitors with 

polarity marked are electrolytic. S.M. indicates 

silver mica, and P is for polystyrene. Fixed-value 

resistors are 1/4- or 1/2-W composition, 

C1, C2, C4 — 170- to 600-pF mica trimmer (Arco 
4213). 

СЗ — 10-pF subminiature trimmer. Ceramic or 
pc-mount air variable suitable. 

C5 — Miniature air variable, 30 pF maximum 
(Millen 25030E or similar). 

CR1-CR3, incl. — High-speed silicon switching 
diode. 


PRODUCT 
DETECTOR 
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J1, Ј3 — Single-hole-mount phono jack. 

12 — Closed-circuit phone jack. 

L1 — Toroidal bifilar-wound inductor. L = 5.8 ИН. 
8 turns No. 28 enam., bifilar wound on Amidon 
FT-37-61 ferrite core. Note polarity marks. 

L2 — Slug-tuned inductor (see text), 11 ИН 
nominal. J. W. Miller 42A105CBI or equiv. Qy 
= 125. 

L3 — Toroidal inductor, 17 HH, 19 turns No. 26 
enam. wire on Amidon FT-50-61 ferrite core. 

R1 — 10,000-ohm miniature composition control, 
linear taper. 

ВЕСТ, RFC2 — Miniature 1-mH rf choke (Millen 
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330-0Н rf choke 

СБ — Miniature rf choke, 33 МН (Millen 
302-33 or equiv.). 

51 — Miniature dpdt toggle. 

T1 — Toroidal transformer. Primary has 2 turns 
No. 24 enam. wire. Secondary has 14 turns No. 
24 enam. wire on Amidon T-50-2 core. 


345 


Secondary has 3 turns No. 26 enam. wire. 
Primary winding has center tap. 

U1 — АСА IC. Bend pins to fit 8-pin dual-in-line IC 
socket. 

U2, U3 — Motorola IC. 

МАТ — Three-terminal 8-volt regulator IC (Na- 
tional Semiconductor). 

Y1, Y2 — Surplus crystal in HC-6/U case ог 

International Crystal Co. type GP with 32-pF 

load capacitance. 


Fig. 2 — Foil-side scale pattern of the рс 
board. Circuit board is double-sided glass- 
epoxy material. Ground-plane copper 

should be removed directly opposite 02 

and related components (oscillator) for an 
area of 1-1/2 X 1-1/2 inches. Remove copper 
in similar manner on ground-plane side of 
board opposite L1, C3 and Y1 (1 X 1-1/4 
inch area). Removal of foil will prevent un- 
wanted capacitive effects in those critical 
parts of the circuit. Ground-plane side of 
board should be electrically common to the 
ground foils on opposite side of board at 
several points. 
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Fig. 3 — Schematic diagram of the 20-meter 

converter. Fixed-value capacitors are disk ceramic 

unless noted otherwise. Resistors are 1/4- or 1/2-W 

composition. Rough pc template and layout avail- 

able for 264 and ап s.a.s.e. 

C6, C7 — 40-pF subminiature ceramic trimmer. 

J4 '— Single-hole-mount phono jack on rear panel 
of main receiver, 

L4 — Toroidal inductor. 12 turns No. 26 enam. 
wire on Amidon FT-37-61 соге. L = 8 ИН, 

L5 — Toroidal inductor, 24 turns No. 26 enam, 


pability of the circuit), adjust C2 and C3 exper- 
imentally. C2 will provide the major effect. C3 
should be set for minimum response on the 
unwanted side of zero beat. A fairly strong signal 
will be needed to hear the unwanted response. 

For reception of lower sideband, it will be 
necessary to use a different BFO frequency — 
3400.5 kHz. The crystal indicated in Fig. 1 was 
used because it was the only one available at the 
time of construction. Those wishing to shift the 
BFO frequency a few hundred Hz can place a 
trimmer in series with Y2 rather than use the 
100-pF capacitor shown. 

Because there is no арс in this receiver, the i-f gain 
should be set low, for comfortable listening. Too 
much gain will cause the audio circuit to be over- 
driven, and distortion will result. To prevent ear- 
splitting signal levels, one can installa pair of 1 N34A 
diodes (back to back) across the output jack, J2. 


Bitsand Pieces 


‘The photograph shows some fancy looking com- 
ponents on the circuit board. Tantalum capacitors 
are seen where electrolytics are indicated on the 
diagram. Either type will work nicely. Tantalums 
were found at a flea market for 10 cents each, so 
they were used. Similarly, the 0,1-иЕ capacitors used 
are the high-class kind (Aerovox CKOSBX), which 
sell for roughly 70 cents each. Mylar or disk ceramic 
0.1-yF units will be fine as substitutes. 

The polystyrene capacitors were obtained from 
Radio Shack in an assortment pack. New units are. 
made by Centralab, and they sell for less than 20 
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wire on Amidon T-50-6 core. L = 2.4 ИН. 
Q4 — RCA transistor. 
Q5 — Motorola transistor, MPF102, 2N4416, or 


HEP 802. 

T3 — Toroidal transformer, 10:1 turns ratio. 
1.85 ИН. Pri. has 2 turns No. 26 enam. wire. 
Sec. contains 21 turns No. 26 enam. wire on 
Amidon Т-50-6 core. 

УЗ — 21.175-MHz fundamental crystal in HC-18/U 
case (International Crystal Co. type GP with 
32-pF load capacitance). 


cents each in single lots. Since they are more stable 
than silver micas, they are recommended for the 
VFO circuit. 

All of the toroid cores were purchased by mail 
from Amidon Associates. A J. W. Miller 42-series coil 
is used in the VFO, butany slug-tuned ceramic form 
can be used if it has good high-frequency core mate- 
rial. The unloaded Q of the inductor should be at 
least 150 at 3.5 MHz. L2 in this design has 3/8-inch 
diameter body. The winding area is 5/8 inch long. 

The metal cases of both crystals should be 
connected to ground by means of short lengths of 
wire. This will prevent unwanted radiation from 
the BFO crystal, and will help keep the filter 
crystal from picking up stray energy. A metal cover 
should be placed on the VFO compartment for 
reasons of isolation. 

James Millen encapsulated rf chokes are used in 
the receiver. Any subminiature choke of the approx- 
imate inductance indicated will be suitable and it 
need not be encapsulated. The VFO tuning capacitor 
is also a Millen part. Ample room exists between the 
VFO box and the front panel to allow making the 
box longer. That will permit use of a larger variable 
capacitor. A double-bearing capacitor is recom- 
mended for best mechanical stability of the VFO. 

The if system and BFO can be tailored to 
frequencies other than those indicated. The VFO, 
mixer, and if amplifier tuned circuits will have to 
be altered accordingly, if crystals of other fre- 
quencies in the 2- (о 3-MHz range are chosen. 

Performance of this receiver is quite good. A 
0.1-ШУ signal from a generator is plainly audible. 
No hum or distortion is heard in the output of the 


A Solid State Receiver 


receiver at normal listening levels. VFO drift is 45 
Hz from a cold start to stabilization, and strong 
signals do not pull the oscillator. 

Extremely strong local signals (1000 uV ог 
greater) will cause desensitization of the receiver 
when they appear off frequency from where the 
operator is listening. Under ordinary conditions 
this will not be a problem. At some sacrifice in 
noise figure and sensitivity, those living in areas 
where other amateurs are nearby can modify ТІ to 
aid the situation. C1 should remain across all of the 
ТІ secondary, and a 2200-ohm resistor should be 
connected across СІ. Pins 1 and 5 of 01 should be 
connected to two turns each side of the center tap 
of the secondary. This will require cutting the pc 
board elements to divorce pins 1 and 5 from Cl. 
This design trade-off is quite acceptable at 40 
meters, as the atmospheric noise level will mask the 
reduction in receiver noise performance. With the 
circuit change there was no desensing evident 
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below approximately 8000 4V. 

‘Age could be used in this receiver by applying the 
audio-derived "hang" type used by Goodman in his 
Handbook design. If the feature was adopted, agc 
voltage would be applied to pin 5 of U2 and the 
manual gain control would be eliminated. In such а 
case, it would be necessary to add an af gain control 
between the product detector and U3. It should be 
remembered that minimum gain results when 13 
volts are applied to pin S of U2. The lower the 
voltage at that point, the greater the gain. 

This Mini Miser’s Dream may be just what 
you've been wanting for that next camping trip. 
Since it measures only 2-5/8 X 4-3/4 X 5 inches, it 
should fit easily into a rucksack, along with a 
battery pack (maximum current is 120 mA). Or, 
maybe you're trying to get that code speed peaked 
for a higher license class. If so, this little fella might 
be the right size for the night stand by the bed — 
assuming the XYL doesn’t object! 


A SOLID STATE RECEIVER FOR PORTABLE USE 


This design is based on the series Learning to 
Work With Semiconductors in April through Sep- 
tember QST, 1974, The model shown here uses 
printed-circuit construction and slight alteration of 
components in the rf and mixer stages, Converters 
for the higher bands are also featured, 


Circuitry 

Toroids are used at the inputs of both the rf 
and mixer stages of the main receiver. Alignment 
and tracking problems are eliminated by winding 
an equal number of turns on L2 and L3 and using a 
dual capacitor (variable) with the same maximum 
capacitance in each section, The Miller unit speci- 
fied here has sections of 170 pF and 365 pF. Plates 
must be removed from the 365 pF section to bring 
it down to 170 pF. Actually any dual capacitor 
above 100 pF will suffice as long as cach section 
has approximately the same value, Be sure leads to 
СТА and CIB are kept short and at right angles to 
each other to prevent unwanted coupling. If 
instability becomes a problem, the gain of Q1 
should be reduced by lowering the bias voltage on 
gate 2, 

In the original design, a single-gate FET was 
used for the mixer, Unfortunately, pulling of the 
VFO on strong signals was experienced. A dual- 
gate MOSFET is used here; isolation between gates 
land2is 40 dB. 

The output of the mixer is fed to a Miller 
crystal filter/i-f transformer, At the cost of reduced 
selectivity, the yellow core i-f transformer used for 
the BFO circuit could be directly substituted. 

The VFO should tune from 3950 kHz to 4455 
kHz which corresponds to a receive frequency of 
3500 kHz to 4000 kHz with an i-f of 455 kHz. To 
assure undistorted output from the VFO, the dc 
collector voltage should be one half of the supply 
voltage (6 volts) Some adjustment of the 8200- 
ohm resistor at the base of Q4 may be required. 

The BFO circuit was selected because it lends 
itself to an inexpensive ЕЁ transformer for the 
tuning coil, Be sure to wire the coil as shown here 


(exactly the opposite as done in the QST version), 
otherwise the windings will be out of phase and the 
unit will not oscillate, The coupling capacitor in 
the output of the BFO should not be larger than 
68 pF. In some cases this value may have to be 
reduced to provide stable operation. 

The audio amplifier is capable of a voltage gain 
of 100 which should easily drive a high-impedance 
headset, The 100-yF capacitor and 100-ohm re- 
sistor in the B* line form a decoupling network to 
prevent audio feedback to the detector (motor- 
boating and howl). 


Converter Section 


The converter circuit for covering the higher 
amateur bands is simple yet effective, The oscil- 
lator coil (L5) should be adjusted to the frequency . 
specified in the Table (listening for the note on a 
general-coverage receiver) The input and output 
coils are adjusted for maximum gain on a signal 
heard at the middle of the band. On 40 meters 
receiver tuning is backwards, On the dial, 7 MHz 
will read 4 MHz and 7.5 MHz will read 3.5 MHz. 
The other bands will tune normally (the lower end 
is at 3,5 MHz). 
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Construction 


Five circuit boards are used allowing the builder 
to test each one separately if desired, This method 
also permits the builder to easily modify or redo a 
portion of the circuit, The VFO board is enclosed 
on all four sides by soldering рс material to its 
edges. The entire assembly is then fastened to the 
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Top view of the basic receiver. The power supply is 
shown at the lower right. One of the converter 
boards is mounted at the top left. 


main chassis with spade bolts, The tuning dial 
consists of an inexpensive vernier drive with the 
9-100 faceplate removed, It is replaced by a plastic 
dial which has 25-kHz increments. 


Alignment and Use 


Fully mesh the VFO capacitor plates and tune 
14 until a note is heard at 3950 kHz on another 
receiver, This sets the VFO 455 kHz above the 
receiver tuned frequency, Then connect an antenna 
and tune the f and BFO coils for maximum noise 
in the headphones, Do likewise with the audio bias 
adjustment, Tune in a signal and peak the pre- 
selector control on the front panel. The ВЕО coil 
in conjunction with the main tuning dial should be 
set for best reception of ssb or cw signals, The rf 


attenuator control should be used to reduce the 
receiver gain to prevent distortion and overloading 
by very strong signals, 


Converter Coil and Capacitor Table 
14 с2 сз 


220 РЕ 


Вапа LI L2 Cl 


13.2 иН-16.5 uH. 
Miller 46А155 СРС 


40 Meters 7 turns over 12 


20 Meters 3 turns over L2 6,1 иН-7.5 uH 


Miller 46A686CPC 
15 Meters 3 turns over L2 3.5 иН-4.27 uH 
Miller 46A396CPC 


25pF 2.42 иН-2.96 uH 


15pF 2.42 иН-2.96 uH 


10pF 1.42 H-1.58 uH 


Oscillator 
Frequency 
150 pF 11 MHz 
Miller 46A276CPC 
220 pF 


150pF 10.5 MHz 


Miller 46A276CPC 
100 pF 


100pF 7.5 MHz 


Miller 464156СРС 


A TRANSMATCH FOR ОВР RIGS 


This equipment permits matching low-power 
(five watts) transmitters to a wide range of 
impedances encountered when using random- 
length, single-wire antennas of the type common to 
portable and emergency operation. The unit will 
also match the transmitter to any coax line 
regardless of the mismatch reflected from the 
antenna to the feed end of the line. 


Exterior view of the QRP Transmatch. The cabinet 
is homemade from solid sheet and perforated 
aluminum stock, The two controls at the far left 
are 365-pF variables, as is the one at the lower left 
of the Simpson meter. At the upper left of the 
meter is the variable-inductance control. Directly 
under the meter is the meter-sensitivity potentiom- 
eter. The bridge function switch is visible at the 
upper right of the panel. Kurz-Kasch aluminum 
knobs are used on the controls, 


Construction 


The use of separate capacitors at C1 and C2, 
Fig. 1, requires slightly more manipulation during 
tune-up than would be the case with ganged 
capacitors, but once ball-park settings are found 


A ORP Rig Transmatch 


„Interior view of the Transmatch. The three variable 
capacitors are grouped at the right. Note that two 
of them are mounted on insulating board. Just to 
the right of the meter one can see the inductance 
switch on which three toroids and one air-wound 
coil are mounted, The resistance bridge and func- 
tion switch are located at the far left of the chassis. 


for each operating band it is a simple matter to log 
them for future use, C2 and C3 must be mounted 
so that their rotor and stator sections are above 
chassis ground. This is accomplished easily by 
assembling them on a small piece of phenolic 
insulating board and using insulating shaft couplers 
(Allied Electronics No. 920-0120). 

Three small toroidal inductors and one air- 
wound coil comprise the variable-inductor leg of 
the circuit, 11-14, inclusive, and S2. With the 
constants specified for the circuit of Fig. 1 the 
tuner will give good performance from 80 through 
10 meters, S2 is a low-cost imported component, 

МІ can be any l-mA instrument. A Simpson 
No. 2121 is shown in the photos, but may be a 
trifle too dear in terms of cost for those wishing to 
do the job at minimum investment, Many imported 
meters (Radio Shack No. 22-018 for one) can be 
purchased at a fraction of the cost common to 
high-quality American made instruments, 

Sl, in the unit pictured, is a double-pole, 
four-position, two-section ceramic wafer switch of 
the subminiature species, A piece of double-clad pe 


351 


board is visible between the wafer sections, It was 
added to function as an rf shield between the two 
sections of S1, thereby helping to isolate the input 
and output ports of the resistance bridge, Any 
shorting-type double-pole, three-position switch 
should be suitable, ceramic or phenolic insulation, 
S1 and S2 are the shorting variety, thus preventing 
momentary no-load conditions from being seen by 
the transmitter, The package dimensions are 7-1/2 
х 2-3/4 x 2-3/4 inches (18 x 6-1/2 x 6-1/2 cm). A 
cover was made from a section of surplus per- 
forated-aluminum stock. Solid aluminum stock 
would be just as good. In fact, the entire enclosure 
could be constructed from galvanized furnace 
ducting, often available in scrap sizes from furnace 
repair shops, Rf shielding is not imperative when 
building housings for Transmatches, 


EXCEPT AS INDICATED, DECIMAL {31 POSITIONS, 
м CEU 
IN. MICROFARADS ( pF) ; OTHERS. 3-OPERATE 


ARE IN PICOFARADS (pF OR уу; 
RESISTANCES ARE IN OHMS; 
к 000 „м-! 000 000 


Fig. 1 — Schematic diagram ‘of the Transmatch. 

Fixed-value capacitors are desk ceramic, Fixed- 

value resistors are composition types. 

C1-C3, incl. — Miniature 365-pF variable (Archer/ 
Radio Shack No. 272-1341 or equiv.). 

CR1 — High-speed silicon diode, 1N914 or equiv. 

Ji, J2 — Phono connector, single-hole chassis 
mount, 

ЭЗ, ЈА — 50-239 style coax connector. 

L1 — 15 turns No. 24 enam. wire, close-wound on 
1/4-inch ID form. Remove form after winding. 

L2 — 28 turns No. 24 enam. wire on Amidon 
Т-50-6 toroid core, Tap 7 turns from each end. 

L3 — 27 turns No. 24 enam. wire on Amidon 
T-50-2 toroid core. Tap at 5, 10 and 15 turns 
from L2 end. 


L4 — 26 turns No. 24 enam. wire оп Amidon 
T-68-2 toroid core. Tap at 6, 12 and 18 turns 
from L3 епа, 

М1 — 0- to 1-mA dc meter, 1-1/2 inches square. 
See text. 

В1-ВЗ, incl. — 51-ohm, 2-watt, 5-percent tol- 
erance, 

R4 — Miniature 10,000-ohm control, audio or 
linear taper suitable. 

51 — Two-pole, three-position, shorting-type 
rotary wafer switch. See text. 

S2 — Single-pole, 12-position, rotary wafer switch, 
shorting type (Radio Shack No. 277-1385 or 
Calectro No. E-2-162). 


CHAPTER 11 


Code Transmission 


Keying a transmitter properly involves much 
more than merely turning it on and off with a fast 
manually operated switch (the key). If the output 
is permitted to go from zero to full instantaneously 
(zero “rise” time), side frequencies, or key clicks, 
will be generated for many kilohertz either side of 
the transmitter frequency, at the instant the key is 
closed. Similarly, if the output drops from full to 
zero instantaneously (zero “decay” time), side 
frequencies will be generated at the instant of 
opening the key. The amplitude of the side-fre- 
quency energy decreases with the frequency sepa- 
ration from the transmitter frequency. To avoid 
key clicks and thus to comply with the FCC 
regulations covering spurious radiations, the trans- 
mitter output must be "shaped" to provide finite 
rise and decay times for the envelope. The longer 
the rise and decay times, the less will be the 
side-frequency energy and extent. 

Since the FCC regulations require that 
«... the frequency of the emitted wave shall be 
as constant as the state of the art permits,” there 
should be no appreciable change in the transmitter 
frequency while energy is being radiated. A slow 
change in frequency is called a frequency drift; it is 
usually the result of thermal effects on the 
oscillator. A fast frequency change, observable 
during each dit or dah of the transmission, is called 
a chirp. Chirp is usually caused by a nonconstant 
load on the oscillator or by de voltage changes on 
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Fig. 11-1 — Typical oscilloscope displays of a code 
transmitter. The rectangular-shaped dots or dashes 
(A) have serious key clicks extending many kHz 
either side of the transmitter frequency. Using 
proper shaping circuits increases the rise and decay 
times to give.signals with the envelope form of B. 
This signal would have practically no key clicks. 
Carrying the shaping process too far, as in C, 
results in a signal that is too “soft” and is not quite 
as easy to copy as В. 

Oscilloscope displays of this type are obtained 
by coupling the transmitter rf to the vertical plates 
and using a slow sweep speed synchronized to the 
dot speed of an automatic key. 


the oscillator during the keying cycle. Chirp may 
ог may not be accompanied by drift. 

If the transmitter output is not reduced to zero 
when the key is up, a backwave (sometimes called 
a “spacing wave”) will be radiated. A backwave is 
objectionable to the receiving operator if it is 
readily apparent; it makes the signal slightly harder 
to copy. However, а slight backwave, 40 dB or 
more below the key-down signal, will be discern- 
ible only when the signal-to-noise ratio is quite 
high. Some operators listening in the shack to their 
own signals and hearing a backwave think that the 
backwave can be heard on the air. It isn’t necessar- 
ily so, and the best way to check is with an 
amateur a mile or so away. If he doesn’t find the 
backwave objectionable on the 59+ signal, you can 
be sure that it won't be when the signal is weaker. 

When any circuit carrying de or ac is clased or 
opened, the small or large spark (depending upon 
the voltage and current) generates rf during the 
instant of make or break. This rf click covers a 
frequency range of many megahertz. When а 
transmitter is keyed, the spark at the key (and 
relay, if one is used) causes a click in the receiver. 
This click has no effect on the transmitted signal. 
Since it occurs at the same time that a click (if 
any) appears on the transmitter output, it must be 
eliminated if one is to listen critically to his own 
signal within the shack. A small rf filter is required. 
at the contacts of the key (and relay); typical 
circuits and values are shown in Fig. 11-2. To 
check the effectiveness of the rf filter, listen on a 
band lower in frequency than the one the transmit- 
ter is tuned to, with a short receiving antenna and 
the receiver gain backed off. 


What Transmitter Stage To Key 


A satisfactory code signal, free from chirp and 
key clicks, can be amplified by a linear amplifier 
without affecting the keying characteristics in any 
way. If, however, the satisfactory signal is ampli- 
fied by one or more nonlinear stages (e.g., a Class С 
multiplier or amplifier), the signal envelope will be 
modified. The rise and decay times will be decreas- 
ed, possibly introducing significant key clicks that 
were not present on the signal before amplifica- 
tion. It is possible to compensate for the effect by 
using longer-than-normal rise and decay times in 
the excitation and letting the amplifier(s) modify 
the signal to an acceptable one. 

Many two-, three- and even four-stage VFO- 
controlled transmitters are incapable of chirp-free 
output-amplifier keying because keying the output 
stage has an effect on the oscillator frequency and 
"pulls" it. Keying the amplifier presents a variable 
load to its driver stage, which in turn is felt as a 
variable load on the previous stage, and so on back 
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Transmitter Keying 


To Key Jack or 
Keyed Stage 


А © 


To Key Jack or 
Keyed Stage 


Grounded Side 


RFC, 
B C 


Fig. 11-2 — Typical filter circuits to apply at the 
key (and relay, if used) to minimize rf clicks. The 
simplest circuit (A) is a small capacitor mounted at 
the key. If this proves insufficient, an rf choke can 
be added to the ungrounded lead (B). The value of 
СТ is .001 to .01 МЕ; ВЕСТ can be 0.5 to 2.5 mH, 
with а current-carrying ability sufficient for the 
current in the keyed circuit. In difficult cases 
another small capacitor may be required on the 
other side of the rf choke, In all cases the rf filter 
should be mounted right at the key or relay 
terminals; sometimes the filter can be concealed 
under the key. When cathode or center-tap keying 
is used, the resistance of the rf choke or chokes 
will add cathode bias to the keyed stage, and in 
this case a high-current low-resistance choke may 
be required, or compensating reduction of the 
опачеак bias (if it is used) may be needed. 
Shielded wire or coaxial cable makes a good keying 
lead. 

A visible spark on “make” can often Бе reduced 
by the addition of a small (10 to 100 ohms) 
resistor in series with C1 (inserted at point "x"). 
Too high a value of resistance reduces the arc-sup- 
pressing effect on “break.” 


to the oscillator. Chances of pulling are especially 
high when the oscillator is on the same frequency 
аз the keyed output stage, but frequency multipli- 
cation is no guarantee against pulling. Another 
source of reaction is the variation in oscillator 
supply voltage under keying conditions, but this 
can usually be handled by stabilizing the oscillator 
supply with a VR tube. If the objective is a 
completely chirp-free transmitter, the first step is 
io make sure that keying the amplifier stage (or 
stages) has no effect on the frequency. This can Ье 
checked by listening on the oscillator frequency 
while the amplifier stage is keyed. Listen for chirp 
on either side of zero beat, to eliminate the 
possibility of a chirpy receiver (caused by line- 
voltage changes or BFO pulling). 

An amplifier can be keyed by any method that 
reduces the output to zero. Neutralized stages can 
be keyed in the cathode circuit, although where 
powers over 50 or 75 watts аге involved it is often 
desirable to use a keying relay or vacuum tube 
keyer, to minimize the chances for electrical shock. 
Tube keying drops the supply voltages and adds 
cathode bias, points to be considered where maxi- 
mum output is required. Blocked-grid keying is 
applicable to many neutralized stages, but it 
presents problems in high-powered amplifiers and 
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requires a source of negative voltage. Output stages 
that aren't neutralized, such as many of the 
tetrodes and pentodes in widespread use, will 
usually leak a little and show some backwave 
regardless of how they are keyed. In a case like this 
it may be necessary to key two stages to eliminate 
backwave. They can be keyed in the cathodes, with 
blocked-grid keying, or in the screens. When screen 
keying is used, it is not always sufficient to reduce 
the screen voltage to zero; it may have to be taken 
to some negative value to bring the key-up plate 
current to zero, unless fixed negative control-grid 
bias is used. It should be apparent that where two 
stages are keyed, keying the earlier stage must have 
no effect on the oscillator frequency if completely 
chirp-free output is the goal. 


Fig. 11-3 — The basic cathode (A) and center-tap 
(8) keying circuits, In either case C1 is the rf 
return to ground, shunted by a larger capacitor, 
C2, for shaping, Voltage ratings at least equal to 
the cutoff voltage of the tube are required. T1 is 
the normal filament transformer, C1 and C3 can be 
about .01 pF. 

The shaping of the signal is controlled by the 
values of R2 and C2. Increased capacitance at C2 
will make the signal softer on break; increased 
resistance at R2 will make the signal softer on 
make. 

Values at C2 will range from 0.5 to 10 ЏЕ, 
depending upon the tube type and operating 
conditions, The value of R2 will also vary with 
tube type and conditions, and may range from a 
few to one hundred ohms. When tetrodes or 
pentodes are keyed in this manner, a smaller value 
can sometimes be used at C2 if the screen-voltage 
supply is fixed and not obtained from the plate 
supply through a dropping resistor. If the resistor 
decreases the output (by adding too much cathode 
bias) the value of R1 should bo reduced. 

Oscillators keyed in the cathode can't be 
softened on break indefinitely by increasing the 
value of C2 because the grid-circuit time constant 
enters into the action, 
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LAE: 
BLOCKING VOLTAGE A 


Fig.11-4 — The basic circuit for blocked-grid 
keying is shown at A. R1 is the normal grid leak, 
and the blocking voltage must be at least several 
times the normal grid bias. The click on make can 
be reduced by making C1 larger, and the click on 
break can be reduced by making R2 larger. Usually 
the value of R2 will be 5 to 20 times the resistance 
of R1. The power supply current requirement 
depends upon the value of R2, since closing the 
key circuit places R2 across the blocking voltage 
supply. 

An allied circuit is the vacuum-tube keyer of В, 
The tube V1 is connected in the cathode circuit of 
the stage to be keyed. The values of C1, R1 and R2 
determine the keying envelope in the same way 
that they do for blocked-grid keying. Values to 
start with might be 0.47 megohm for R1, 4.7 
megohms for R2 and .0047 МЕ for C1. 

The blocking voltage supply must deliver sev- 
eral hundred volts, but the current drain is very 
low. A 6Y6 or other low plate-resistance tube is 
suitable for V1. To increase the current-carrying 
&bility of a tube keyer, several tubes can be 
connected in parallel. 

A vacuum-tube keyer adds cathode bias and 
drops the supply voltages to the keyed stage and 
will. reduce the output of the stage. In oscillator 
keying it may be impossible to use a VT keyer 
without changing the oscillator dc grid return from 
ground to cathode. 


Shaping of the keying is obtained in several 
ways. Vacuum-tube keyers, blocked-grid and cath- 
ode-keyed systems get suitable shaping with proper 
choice of resistor and capacitor values, while 
screen-grid keying can be shaped by using induc- 
tors or resistors and capacitors. Sample circuits are 
shown in Figs. 11-3, 11-4, and 11-5, together with 
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Fig. 11-5 — When the driver-stage plate voltage is 
roughly the same as the screen voltage of a tetrode 
final amplifier, combined screen and driver keying 
is an excellent system. The envelope shaping is 
determined by the values of L1, C4, and R3, 
although the rf bypass capacitors C1, C2 and C3 
also have a slight effect. R1 serves as an excitation 
control for the final amplifier, by controlling the 
screen voltage of the driver stage. If a triode driver 
is used, its plate voltage can be varied for excitation 
control. 

The inductor L1 will not be too critical, and 
the secondary of a spare filament transformer can 
be used И a low-inductance choke is not available. 
The values of C4 and R3 will depend upon the 
inductance and the voltage and current levels, but 
good starting values are 0.1 ШЕ and 50 ohms. 

To minimize the possibility of electrical shock, 
it is recommended that a keying relay be used in 
this circuit, since both sides of the circuit are 
"hot." As in any transmitter, the signal will be 
chirp-free only if keying the driver stage has no 
effect on the oscillator frequency. (The Sigma 
41FZ-35-ACS-SIL 6-volt ac relay is well-suited for 
keying applications.) — V 
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instructions for their adjustment. There is no 
"best" adjustment, since this is a matter of 
personal preference and what you want your signal 
to sound like, Most operators seem to like the 
make to be heavier than the break. All of the 
circuits shown here are capable of a wide range of 
adjustment. 

ТЕ the negative supply in a grid-block keyed 
stage fails, the tube will draw excessive key-up 
current. To protect against tube damage in this 
eventuality, an overload relay can be used or, more 
simply, a fast-acting fuse can be included in the 
cathode circuit. 


OSCILLATOR KEYING 


One may wonder why oscillator keying hasn't 
‘been mentioned earlier, since it is widely used. A 
sad fact of life is that excellent oscillator keying 15 
infinitely more difficult to obtain than is excellent 
amplifier keying. If the objective is no detectable 
chirp, it is probably impossible to obtain with 
oscillator keying, particularly on the higher fre- 
quencies. The reasons are simple. Any keyed-oscil- 
lator transmitter requires shaping at the oscillator, 
which involves changing the operating conditions 
of the oscillator over a significant period of time. 


The output of the oscillator doesn’t rise to full 
value immediately so the drive on the following 
stage is changing, which in turn may reflect a 
variable load on the oscillator. No oscillator has 
been devised that has no change in frequency over 
its entire operating voltage range and with a 
changing load. Furthermore, the shaping of the 
keyed-oscillator envelope usually has to be exagger- 
ated, because the following stages will tend to 
sharpen up the keying and introduce clicks unless 
they are operated as linear amplifiers. 


Oscillator Keying 
osc. 


Fig. 11-6 — Simple differential-keying circuit for a 
crystal-controlled oscillator and power-amplifier 
transmitter. 

Most simple crystal-controlled transmitters, 
commercial or home-built, return the oscillator 
grid-leak resistor, R1, to chassis, and "cathode 
keying" is used on the oscillator and amplifier. 
stages. By returning the oscillator grid leak to the 
cathode, as shown here, negative power-supply-lead 
keying is used on the oscillator. A good crystal 
oscillator will operate with only 5 to 10 volts 
applied to it. 

Using the above circuit, the signal is controlled 
by the shaping circuit, C4-R3, Increasing the value 
of R3 will make the signal "softer" on make; 
increasing the capacitance of C4 will make the 
signal softer on make and break. The oscillator will 
continue to operate after the amplifier has cut off, 
until the charge in СА falls below the minimum. 
operating voltage for the oscillator. 

The .01-ШЕ capacitor and 47-ohm resistor re- 
duce the spark at the key contacts and minimize 
"key clicks” heard in the receiver and other nearby 
receivers. They do not control the key clicks 
associated with the signal miles away; these clicks 
are reduced by increasing the values of R3 and C4. 

Since the oscillator may hold in between dots 
апа dashes, a back wave may be present if the 
amplifier stage is not neutralized. 

C1, C2 — Normal oscillator capacitors. 

C3 — Amplifier rf cathode bypass copacitor. 

Са — Shaping capacitor, typically 1 to 10 ДЕ, 250 
volts, electrolytic 

R1 — Oscillator grid leak; return to cathode instead 
of chassis ground. 

R2 — Normal amplifier grid leak; no change. 

R3 — Typically 47 to 100 ohms. 

ВЕСТ, RFC2 — As in transmitter, no change. 


Break-in Keying 

The usual argument for oscillator keying is that 
it permits break-in operation (see subsequent sec- 
tions, also Chapter 23). If break-in operation is not 
contemplated and as near perfect keying as pos- 
sible is the objective, then keying an amplifier or 
two by the methods outlined earlier is the solution. 
For operating convenience, an automatic transmit- 
ier "turneronner" (see Campbell QST Aug., 
1956), which will turn on the power supplies and 
switch antenna relays and receiver muting devices, 
can be used. The station switches over to the 
complete "transmit" condition where the first dot 
is sent, and it holds in for a length of time 
dependent upon the setting of the delay. It is 
equivalent to voice-operated phone of the type 
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commonly used by ssb stations. It does not permit 
hearing the other station whenever the key is up, as 
does full break-in, 

Full break-in with excellent keying is not easy 
to come by, but it is easier than many amateurs 
think. Many use oscillator keying and put up with 
а second-best signal. 


Differential Keying 


The principle behind “differential” keying is to 
turn the oscillator on fast before a keyed amplifier 
stage can pass any signal and turn off the oscillator 
fast after the keyed amplifier stage has cut off. A 
number of circuits have been devised for accomp- 
lishing the action. The simplest, which should be 
applied only to a transmitter using а voltage-stable 
(crystal-controlled) oscillator is shown in Fig. 11-6. 
Many “simple” and kitted Novice transmitters can 
be modified to use this system, which approaches 
the performance of the "turner-onner" mentioned 
above insofar as the transmitter performance is 
concerned. With separate transmitting and те- 
ceiving antennas, the performance is comparable, 

A simple differential-keying circuit that can be 
applied to any grid-block keyed amplifier or 
tube-keyed stage by the addition of a triode and a 
VR tube is shown in Fig. 11-7, Using this keying 
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AMPLIFIER OR TUBE KEVER 


Fig. 11-7 — When satisfactory blocked-grid or tube 
keying of an amplifier stage has been obtained, this 
VR-tube break-in circuit can be applied to the 
transmitter to furnish differential keying, The 
constants shown here are suitable for blocked-grid 
keying of a 6146 amplifier; with a tube keyer the 
6J5 and VR tube circuitry would be the same. 

With the key up, sufficient current flows 
through R3 to give a voltage that will cut off the 
oscillator tube. When the key is closed, the cathode 
voltage of the 6J5 becomes close to ground 
potential, extinguishing the VR tube and permit- 
ting the oscillator to operate. Too much shunt 
capacity on the leads to the VR tube and too large 
а value of grid capacitance in the oscillator may 
slow down this action, and best performance will 
be obtained when the oscillator (turned on and off 
this way) sounds "click The output envelope 
shaping is obtained in the amplifier, and it can be 
made softer by increasing the value of C1. If the 
keyed amplifier is a tetrode or pentode, the screen 
voltage should be obtained from a fixed voltage 
source or stiff voltage divider, not from the plate 
supply through a dropping resistor. 
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KEYED STAGE 


Fig. 11-8 — VR-tube differential keying in an 
amplifier screen circuit, 

With key up and current flowing through V1 
and СВТ, the oscillator is cut off by the drop 
through R3. The keyed stage draws no current 
because its screen grid is negative. C1 is charged 
negatively to the value of the — source, When the 
relay is energized, C1 charges through R1 to a + 
value, Before reaching zero (on its way +) there is 
insufficient voltage to maintain ionization in V1, 
and the current is broken in R3, turning on the 
oscillator stage. As the screen voltage goes positive, 
the VR tube cannot reignite because the diode, 
CR1, will not conduct in that direction. The 
oscillator and keyed stage remain on as long as the 
relay is closed. When the relay opens, the voltage 
across C1 must be sufficiently negative for V1 to 
ionize before any bleeder current will pass through 
R3. By this time the screen of the keyed stage is so 
far negative that the tube has stopped conducting. 
(See Fig. 11-5 for suitable relay.) 


system for break-in, the keying will be chirp-free if 
it is chirp-free with the VR tube removed from its 
socket to permit the oscillator to run all of the 
time. If the transmitter can’t pass this test, it 
indicates that more isolation is required between 
keyed stage and oscillator. 

Another VR-tube differential-keying circuit, 
useful when the screen-grid circuit of an amplifier 
is keyed, is shown in Fig. 11-8. The normal screen 
keying circuit is made up of the shaping capacitor 
СТ, the keying relay (to remove dangerous voltages 
from the key), and the resistors R1 and R2. The + 
supply should be 50 to 100 volts higher than the 
normal screen voltage, and the — voltage should be 
sufficient to ignite the VR tube, V1, through the 
drop in R2 and ЕЗ. Current through R2 will be 
determined by the voltage required to cut off the 
oscillator; if 10 volts will do it the current will be 1 
mA. For a desirable keying characteristic, R2 will 
usually have a higher value than R1. Increasing the 
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value of C1 will soften both “make” and "break." 

The tube used at V1 will depend upon the 
available negative supply voltage. If it is between 
120 and 150, a 0A3/VR75 is recommended. Above 
this a 0C3/VR105 can be used. The diode, СКІ, 
can be any unit operated within its ratings. A type 
1N4005, for example, may be used with screen 
voltages under 600 and with far greater bleeder 
currents than are normally encountered — up to 1 
ampere. 

Clicks in Later Stages 


It was mentioned earlier that key clicks can be 
generated in amplifier stages following the keyed 
stage or stages, This can be a puzzling problem to 
an operator who has spent considerable time 
adjusting the keying in his exciter unit for clickless 
keying, only to find that the clicks are bad when 
the amplifier unit is added, There are two possible 
causes for the clicks: low-frequency parasitic oscil- 
lations and amplifier "clipping." 

Under some conditions an amplifier will be 
momentarily triggered into low-frequency parasitic 
oscillations, and clicks will be generated when the 
amplifier is driven by a keyed exciter. If these 
clicks are the result of low-frequency parasitic 
oscillations, they will be found in “groups” of 
clicks occurring at 50- to 150-kHz intervals either 
side of the transmitter frequency. Of course 
low-frequency parasitic oscillations can be generat- 
ed in a keyed stage, and the operator should listen 
carefully to make sure that the output of the 
exciter is clean before he blames a later amplifier. 
Low-frequency parasitic oscillations are usually 
caused by poor choice їй rf choke values, and the 
use of more inductance in the plate choke than in 
the grid choke for the same stage is recommended. 

When the clicks introduced by the addition of 
an amplifier stage are found only near the transmit- 
ter frequency, amplifier “clipping” is indicated. It 
is quite common when fixed bias is used on the 
amplifier and the bias is well past the "cutoff" 
value. The effect can usually be minimized by 
using a combination of fixed and grid-leak bias for 
the amplifier stage. The fixed bias should be 
sufficient to hold the key-up plate current only to 
a low level and not to zero. 

A linear amplifier (Class ABL, AB2 or B) will 
amplify the excitation without adding any clicks, 
and if clicks show up a low-frequency parasitic 
oscillation is probably the reason. 


KEYING SPEEDS 


In radio telegraphy the basic code element is 
the dot, or unit pulse. The time duration of a dot 
and a space is that of two unit pulses. A dash is 
three unit pulses long. The space between letters is 
three unit pulses; the space between words or 
groups is seven unit pulses. A speed of one baud is 
опе pulse per second. 

Assuming that a speed key is adjusted to give 
the proper dot, space and dash values mentioned 
above, the code speed can be found from 


Speed (wpm) = dotsimin. = 2.4 x dots/sec. 


E оу н CO dot per oko, 
Speed = 2,4 X 10 = 24 wpm, 

Many modern electronic keyers use a clock or 
pulse-generator circuit which feeds a flip-flop dot 
generator. For these keyers the code speed may be 
determined directly from the clock frequency 


Speed (wpm) = 1.2 x clock frequency (Hz). 


T-R Switches 


For a quick and simple means of determining the 
code speed, send a continuous string of dashes and 
count the number of dashes which occur in a 
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Scsecond period. This number, to a close approxi- 
mation, is the code speed in words per minute. 


BREAK-IN OPERATION 


Smooth cw break-in operation involves protect- 
ing the receiver from permanent damage by the 
transmitter power and assuring that the receiver 
will "recover" fast enough to be sensitive between 
dots and dashes, or at least between letters and 
words. 


Separate Antennas 


Few of the available antenna transfer relays аге 
fast enough to follow keying, so the simplest 
break-in system is the use of a separate receiving 
antenna. If the transmitter power is low (25 or 50 
watts) and the isolation between transmitting and 
receiving antennas is good, this method can be 
satisfactory. Best isolation is obtained by mounting 
the antennas as far apart as possible and at right 
angles to each other. Feed-line pickup should be 
minimized, through the use of coaxial cable or 
300-ohm Twin-Lead. If the receiver recovers fast 
enough but the transmitter clicks are bothersome 
(they may be caused by the receiver overload and 
so exist only in the receiver) their effect on the 
operator can be minimized through the use of 
input and output limiters (see Chapter 8). 


ELECTRONIC TRANSMIT-RECEIVE 
SWITCHES 


When powers above 25 or 50 watts are used, 
where two antennas are not available, or when it is 
desired to use the same antenna for transmitting 
and receiving (a “must” when directional antennas 
are used), special treatment is required for quiet 
break-in operation on the transmitter frequency. A 
means must be provided for limiting the power 
that reaches the receiver input. This can be either a 
direct short-circuit, or may be a limiting device like 
an electronic switch used in the antenna feed line. 
The word “switch” is a misnomer in this case; the 
transmitter is connected directly to the antenna at 
all times. The receiver is connected to the antenna 
through the T-R switch, which functions to protect 
the receiver’s input from transmitted power. In 
such a setup, all the operator need do is key the 
transmitter, and all the switching functions are 
taken care of by the T-R switch. 

With the use of a T-R switch some steps should 
be taken to prevent receiver blocking. Turn off the 
age or ave, decrease the rf gain setting, and advance 
the audio gain control. Use the rf gain control for 
obtaining the desired listening level. A little 
experimenting with the controls will provide the 
receiver settings best suited to individual operating 
preferences. A range of settings can usually be 
found, just on the threshold of receiver blocking, 
where comfortable levels of received signals are 
heard, and where, without adjusting the controls, 
the receiver can be used as a monitor during 
transmission. Usually no modification to the 


Fig. 11-9 — Proper method of interconnecting T-R 
switch with various other station accessory 
equipment. 


Short Coaxial: 
Cable 


TRANS: 
MITTER 


receiver is required, but if annoying clicks and 
thumps or excess volume occur at all settings of 
the receiver controls during transmission, their 
effect can be reduced with output audio limiting 
(see Chapter 8). 

ТУТ and T-R Switches 


T-R switches generate harmonics of the 
transmitted signal because of rectification of the 
energy reaching the input of the switch. These 
harmonics can cause TVI if steps are not taken to 
prevent it. Any T-R switch should be very well 
shielded, and should be connected with as short as 
possible a cable length to the transmitter. In 
addition, a low-pass filter may be required in the 
transmission line between the T-R switch and the 
antenna, Fig. 11-9 shows the proper method of 
interconnecting the various station accessory 
equipment. 


Reduction of Receiver Gain During Transmission 


For absolutely smooth break-in operation with 
no ‘clicks or thumps, means must be provided-for 
momentarily reducing the gain through the 
receiver. The system shown in Fig. 11-10 permits 
quiet break-in operation of high-powered stations. 
It may require a simple operation on the receiver, 
although many commercial receivers already 
provide the connection and require no internal 
modification. The circuit is for use with a T-R 
switch and a single antenna. Rl is the regular 
receiver rf and if gain control. The ground lead is 
run to chassis ground through R2. A wire from the 
junction runs to the keying relay, Kl. When the 
key is up, the ground side of R1 is connected to 
grourid through the relay arm, and the receiver is in 
its normal operating condition. When the key is 
closed the relay closes, which breaks the ground 
connection from R1 and applies additional bias to 
the tubes in the receiver. This bias is controlled by 
R2. When the relay closes, it also closes the circuit 
to the transmitter keying circuit. A simple ге filter 
at the key suppresses the local clicks caused by the 
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Fig. 11-10 – circuit for smooth break-in operation, 

using an electronic T-R switch. The leads shown as 

heavy lines should be kept as short as possible, to 

minimize direct transmitter pickup. 

K1 — Spdt keying relay (Sigma 41FZ-10000-ACS- 
SIL or equiv.). Although battery and dc relay 
are shown, any süitable ac or dc relay and 


relay current. This circuit is superior to any 
working on the agc line of the receiver because the 
cathode circuit(s) have shorter time constants than 


=" 
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RF GAIN 


power source can be used. 
R1 — Receiver manual gain control. 
R2 — 5000- or 10,000-ohm wire-wound potenti 


meter. 
ВЕСТ, RFC2 — 1- to 2 1/2-mH rf choke, current 
rating adequate for application. 


the age circuits and will recover faster. A similar 
circuit may be used in the emitters or source leads 
of transistorized receivers. 


TESTING AND MONITORING OF KEYING 


In general, there are two common methods for 
monitoring one’s “fist” and signal. The first type 
involves the use of an audio oscillator that is keyed 
simultaneously with the transmitter. 

The second method is one that permits receiv- 
ing the signal through one’s receiver, and this 
generally requires that the receiver be tuned to the 
transmitter (not always convenient unless working 
on the same frequency) and that some method be 
provided for preventing overloading of the receiver, 
so that a good replica of the transmitted signal will 
be received. Except where quite low power is used, 
this usually involves a relay for simultaneously 
shorting the receiver input terminals and reducing 
the receiver gain. 

An alternative is to use an rf-powered audio 
oscillator. This follows the keying very closely (but 
tells nothing about the quality — chirps or clicks — 
of the signal). 

The easiest way to find out what your keyed 
signal sounds like on the air is to trade stations 
with a near-by ham friend some evening for a short 
QSO. If he is a half mile or so away, that's fine, but 
any distance where the signals are still S9 will be 
satisfactory. 

After you have found out how to work his rig, 
make contact and then have him send slow dashes, 
with dash spacing (the letter “Т” at about 5 wpm). 
With minimum selectivity, cut the rf gain back just 
enough to avoid receiver overloading (the condi- 
tion where you get crisp signals instead of mushy 
ones) and tune slowly from out of beat-note range 
on one side of the signal through to zero and out 
the other side. Knowing the tempo of the dashes, 
you can readily identify any clicks in the vicinity 
as yours or someone else's. A good signal will have 


а thump on “make” that is perceptible only where 
you can also hear the beat note, and the click on 
“break” should be practically negligible at any 
point. If your signal is like that, it will sound good, 
provided there are no chirps. Then have your 
friend run off a string of fast dots with the bug — if 
they are easy to copy, your signal has no “tails” 
worth worrying about and is a good one for any 
speed up to the limit of manual keying. Make one 
check with the selectivity in, to see that the clicks 
off the signal frequency are negligible even at high 
signal level. 

If you don’t have any friends with whom to 
trade stations, you can still check your keying, 
although you have to be a little more careful. The 
transmitter output should be fed into a shielded 
dummy load. Ordinary incandescent lamps are 
unsatisfactory as lamp resistance varies too much 
with current. The thermal lag may cause the results 
to be misleading. 

The first step is to get rid of the rf click at the 
key. This requires an rf filter (mentioned earlier). 
With no clicks from a spark at the key, disconnect 
the antenna from your receiver and short the 
antenna terminals with a short piece of wire. Tune 
in your own signal and reduce the rf gain to the 
point where your receiver doesn’t overload, Detune 
any, antenna trimmer the receiver may have. If you 
can’t avoid overload with the rf gain-control range, 
pull out the rf amplifier tube and try again. If you 
still can't avoid overload, listen to the second 
harmonic as a last resort. An overloaded receiver 
can generate clicks. 

Describing the volume level at which you 
should set your receiver for these “shack” tests is a 
little difficult. The rf filter should be effective with 


A Deluxe Кеуег Memory 


These photos show cw signals as observed on an 
oscilloscope. At A is a dot generated at a 46-baud 
rate with no intentional shaping, while at B the 
shaping circuits have been adjusted for approx- 
imately 5-ms rise and decay times. Vertical lines 
are from a 1-kHz signal applied to the Z or 
intensity axis for timing. Shown at C is a shaped 
signal with the intensity modulation of the pattern 
removed. For each of these photos, sampled rf 
from the transmitter was fed directly to the 
deflection plates of the oscilloscope. 

At D may be seen a received signal having 
essentially no shaping. The spike at the leading 
edge is typical of poor power-supply regulation, as 
is also the immediately following dip and rise in 
amplitude. The clicks were quite pronounced, This 
pattern is typical of many observed signals, al- 
though not by any means a worst case. The signal 
was taken from the receiver's i-f amplifier (before 
detection) using a hand-operated sweep circuit to 
reduce the sweep time to the order of one second. 
(Photos from QST for October and November 


the receiver running wide open and with an 
antenna connected. When you turnon the trans- 
mitter and take the steps mentioned to reduce the 
signal in the receiver, run the audio up and the rf 
down to the point where you can just hear a little 
"rushing" sound with the BFO off and the receiver 
tuned to the signal. This is with the selectivity in. 
At this level, a properly adjusted keying circuit will 
show no clicks off the rushing-sound range. With 
the BFO on and the same gain setting, there should. 
be no clicks outside the beat-note range. When 
observing clicks, make the slow-dash and dot tests 
outlined previously. 

Now you know how your signal sounds on the 
air, with one possible exception. If keying your 
transmitter makes the lights blink, you may not be 
able to tell too accurately about the chirp on your 
Signal. However, if you are satisfied with the 
absence of chirp when tuning either side of zero 
beat, it is safe to assume that your receiver isn't 
chirping with the light flicker and that the obser- 
ved signal is a true representation. No.chirp either 
side of zero beat is fine. Don't try to make these 
tests without first getting rid of the rf click at the 
key, because clicks can mask a chirp. 

The least satisfactory way to check your keying 
is to ask another ham on the air how your keying 
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sounds. It is the least satisfactory because most 
hams are reluctant to be highly critical of another 
amateur’s signal, In a great many cases they don’t 
actually know what to look for or how to describe 
any aberrations they may observe. 


А MEMORY FOR THE DELUXE KEYER 


The system described below permits storage of 
up to 200 letters of text organized in one, two, 
three, or four messages. A digital display provides 
an indication of the message being sent or loaded 
(No. 1, 2, 3, or 4) and the message bit being 
addressed (0 to 512). Any number of pauses may 


Fig. 1 — A look at the inside of the Accu-Memory. 
The power supply components may be seen at the 
left, and the three "stacked" circuit boards to their 
right. The fourth circuit board, containing the 
readout, is mounted behind the sloping portion of 
the front panel. The board at the bottom of the 
"stack" is that of the original Accu-Keyer. 


be programmed into a message to allow manual 
insertion of changeable text (such as RST or 


(A) 


(B) 


(D) 
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Fig. 2 — Diagram of memory circuitry of the Accu-Memory. See Table 11 for list of parts. Numbers and 
letters in triangles identify inter-connections to other parts of the Accu-Memory, as listed in Table 1. 


Letters i 
information is also listed in Table I. 


contest serial number). After manual insertion a 
touch of the RUN button allows the remainder of 
the programmed message to continue. The message 
being sent may be aborted by pressing the STOP 
button (the “I didn't mean to press the button!” 
button) Unlike some programmable keyers, the 
use of a free-running (asynchronous) clock in the 
load mode has been avoided, greatly simplifying 


circles indicate terminals for jumpers to be wired for either one or two RAM ICs. This wiring 


{һе loading process. All features of the original 
Accu-Keyer have been retained. The dot and dash 
memories of the Accu-Keyer and its automatic 
character-space feature are used to good advantage 
in the Accu-Memory. 

In addition to the Accu-Keyer board, three 
printed circuit boards make up the Accu-Memory: 
a memory board, a display board, and a display- 
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driver board. The power supply provides 5 voltsat that the digital displays are far more useful than 
0.8 ampere to power all the circuitry. originally anticipated. 

The Accu-Memory has been “battle tested” in 
contests and has been found to be very effective in 
reducing operator fatigue. It is of use whenever As shown in Fig. 1, the Accu-Memory is 
there is a requirement for repeatedly sending the constructed in an aluminum box made by cutting 
same cw sequences such as in contests, DX pileups, and bending sheet aluminum. The front-panel 
and net-control operations, Experience has shown dimensions are deliberately made small because 


Construction 
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The jumper points are shown as 
capital letters in circles. Table I is a 


list of interconnecting wires, Table II 
gives a parts list for each board. Fig. 
4 is a diagram of the power supply. 

To send, place the LOAD/SEND 
switch in the SEND position and 


press the proper message button, The 
STOP button will halt sending, but 


fhe message can be continued from 
the halted point if the RUN button is 
depressed. Н 

If it is desired to use the insert 
feature, load the first part of the 
message as described above, Then 
after the memory stops advancing, 
press the RUN button once, wait 
until the count stops, and then load 
the second half of the message. In the 
SEND mode the memory will send 
the first part, stop and allow in- 


Fig. 3 — Diagram of driver and display. See Table 
ll for list of parts. Numbers inside triangles 
identify interconnections to other parts of the 
Accu-Memory, as listed in Table |. 


depth in most ham shacks is more abundant than 
frontal-area space. This method also gives a neat, 
streamlined appearance, The overall outside dimen- 
sions are 4% х 3-4 х 10-4 with the length 
dimension measured across the bottom plate, less 
knobs and heat sink. The heat sink for the LM309 
is attached to the rear panel,' along with the key 
jack, the output jack, and a fuse holder (Safety 
First!). Power supply components are located on 
the bottom plate near the rear. Two terminal strips 
are used to mount the power supply diodes and 
filter capacitor. All the other electronic parts are 
mounted on four printed-circuit cards. 

The push buttons are sold by Solid State 
Systems (see footnote '). One word of caution: do 
not increase the value of the filter capacitor in the 
power supply. It has been chosen for minimum 
dissipation by the LM309 regulator. 

Fig. 2 is a schematic diagram of the circuitry on 
the driver and display board. Wires that inter- 
connect the boards are shown as numbers or lower 
case letters in triangles on the figures. Selectable 
jumpers allow the use of one or two:RAM IC's. 


? The heat sink for the LM-309 is available from 
Solid State Systems, Inc., Box 773, Columbia, MO 
65201. 


Fig. 4 — Power supply for Accu-Memory and 


LM309K . 


sertion of manual input such as signal 
reports, and then, when the RUN 
button is depressed, continue with 
the second half. This procedure may 
be repeated as many times as necessary. 
The readout indicates the message number and 
the location within the message starting at 000 and. 
continuing through either 256 or 512, depending 
on whether one or two memories are installed. A 
decimal point lights when the keyer is sending 
either manually or automatically. 
Helpful Advi 


After a lot of correspondence with amateurs 
who built the Accu-Keyer, it is apparent that some 
do not know that there is a difference between a 
7400, а 74H00, а 741.00, and a 74С00. These are 
all members of a family of quad two-input gates 
that are different internally and are not inter- 
changeable (in almost all cases) with each other. 
Some IC distributors tend to be haphazard about 
which type they send. 

As with the Accu-Keyer, ready-made boards are 
available for the memory through Garrett.? A 
business-size self-addressed stamped envelope is 
mandatory to reduce addressing time to a mini- 
mum, If any problems develop or changes occur in 
the circuit, a data sheet showing corrections will be 
included with the boards. 

ЗАв a service to those who wish to avail 
themselves, ready-made circuit boards may be 
obtained through James Garrett, WB4VVF, 126 W. 
Buchanon Ave., Orlando, FL 32809. All boards are 
glass epoxy and drilled, At the time of this 
printing, the Accu-Keyer board is $3.50. The 


memory, readout, and readout-driver boards are 
$12 as a set. The memory board, if ordered alone, 
is $6. 
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CODE TRANSMISSION 


DELUXE ALL-SOLID-STATE KEYER 


The Accu-Keyer is a modern keying device with 
deluxe features available on only the most expen- 
sive of commercially available instruments, but it 
may be built for less than $25. 

The basic circuit uses seven TTL integrated 
circuits which may be purchased at "barpain" 
suppliers for less than $3. Optional features which 
may be incorporated at the builder's discretion are 
a stiffly regulated power supply, a keying monitor, 
and provisions for solid-state keying of cathode- 
keyed transmitters. 


The Accu-Keyer was designed with these fea- 
tures in mind: 


1) Self-completing dots and dashes 

2) Dot and dash memories 

3) Iambic operation 

4) Dot and dash insertion 

5) Automatic character space (with switching 
provided to defeat this feature) 

6) 5-50 wpm speed range 


7) Low cost 
ров не 
4 4 
" 4 
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all others are disk ceramic. Parts not listed below 
are for text reference and circuit-board identifica- 
tion. 
САТ — Small-signal silicon diode. 
CR2 — Rectifier diode, 1/2 A or greater. 
Q1, Q3 — Silicon npn, 250-mW, high-speed switch- 
ing or rf-amplifier transistor. 

Q2 — Silicon pnp, 250-mW, high-speed switching 
or rf-amplifier transistor. 

Silicon pnp, 250-mW, high-voltage af- 
amplifier transistor. 
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Fig. 2 — Schematic diagram of the Accu-Keyer. R7 — Reverse-log-taper control; Mallory U-28 
Resistances are in ohms; k = 1000. All capacitances suitable, 
are in microfarads, All resistors may be 1/4 watt — Spst toggle. 
except R13, which should have a 2-W rating. U1, U2, U6 — Quad 2-input NAND gate, type 
Capacitors with polarity indicated are electrolytic; 7400.“ 


U3, U4, U5 — Dual type D flip-flop, type 7474." 
U7 — Triple 3-input NAND gate, type 7410.“ 
VR1 — 5.1-V, 0,5-W Zener diode. 


* All ICs are dualin-line package, 14 ріп. Note: 
All ICs are available from various manufactuerers 
or as surplus. Motorola part numbers are prefixed 
by MC and suffixed by P. Texas Instruments parts 
have an SN prefix and N suffix. Signetics ICs have 
an N prefix and an А suffix. For example, 
Motorola's MC7400P is equivalent to Texas Instru- 
ments’ SN7400N orSignetics’ N7400A. 


Deluxe Solid-State Keyer 


A peek inside the Accu-Keyer shows compact 
construction in this deluxe version built by 
WIRML. The ac-operated power supply compon- 
ents are located at the left, and the basic keyer 
board at the right. The keying monitor is con- 
structed on a separate vertically mounted circuit 
board positioned near the center of the enclosure. 
The pitch control is mounted inside the keyer on 
this circuit board, as it is not adjusted frequently. 
The speaker is mounted over a "grille" formed by 
drilling many holes at the bottom of the enclosure, 
and is nearly hidden by the filter capacitor in this 
view. On the rear panel, in TO-3 style cases, are the 
5-volt regulator ІС and the cathode keying transis- 
tor. 


The Circuit 
The schematic diagram of the Accu-Keyer is 
shown in Fig. 2. The voltage applied to CR2 for 
powering the keyer may be either 8 to 10 volts de 
or 6.3 volts ac, such as from the filament supply of 
a transmitter or receiver. If de is applied, C6 is not 
required, If ac is applied to CR2, УВ! functions 
more to protect the ICs from overvoltage by 
limiting the amplitude of the ripple than it does for 
voltage regulation, If a well-filtered and regulated 
supply is desired, the circuit of Fig. 3A may be 
used in place of CR2, R13, and УВТ and associat- 
ed capacitors. Constructed with the components 
shown, that supply will handle the keyer require- 
ments with power to spare. 
Should a keying monitor be desired, the dia- 
gram of Fig. ЗВ may be used to construct a circuit 
which will afford plenty of volume and a stable, 


(A) 


Fig. 3 — At A, optional ac-operated power supply 

circuit for the Accu-Keyer; At B, an optional 

monitor, and at C a circuit for cathode keying. 

151 — Miniature speaker, 4-, 8- or 16-ohm imped- 
ance. 


06 — High-voltage high-current silicon npn power 
translator (Delco DTS-801, -802, or -804 or 
equiv.). 


5 


pleasing tone, The circuit is a modified version of 
the code-practice oscillator appearing їп Chapter 1. 
Equipped with such a monitor, the Accu-Keyer 
becomes ideal for conducting code practice ses- 
sions for small and medium-sized groups. 

Fig. 3C shows a circuit which may be used for 
cathode-keyed or solid-state “ОВР” transmitters, 
The Delco keying transistor will safely handle two 
amperes of current and a collector-to-emitter po- 
tential of 800 V, and yet its cost is less than that of 
a new mercury-wetted relay. The use of a transistor 
offers advantages over both vacuum-tube keying 
and relay keying of cathode-keyed rigs; the voltage 
drop across the transistor when saturated intro- 
duces negligible grid-cathode bias to the keyed 
stage, and the keying is softened somewhat over 
relay keying because the transistor cannot go from 
cutoff to saturation (or vice versa) instantaneously, 
For QRP transmitters, Q6 may be a 300- or 
500-mW silicon npn transistor, such as a 2N2222 
or 2N4123. 


LM309K 
BOTTOM VIEW 
T1 — Surplus filament transformer, 12.6-V 1-A 
secondary rating. 
08 — Full-wave rectifier bridge, 1-A 50-V (Moto- 
rola 920-2, HEP 175, or equiv.). Four rectifier 
diodes in a bridge arrangement may be used 


instead, 

U9 — Voltage-regulator IC, 5-volt (National Semi- 
conductor LM309K or equiv.). 

U10 — Signetics МЕБББ timer IC. 


CODE TRANSMISSION 


ALL TRANSISTOR 
CONNECTIONS 


W= WIRE JUMPER 


Fig. 4 — Etching pattern and parts-layout diagram for the Accu-Keyer. Pattern is actual size, shown from 


foil side of board. 


Construction and Operation 


A ready-made circuit board is available for the 
basic circuit of the Accu-Keyer,1 Fig. 4 is an 
actual-size board layout and parts-placement guide. 
If the builder elects to use none of the optional 
circuit features of Fig. 3, the complete keyer may 
be built into a 3 X 2 X 5-inch Міпіњох, The board 
pattern in Fig. 4 contains all parts of Fig. 2 except 
the controls, the filter capacitor, and the rectifier 
in the power supply. 

It is essential that all leads to the keyer be 
shielded from rf. RG-174/U coax may be used, A 
.01-uF bypass capacitor is provided on the power 


ТА glassepoxy board, pre-drilled, is available 
for $3.50 from James M. Garrett, WB4VVF, 126 
W. Buchanon, Orlando, FL 32809. 


A SINGLE 


input to remove rf. As shown on the diagram, the 
inputs from the paddle are filtered by 150-ohm 
resistors bypassed by .001-uF capacitors. In stub- 
born cases it may be necessary to bypass the 
paddle contacts at the paddle itself, 

Substitution of transistors for Q1 and Q2 may 
require changing the value of R5 to make the first 
clock pulse the same length as the rest. Both 
should be transistors with a beta of at least 60. Q3 
is noncritical, and any good silicon transistor 
should work. Q4 should be capable of withstanding 
the transmistter key-up voltage. Any pnp silicon 
device having a reasonable beta and meeting this 
requirement should work. The value of C1 may be 
juggled to change the range of the speed control. 
The value specified gives a range of approximately 
5 to 50 wpm. 


IC KEYER 


The 8043 Integrated Electronic Keyer IC is a 
space-age component, designed specifically for the 
cw operator. A product of the latest design and 
processing technology available in the integrated 
circuit industry, the 8043 represents the same 
advancements which make possible the one chip 
electronic calculator and the digital electronic wrist 
watch, The 8043 is available from Curtis Electro 
Devices, Mountain View, California, 

A good keyer exhibits no idiosyncrasies. The 
8043 incorporates filters which eliminate the ef- 
fects of key bounce on both make and break. 
Another intangible quality is rf immunity, To 
protect false triggering by rf on the paddle leads, 
the 8043 dot and dash inputs are equipped with 
active pull-up resistors (a system which reflects a 
few hundred ohms during quiescence and zero 
ohms during key down) which exhibit only a few 
hundred ohms impedance to the power supply 


Single-IC Keyer 


when the key is open. In order to assure that the 
8043 dissipates as little power as possible, CMOS 
(complementary metal-oxide semiconductor) cir- 
cuit techniques are used. As a result, the quiescent 
current required is only 50 microamperes at 0.5 
volts. This makes an on-off switch unnecessary 
even when using a battery supply. The key-down 
current is about 30 mA with about 99.9% of this 
current being required for sidetone output and 
drive for the output transistor. 

Once a dot, dash or space is commenced, there 
is no way to prevent it from transmitting at the 
exact standard length. It may be neither cut short 
nor extended by improper key action. When the 
dot paddle is depressed, a continuous string of dots 
is produced; when the dash paddle is depressed, 
continuous dashes are produced, When both pad- 
dles are closed, an alternate (iambic) series of dots 
and dashes is made, The series can be started with 
either a dot or a dash, depending on which key side 
is closed first. Iambic operation allows squeeze 
keying if a twin-lever paddle is used. 

The self-completing function of electronic 
keyers can cause dots to get lost because the 
operator, attempting to initiate a dot before the 
last character has been completed, tends to lead 
the keyer. Since dashes are naturally held longer, 
they seldom get lost, To prevent lost dots, the 
8043 employs a memory to remember when a dot 
is called for and to insert it at the proper time. The 
dot memory also helps in squeeze keying, where a 
tap on the dot paddle will insert a dot into а series 
of dashes, Although a dot-space ratio of 1-to- is 
correct timing, some operators like heavier keying. 
The 8043 has provision for a weight control if 
desired. 


BATTERY 


«Fils, 


Inside view of the one IC keyer. 


The 8043 has a built-in sidetone generator with 
pitch adjustable to your preference. This sidetone 
also functions when a straight key is used or the 
tune switch is closed. The keying output voltage 
from the 8043 is low for a key-up condition; key 
down is represented by high output of sufficient 
level to drive an npn keying transistor. The speed 
range is normally about 8 to 50 words per minute, 
but by selecting timing components, you can get 
almost any speed range you like. 

The 8043 is contained in a 1-3/4 X 2-1/4 X 
4-3/4-inch metal box. There is no on-off switch 
because of the low quiescent current drain, Jacks 
for the paddle and output keying are located on 
the rear of the enclosure and are not visible in the 
photograph. 
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Fig. 1 — Circuit diagram for the keyer. АП diodes аге 1N4006 or equiv. All potentiometers аге linear 


taper and resistors are 1/2 or 1/4 watt. 


Chapter 12 


Amplitude Modulation and 
Double-Sideband Phone 


Fig. 12-1 — Spectrum-analyzer display of the rf 
output of an a-m transmitter. Frequency is 
presented on the horizontal axis (7-kHz total 
display width) versus relative amplitude of the 
signal component on the vertical axis. Shown at A 
is the unmodulated carrier, which occupies but a 
single frequency. At B the carrier is 20-percent 
modulated with a 1000-Hz tone. Each sideband 
may be seen to be at a level approximately 20 dB 
below the carrier. The signal bandwidth in this case 
is twice the modulating frequency, or 2 kHz. 
Shown at C is the widened channel bandwidth 
resulting from splatter caused by overmodulation. 
New frequencies, audio harmonics of the 1000-Hz 
modulating tone, extend for several kilohertz 
either side of the carrier. 


As described in the chapter on circuit 
fundamentals, the process of modulation sets up 
groups of frequencies called sidebands, which 
appear symmetrically above and below the 
frequency of the unmodulated signal or carrier. If 
the instantaneous values of the amplitudes of all 
these separate frequencies are added together, the 
result is called the modulation envelope. In 
amplitude modulation (ат) the modulation 
envelope follows the amplitude variations of the 
signal that is used to modulate the wave. 

For example, modulation by a 1000-Hz tone 
will result in a modulation envelope that varies in 
amplitude at a 1000-Hz rate. The actual rf signal. 
that produces such an envelope consists of three 
frequencies — the carrier, a side frequency 1000 Hz 
higher, and a side frequency 1000 Hz lower than 
the carrier. See Fig. 12-1. These three frequencies 
easily can be separated by a receiver having high 
selectivity. In order to reproduce the original 
modulation the receiver must have enough 
bandwidth to accept the carrier and the sidebands 
simultaneously. This is because an a-m detector 
responds to the modulation envelope rather than 
to the individual signal components, and the 
envelope will be distorted in the receiver unless ай 
the frequency components in the signal go through 
without change in their amplitudes. 

In the simple case of tone modulation the two 
side frequencies and the carrier are constant їп 
amplitude — it is only the envelope amplitude that 
varies at the modulation rate. With more complex 
modulation such as voice or music the amplitudes 
and frequencies of the side frequencies vary from 
instant to instant. The amplitude of the modula- 
tion envelope varies from instant to instant in the 
same way as the complex audio-frequency signal 
causing the modulation. Even in this case the 
carrier amplitude is constant if the transmitter is 
properly modulated, 


A-M Sidebands and Channel Width 


Speech can be electrically reproduced, with 
high intelligibility, in a band of frequencies lying 
between approximately 100 and 3000 Hz. When 
these frequencies are combined with a radio-fre- 
quency carrier, the sidebands occupy the frequen- 
cy spectrum from about 3000 Hz below the carrier 
frequency to 3000 Hz above — a total band or 
channel of about 6 kHz. 

Actual speech frequencies extend up to 10,000 
Hz or more, so it is possible to occupy а 20-kHz 
channel if no provision is made for reducing its 
width. For communication purposes such a 
channel width represents a waste of valuable 
spectrum space, since a 6-kHz channel is fully 
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The Modulation Envelope 


adequate for intelligibility. Occupying more than 
the minimum channel creates unnecessary interfer- 
ence. 


THE MODULATION ENVELOPE 


In Fig. 12-2 the drawing at A shows the 
unmodulated rf signal, assumed to be a sine wave 
of the desired radio frequency. The graph can be 
taken to represent either voltage or current. 

In B, the signal is assumed to be modulated by 
the audio frequency shown in the small drawing 
above. This frequency is much lower than the 
carrier frequency, a necessary condition for good 
modulation, When the modulating voltage is 
"positive," (above its axis) the envelope amplitude 
is increased above its unmodulated amplitude; 
when the modulating voltage is “negative,” the 
envelope amplitude is decreased, Thus the envelope 
grows larger and smaller with the polarity and 
amplitude of the modulating voltage. 

The drawing at C shows what happens with 
stronger modulation. The envelope amplitude is 
doubled at the instant {һе modulating voltage 
reaches its positive peak. On the negative peak of 
the modulating voltage the envelope amplitude just 
reaches zero. 


Percentage of Modulation 


When a modulated signal is detected in a 
receiver, the detector output follows the modula- 
tion envelope. The stronger the modulation, 
therefore, the greater is the useful receiver output. 
Obviously, it is desirable to make the modulation 
as strong or "heavy" as possible. A wave 
modulated as in Fig. 12-2С would produce more 
useful audio output than the one shown at B. 

The "depth" of the modulation is expressed as 
a percentage of the unmodulated carrier amplitude. 
In either B or C, Fig. 12-2, X represents the 
unmodulated carrier amplitude, Y is the maximum 
envelope amplitude on the modulation uppeak, 
and Z is the minimum envelope amplitude on the 
modulation downpeak. 

In a properly operating modulation system the 
modulation envelope is an accurate reproduction 
of the modulating wave, as can be seen in Fig. 12-2 
at B and C by comparing one side of the outline 
with the shape of the modulating wave. (The lower 
outline duplicates the upper, but simply appears 
upside down in the drawing.) 

The percentage of modulation is 


% Mod. = © yt X 100 (upward modulation), or 


% Mod. = 2-Х 100 (downward modulation) 


1f the two percentages differ, the larger of the two 
is customarily specified. If the wave shape of the 
modulation is such that its peak positive and 
negative amplitudes are equal, then the modulation 
percentage will be the same both up and down, and 
is 


Y=Z x 100, 


% Мод. YFZ 
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Fig. 12-2 — Graphical representation of (A) rf 
output unmodulated, (B) modulated 50 percent, 
(C) modulated 100 percent. The modulation 
envelope is shown by the thin outline on the 
modulated wave, 


Power in Modulated Wave 


The amplitude values shown in Fig. 12-2 
correspond to current and voltage, во the drawings 
may be taken to represent instantaneous values of 
either. The power in the wave varies as the square 
of either the current or voltage, so at the peak of 
the modulation upswing the instantaneous power 
in the envelope of Fig. 12-2C is four times the 
unmodulated carrier power (because the current 
and voltage both-are doubled). At the peak of the 
downswing the power is zero, since the amplitude 
is zero. These statements are true of 100-percent 
modulation no matter what the wave form of the 
modulation. The instantaneous envelope power in 
the modulated signal is proportional to the square 
of its envelope amplitude at every instant. This fact 
is highly important in the operation of every 
method of amplitude modulation. 

It is convenient, and customary, to describe the 
operation of modulation systems in terms of 
sine-wave modulation. Although this wave shape is 
seldom actually used in practice (voice wave shapes 
depart very considerably from the sine form) it 
lends itself to simple calculations and its use as a 
standard permits comparison between systems on a 
common basis. With sine-wave modulation the 
average power in the modulated signal over any 
number of full cycles of the modulation frequency 
is found to be 1-1/2 times the power in the 
unmodulated carrier. In other words, the power 
output increases 50 percent with 100-percent 
modulation by a sine wave. 

This relationship is very useful in the design of 
modulation systems and modulators, because any 
such system that is capable of increasing the 
average power output by 50 percent with sine-wave 


370 


Fig. 12-3 — Modulation by an unsymmetrical wave 
form. This drawing shows 100-percent downward 
modulation along with 300-percent upward modu- 
lation. There is no distortion, since the modulation 
envelope is an accurate reproduction of the wave 
form of the modulating voltage. 


modulation automatically fulfills the requirement 
that the instantaneous power at the modulation 
uppeak be four times the carrier power. Conse- 
quently, systems in which the additional power is 
supplied from outside the modulated rf stage (e.g., 
plate modulation) usually are designed on a 
sine-wave basis as a matter of convenience, 
Modulation systems in which the additional power 
is secured from the modulated rf amplifier (e.g., 
grid modulation) usually are more conveniently 
designed on the basis of peak envelope power 
rather than average power. 

The extra power that is contained in a 
modulated signal goes entirely into the sidebands, 
half in the upper sideband and half into the lower. 
As a numerical example, full modulation of a 
100-watt carrier by a sine wave will add 50 watts 
of sideband power, 25 in the lower and 25 in the 
upper sideband, With lower modulation percen- 
tages, the sideband power is proportional to the 
square of the modulation percentage, ie., 
50-percent modulation will add 12.5 watts of 
sideband power, 6.25 watts in each sideband. 
Supplying this additional power for the sidebands 
is the object of all of the various systems devised 
for amplitude modulation. 

No such simple relationship exists with 
complex wave forms. Complex wave forms such as 
speech do not, as a rule, contain as much average 
power as a sine wave. Ordinary speech wave forms 
have about half as much average power as a sine 
wave, for the same peak amplitude in both wave 
forms. Thus for the same modulation percentage, 
the sideband power with ordinary speech will 
average only about half the power with sine-wave 
modulation, since it is the peak envelope 
amplitude, not the average power, that determines 
the percentage of modulation. 


Unsymmetrical Modulation 


In an ordinary electric circuit it is possible to 
increase the amplitude of current flow indefinitely, 


A-M AND DSB 


up to the limit of the power-handling capability of 
the components, but it cannot very well be 
decreased to less than zero, The same thing is true 
of the amplitude of an rf signal; it can be 
modulated upward to any desired extent, but it 
cannot be modulated downward more than 100 
percent. 

When the modulating wave form is unsymmetri- 
cal it is possible for the upward and downward 
modulation percentages to be different. A simple 
case is shown in Fig, 12-3. The positive peak of the 
modulating signal is about 3 times the amplitude of 
the negative peak. If, as shown in the drawing, the 
modulating amplitude is adjusted so that the peak 
downward modulation is just 100 percent (Z = 0) 
the peak upward modulation is 300 percent (У = 
4X). The carrier amplitude is represented by X, as 
in Fig. 12-2. The modulation envelope reproduces 
the wave form of the modulating signal accurately, 
hence there is no distortion. In such a modulated 
signal the increase in power output with 
modulation is considerably greater than it is when 
the modulation is symmetrical. In Fig. 12-3 the 
peak envelope amplitude, Y, is four times the 
carrier amplitude, X, so the peak-envelope power 
(PEP) is 16 times the carrier power. When the 
upward modulation is more than 100 percent the 
power capacity of the modulating system obvious- 
ly must be increased sufficiently to take care of the 
much larger peak amplitudes, Such a system of 
modulation, often called “supermodulation,” was 
popular among amateurs in the early 1950s, (See 
bibliography at the end of this chapter.) 


Overmodulation 


If the amplitude of the modulation on the 
downward swing becomes too great, there will be a 
period of time during which the rf output is 
entirely cut off. This is shown in Fig. 12-4. The 
shape of the downward half of the modulating 
wave is no longer accurately reproduced by the 
modulation envelope, consequently the modula- 
tion is distorted. Operation of this type is called 
overmodulation. 

The distortion of the modulation envelope 
causes new frequencies (harmonics of the modula- 
ting frequency) to be generated. These combine 
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An overmodulated 
modulation envelope is not an accurate reproduc- 
tion of the wave form of the modulating voltage. 


Fig. signal. 


This, or any type of distortion occurring during the 
т lation process, generates spurious sidebands 
or “splatter,” 


Plate Modulation 


with the carrier to form new side frequencies that 
widen the channel occupied by the modulated 
signal, as shown in Fig. 12-1C. These spurious 
frequencies are commonly called “splatter.” 

It is important to realize that the channel 
occupied by an amplitude-modulated signal is 
dependent on the shape of the modulation 
envelope. If this wave shape is complex and can be 
resolved into a wide band of audio frequencies, 
then the channel occupied will be correspondingly 
large. An overmodulated signal splatters and 
occupies a much wider channel than is necessary 
because the “clipping” of the modulating wave 
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that occurs at the zero axis changes the envelope 
wave shape to one that contains high-order 
harmonics of the original modulating frequency. 
These harmonics appear as side frequencies 
separated by, in some cases, many kilohertz from 
the carrier frequency. 

Because of this clipping action at the zero axis, 
it is important, that care be taken to prevent 
applying too large a modulating signal in the 
downward direction. Overmodulation downward 
results in more splatter than is caused by most 
other types of distortion in a phone transmitter. 


AMPLITUDE MODULATION METHODS 


MODULATION SYSTEMS 

‘As explained in the preceding section, ampli- 
tude modulation of a carrier is accompanied by an 
increase in power output, the additional power 
being the "useful" or "talk power" in the 
sidebands, This additional power may be supplied 
from an external source in the form of 
audio-frequency power. It is then added to the 
unmodulated power input to the amplifier to be 
modulated, after which the combined power is 
converted to rf, This is the method used in plate or 
collector modulation. It has the advantage that the 
rf power is generated at the high-efficiency charac- 
teristic of Class C amplifiers — of the order of 65 
to 75 percent — but has the accompanying 
disadvantage that generating the audio-frequency 
power is rather expensive, 

An alternative that does not require relatively 
large amounts of audio-frequency power makes use 
of the fact that the power output of an amplifier 
can be controlled by varying the potential of a 
tube or transistor element — such as a control ог 
screen grid or a transistor base — that does not, in 
itself, consume appreciable power, In this case the 
additional power during modulation is secured by 
sacrificing cartier power; in other words, a tube is 
capable of delivering only so much total power 
within its ratings, and if more must be delivered at 
full modulation, then less is available for the 
unmodulated carrier. Systems of this type must of 
necessity work at rather low efficiency at the 
unmodulated carrier level. As a practical working 
rule, the efficiency of the modulated rf amplifier is 
of the order of 30 to 35 percent, and the 
unmodulated carrier power output obtainable with 
such a system is only about one-fourth to one-third 
that obtainable from the same amplifier with plate 
modulation. 


PLATE OR COLLECTOR MODULATION 


Fig. 12-5 shows a system of plate modulation, 
in this case with a triode xf tube. A balanced 
(push-pull Class A, Class AB or Class B) modulator 
is transformer coupled to the plate circuit of the 
modulated rf amplifier. The audio-frequency 
power generated by the modulator is combined 
with the de power in the modulated-amplifier plate 


circuit by transfer through the coupling trans- 
former, T. For 100-percent modulation the audio- 
frequency power output of the modulator and the 
turns ratio of the coupling transformer must be 
such that the voltage at the plate of the of the 
modulated amplifier varies between zero and twice 
and de operating plate voltage, thus causing cor- 
responding variations in the amplitude of the rf 
output, The tubes of Fig. 12-5 may be replaced 
with transistors, either bipolar or FET, for col- 
lector or drain modulation. 


amplifier, The rf plate bypass capacitor, C, in the 
amplifier stage should have reasonably high react- 
ance at audio frequencies. A value of the order of 
.001 МЕ to .005 HF is satisfactory in practically all 
cases for vacuum-tube circuits. A considerably 
higher value will be required if the vacuum tubes 
are replaced by transistors — in the order of a few 
microfarads. 
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Audio Power 


As stated earlier, the average power output of 
the modulated stage must increase during modula- 
tion, The modulator must be capable of supplying 
to the modulated rf stage sine-wave audio power 
equal to 50 percent of the dc input power. For 
example, if the dc input power to the rf stage is 
100 watts, the sine-wave audio power output of 
the modulator must be 50 watts, 

Although the total power input (dc plus audio- 
frequency ac) increases with modulation, the dc 
plate or collector current of a modulated amplifier 
should not change when the stage is modulated. 
This is because each increase in voltage and current 
is balanced by an equivalent decrease in voltage 
and current on the next half cycle of the modula- 
ting wave. Dc instruments cannot follow the af 
variations, and since the average dc plate or 
collector current and voltage of a properly орега- 
ted amplifier do not change, neither do the meter 
readings. A change in current with modulation 
indicates nonlinearity. On the other hand, a ther- 
mocouple rf ammeter connected in the antenna, ог 
transmission line, will show an increase in rf 
current with modulation, because instruments of 
this type respond to power rather than to current 
or voltage. 


Modulating Impedance; Linearity 


The modulating impedance, or load resistance 
presented to the modulator by the modulated те 
amplifier, is equal to 


Zm7 T. X 1000 ohms 
р 


where Ep = Dc plate or collector voltage 
Ip = Dc plate or collector current (mA) 
Ep and Тр are measured without modulation. 


The power output of the rf amplifier must vary 
as the square of the instantaneous plate or col- 
lector voltage (the rf output voltage must be 
proportional to the plate or collector voltage) for 
the modulation to be linear. This will be the case 
when the amplifier operates under Class C con- 
ditions, The linearity depends upon having suf- 
ficient grid or base excitation and proper bias, and 
upon the adjustment or circuit constants to the 
proper values. 


Screen-Grid RF Amplifiers 


Screen-grid tubes of the pentode or beam-tet- 
rode type can be used in Class C plate-modulated 
amplifiers by applying the modulation to both the 
plate and screen grid. The usual method of feeding 
the screen grid with the necessary dc and 
modulation voltages is shown in Fig. 12-6. The 
dropping resistor, R, should be of the proper value 
to apply normal de voltage to the screen under 
steady cartier conditions. Its value can be 
calculated by taking the difference between plate 
and screen voltages and dividing it by the rated 
screen current. 

The modulating impedance is found by dividing 
the dc plate voltage by the sum of the plate and 
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CLASS-C 
АМР 


Fig. 12-8 — Plate and screen modulation of a Class 
C rf amplifier using a screen-grid tube. The plate rf 
bypass capacitor, C1, should have reasonably high 
reactance at all audio frequencies; a value of .001 
to .005 МЕ is generally satisfactory. The screen 
bypass, C2, should not exceed .002 ШР in the usual 
case, 


screen currents. The plate voltage multiplied by the 
sum of the two currents gives the power input to 
be used as the basis for determining the audio 
power required from the modulator. 

Modulation of the screen along with the plate is 
necessary because the screen voltage has a much 
greater effect on the plate current than the plate 
voltage does. The modulation characteristic is 
nonlinear if the plate alone is modulated. 


Choke-Coupled or Heising Modulation 


One of the oldest types of plate modulating 
systems is the choke-coupled Class A or Heising 
modulator shown in Fig. 12-7. Because of the 
relatively low power output and plate efficiency of 
а Class А amplifier, the method is rarely used now 
except for a few special applications. 

The audio power output of the modulator is 
combined with the dc power in the plate circuit 
through the modulation choke, Ll, which has a 
high ‘impedance at audio frequencies. This 
technique of modulating the rf signal is similar to 
the case of the transformer-coupled modulator but 
there is considerably less freedom in adjustment 
since no transformer is available for matching 
impedances. The dc input power to the rf stage 
must not exceed twice the rated af power output 
of the modulator, and for 100-percent modulation 
the plate voltage on the modulator must be higher 
than the plate voltage on the rf amplifier. This is 
because the af voltage developed by the modulator 
cannot swing to zero without a great deal of 
distortion, R1 provides the necessary dc voltage 
drop between the modulator and the rf amplifier. 
The voltage drop across this resistor must equal the 
minimum instantaneous plate voltage on the 
modulator tube under normal operating condi- 
tions. Cl, an audio-frequency bypass across Rl, 
should have a capacitance such that its reactance at 
100 Hz is not more than about one-tenth the 
resistance of R1.Without RI-C1 the percentage of 
modulation is limited to 70 to 80 percent in the 
average case. 


Grid Modulation 


Fig. 12-7 — Choke-coupled Class A modulator. The 
modulation choke, L1, should have a value of 5 H 
or more, A value of .001 to .005 MF is satisfactory. 
for C2. See text for discussion of C1 and R1. 


GRID MODULATION 


The principal disadvantage of plate modulation 
is that a considerable amount of audio power is 
necessary. This requirement can be avoided by 
applying the modulation to a grid element in the 
modulated amplifier. However, serious disadvan- 
tages of grid modulation are the reduction in the 
carrier power output obtainable from a given rf 
amplifier tube and the more rigorous operating 
requirements and more complicated adjustment. 

The term “grid modulation” as used here 
applies to all types — control grid, screen, ог 
suppressor — since the operating principles are 
exactly the same no matter which grid is actually 
modulated. (Screen-grid modulation is the most 
commonly used technique of the three types listed 
here.) With grid modulation the plate voltage is 
constant, and the increase in power output with 
modulation is obtained by making both the plate 
current and plate efficiency vary with the 
modulating signal. The efficiency obtainable at the 
envelope peak depends on how carefully the 
modulated amplifier is adjusted, and sometimes 
can be as high as 80 percent. It is generally less 
when the amplifier is adjusted for good linearity, 
and under average conditions a round figure of 2/3, 
or 66 percent, is representative. The efficiency 
without modulation is only half the peak 
efficiency, or about 33 percent. This low average 
efficiency reduces the permissible carrier output to 
about one-fourth the power obtainable from the 
same tube in cw operation, and to about one-third 
the carrier output obtainable from the tube with 
plate modulation. 
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The modulator is required to furnish only the 
audio power dissipated in the modulated grid 
under the operating conditions chosen. A speech 
amplifier capable of delivering 3 to 10 watts is 
usually sufficient. 

Grid modulation does not give quite as linear a 
modulation characteristic as plate modulation, 
even under optimum operating conditions, When 
misadjusted the nonlinearity may be severe, 
resulting in considerable distortion and splatter. 


Screen Grid Modulation 


Screen modulation is probably the simplest and 
most popular form of grid modulation, and the 
least critical of adjustment. The most satisfactory 
way to apply the modulating voltage to the screen 
is through a transformer. 

With practical tubes it is necessary to drive the 
screen somewhat negative with respect to the 
cathode to get complete cutoff of rf output. For 
this reason the peak modulating voltage required 
for 100-percent modulation is usually 10 percent 
or so greater than the dc screen voltage. The latter, 
in turn, is approximately half the rated screen 
voltage recommended by the manufacturer under 
maximum ratings for radiotelegraph operation, The 
audio power required for 100-percent modulation 
is approximately one-fourth the dc power input to 
the screen in cw operation, but varies somewhat 
with the operating conditions. 


Controlled Carrier 


As explained earlier, a limit is placed on the 
output obtainable from a grid-modulation system 
by the low rf-amplifier plate efficiency (approxi- 
mately 33 percent) under unmodulated carrier 


MODULATOR, 


Fig. 12-8 — Circuit for carrier control with screen 
modulation, A small triode such as the 6C4 can be 
used as the control amplifier and a 6Y6G is 
suitable as a carrier-control tube. ТА is an 
interstage audio transformer having a 1-to-1 ог 
larger turns ratio, R4 is a 0.5-megohm volume 
control and also serves as the grid resistor for the 
modulator. A germanium diode may be used as the 
rectifier. R3 may be the normal screen dropping 
resistor. C1-R1 and C2-R3 should have a time 
constant of about 0.1 second. 


374 


conditions. The plate efficiency increases with 
modulation, since the output increases while the dc 
input remains constant, and reaches a maximum in 
the neighborhood of 50 percent with 100-percent 
sine-wave modulation. If the power input to the 
amplifier can be reduced during periods when there 
is little or no modulation, thus reducing the plate 
loss, advantage can be taken of the higher 
efficiency at full modulation to obtain higher 
“effective output. This can be done by varying the 
dc power input to the modulated stage in 
accordance with average variations in voice 
intensity, in such a way as to maintain just 
sufficient carrier power to keep the modulation 
high, but not exceeding 100 percent, under all 
conditions. Thus the carrier amplitude is controlled 
by the average voice intensity. Properly utilized, 
controlled carrier permits increasing the carrier 
output at maximum level to a value about equal to 
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the rated plate dissipation of the tube, twice the 
output obtainable with constant carrier. 

It is desirable to control the power input just 
enough so that the plate loss, without modulation, 
is safely below the tube rating. Excessive control is 
disadvantageous because the distant receiver's ave 
system must continually follow the variations in 
average signal level, The circuit of Fig, 12-8 permits 
adjustment of both the maximum and minimum 
power input, and separates the functions of modu- 
lation and carrier control. A portion of the audio 
voltage at the modulator grid is applied to a Class 
A “control amplifier,” which drives a rectifier 
circuit to produce a dc voltage negative with 
respect to ground. СІ filters out the audio varia- 
tions, leaving a dc voltage proportional to the 
average voice level. This voltage is applied to the 
grid of a "clamp" tube to control the de screen 
voltage and thus the rf carrier level. 


DOUBLE-SIDEBAND GENERATORS 


The am carrier can be suppressed or nearly 
eliminated by using a balanced modulator. The 
basic principle in any balanced modulator is to 
introduce the carrier in such a way that it does not 
appear in the output but so that the sidebands will. 
This requirement is satisfied by introducing the 
audio in push-pull and the rf drive in parallel, and 
connecting the output in push-pull, Balanced 
modulators can also be connected with the rf drive 
and audio inputs in push-pull and the output in 
parallel with equal effectiveness. 

Vacuum-tube balanced modulators can ђе 
operated at high power levels and the double-side- 
band output can be used directly into the antenna. 


Past issues of 057 have given construction details 
on such transmitters (see, for example, Rush, 
“180-Watt D.S.B. Transmitter,” QST July, 1966). 
A dsb signal can be copied by the same methods 
that are used for single-sideband signals, provided 
the receiver has sufficient selectivity to reject one 
of the sidebands. In any balanced-modulator 
circuit, no rf output will exist with no audio signal. 
When audio is applied, the balance of the 
modulator is upset so that sum and difference 
frequencies (sidebands) appear at the output. 
Further information on balanced modulators is 
presented in Chapter 13. 


CHECKING A-M PHONE OPERATION 


USING THE OSCILLOSCOPE 


Proper adjustment of a phone transmitter is 
aided immeasurably by the oscilloscope. The scope 
will give more information, more accurately, than 
almost any collection of other instruments that 
might be named. Furthermore, an oscilloscope that 
is entirely satisfactory for the purpose is not 
necessarily an expensive instrument; the cathode- 
тау tube and its power supply are about all that are 
needed. Amplifiers and linear sweep circuits are by 
no means necessary. 

In the simplest scope circuit, radio-frequency 
voltage from the modulated amplifier is applied to 
the vertical deflection plates of the tube, usually 
through blocking capacitors, and audio-frequency 
voltage from the modulator is applied to the 
horizontal deflection plates. As the instantaneous 
amplitude of the audio signal varies, the rf output 
of the transmitter likewise varies, and this produces 
a wedge-shaped pattern or trapezoid on the screen. 
If the oscilloscope has a built-in horizontal sweep, 
the rf voltage can be applied to the vertical plates 
as before, and the sweep will produce a pattern 


that follows the modulation envelope of the 
transmitter output, provided the sweep frequency 
is lower than the modulation frequency. This 
produces a wave-envelope modulation pattern. 


The Wave-Envelope Pattern 


The connections for the wave-envelope pattern 
are shown in Fig. 12-9A. The vertical deflection 
plates are coupled to the amplifier tank coil (or an 
antenna coil) through a low-impedance (coax, 
twisted pair, etc.) line and pickup coil. As shown in 
the alternative drawing, a resonant circuit tuned to 
the operating frequency may be connected to the 
vertical plates, using link coupling between it and 
the transmitter. This will eliminate rf harmonics, 
and the tuning control provides a means for 
adjustment of the pattern height. 

If it is inconvenient to couple to the final tank 
coil, as may be the case if the transmitter is tightly 
shielded, the pickup loop may be coupled to the 
tuned tank of a matching circuit or antenna 
coupler. Any method (even a short antenna 
coupled to the tuned circuit shown in the 
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“alternate input connections" of Fig. 12-9A) that 
will pick up enough rf to give a suitable pattern 
height may be used. 

The position of the pickup coil should be varied 
until an unmodulated carrier pattern, Fig. 12-10A, 
of suitable height is obtained. The horizontal 
sweep voltage should be adjusted to make the 
width of the pattern somewhat more than half the 
diameter of the screen, When voice modulation is 
applied, a rapidly changing pattern of varying 
height will be obtained. When the maximum height 
of this pattern is just twice that of the carrier 
alone, the wave is being modulated 100 percent. 
This is illustrated by Fig. 12-10C. 

If the height is greater than twice the unmodu- 
lated carrier amplitude, as illustrated in Fig. 
12-100, the wave is overmodulated in the upward 
direction, Overmodulation in the downward direc- 
tion is indicated by a gap in the pattern at the 
reference axis, where a single bright line appears оп 
the screen, Overmodulation in either direction may 
take place even when the modulation in the other 
direction is less than 100 percent. 


The Trapezoidal Pattern 


Connections for the trapezoid or wedge pattern. 
as used for checking a-m are shown in Fig. 12-9B. 
The vertical plates of the CR tube are coupled to 
{һе transmitter tank through a pickup loop, 
preferably using a tuned circuit, as shown in the 
upper drawing, adjustable to the operating 
frequency. Audio voltage from the modulator is 
applied to the horizontal plates through a voltage 
divider, R1-R2. This voltage should be adjustable 
so a suitable pattern width can be obtained; а 
0.25-megohm volume control can be used at R2 
for this purpose. 

The resistance required at R1 will depend on 
the dc voltage on the modulated element. The total 
resistance of R1 and R2 in series should be about 
0.25 megohm for each 100 volts. For example, if a 
plate-modulated amplifier operates at 1500 volts, 
the total resistance should be 3.75 megohms, 0.25 
megohm at R2 and the remainder, 3.5 megohms, in 
КІ. R1 should be composed of individual resistors 
not larger than 0,5 megohm each, in which case 
l-watt resistors will be satisfactory. 

For adequate coupling at 100 Hz, the 
capacitance in microfarads of the blocking 
capacitor, C, should be at least .05/R, where R is 
the total resistance (R1 + R2) in megohms. In the 
example above, where R is 3.75 megohms, the 
capacitance should be .05/3.75 = .013 МЕ or 
more. The voltage rating of the capacitor should be 
at least twice the dc voltage applied to the 
modulated element. 

Trapeziodal patterns for various conditions of 
modulation are shown in Fig. 12-10, each alongside 
the corresponding wave-envelope pattern. With no 
signal, only the cathode-ray spot appears on the 
screen, When the unmodulated carrier is applied, а 
vertical line appears; the length of the line should 
be adjusted, by means of the pickup-coil coupling, 
to a convenient value, When the carrier is modula- 
ted, the wedge-shaped pattern appears; the higher 
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Fig, 12-9  — Methods of connecting the 
oscilloscope for modulation checking A — 
connections for wave-envelope pattern with any 
modulation method; B — connections for trape- 
zoidal pattern with plate or screen modulation, 


the modulation percentage, the wider and more 
pointed the wedge becomes. At 100-percent modu- 
lation it just makes a point at one end of the 
horizontal axis, and the height at the other end is 
equal to twice carrier height. Overmodulation in 
the upward direction is indicated by increased 
height, at one end, and downward by an extension 
along the horizontal axis at the pointed end. 


CHECKING A-M TRANSMITTER 
PERFORMANCE 


The trapezoidal pattern is generally more useful 
than the wave-envelope pattern for checking the 
operation of the phone transmitter. However, both 
types of patterns have their special virtues, and the 
best test setup is one that makes both available. 
The trapezoidal pattern is better adapted to 
showing the performance of a modulated amplifier 
from the standpoint of inherent linearity, without 
regard to the wave form of the audio modulating 
signal, than is the wave-envelope pattern. Distor- 
tion in the audio signal also can be detected in the 
trapezoidal pattern, although experience in analyz- 
ing scope patterns is required to recognize it. 

If the wave-envelope pattern is used with a 
sine-wavé audio modulating signal, distortion in the 
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Fig. 12-10 — Oscilloscope patterns showing various 
forms of modulation of an rf amplifier. At left, 
wave-envelope patterns; at right, corresponding 
trapezoidal patterns. The wave-envelope patterns 
were obtained with a linear oscilloscope sweep 
having a frequency one-third that of the sine-wave 
audio modulating frequency, so that three cycles 
of the modulation envelope may be seen. Shown at 
A is an unmodulated carrier, at B approximately 
50-percent modulation, and at C, 100-percent 
modulation. The photos at D show modulation in 
excess of 100 percent. E and F show the results of 
improper operation or circuit design. See text. 
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modulation envelope is easily recognizable; how- 
ever, it is difficult to determine whether the 
distortion is caused by lack of linearity of the rf 
stage or by af distortion in the modulator. If the 
trapezoidal pattern shows good linearity in such a 
case, the trouble obviously is in the audio system. 
It is possible, of course, for both defects to be 
present simultaneously. If they are, the rf amplifier 
should be made linear first; then any distortion in 
the modulation envelope will be the result of 
improper operation in the speech amplifier or 
modulator, or in coupling the modulator to the 
modulated rf stage. 


Rf Linearity 

The trapezoidal pattern is a graph of the 
modulation characteristic of the modulated ampli- 
fier. The sloping sides of the wedge show the rf 
amplitude for every value of instantaneous 
modulating voltage. If these sides are perfectly 
straight lines, the modulation characteristic is 
linear. If the sides show curvature, the characteris- 
tic is nonlinear to an extent shown by the degree 
to which the sides depart from perfect straightness. 
This is true regardless of the modulating wave 
form. If these edges tend to bend over toward the 
horizontal at the maximum height of the wedge, 
the amplifier is “flattening” on the modulation 
uppeaks. This is usually caused by attempting to 
get too large a carrier output, and can be corrected 
by tighter coupling to the antenna or by a decrease 
in the dc screen voltage. The slight “tailing off" at 
the modulation downpeak (point of the wedge) 
can be minimized by careful adjustment of excita- 
tion and plate loading. 

Several types of improper operation are shown 
in Fig. 12-10. The patterns at E show the effect of 
a too long time constant in the screen circuit, in an 
amplifier getting its screen voltage through a 
dropping resistor, both plate and screen being 
modulated. The “double-edged” pattern is the 
result of audio phase shift in the screen circuit 
combined with varying screen-to-cathode resistance 
during modulation. This effect can be reduced by 
reducing the screen bypass capacitance, and also by 
connecting resistance (to be determined experi- 
mentally, but of the same order as the screen 
dropping resistance) between screen and cathode. 

The pictures at the bottom, F, show the effect 
of insufficient audio power. Although the trapè- 
zoidal pattern shows good linearity in the rf 
amplifier, the wave-envelope pattern shows flatten- 
ed peaks (both positive and negative) in the 
modulation envelope even though the audio signal 
applied to the amplifier was a sine wave. More 
speech-amplifier gain merely increases the flatten- 
ing without increasing the modulation percentage 
in such a case. The remedy is to use a larger 
modulator or less input to the modulated rf stage. 
In some cases the trouble may be caused by an 
incorrect modulation-transformer turns ratio, caus- 
ing the modulator to be overloaded before its 
maximum power output capabilities are reached. 


General-Purpose Amplitude Modulators 
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GENERAL-PURPOSE AMPLITUDE MODULATORS 


The two modulator circuits shown in Figs. 
12-11 and 12-12 can be employed to deliver from 
3 to 70 watts of audio power. The basic designs are 
taken from RCA's Audio Design Phase 2. The 
complementary-symmetry circuit, Fig. 12-11, is 
characterized by a Class A driver and a 
complementary pair (npn/pnp) of output transis- 
tors. The primary advantages of this circuit are 
simplicity and economy. Common conduction is 
minimized because the transistor which is “off” 
during half of the audio cycle is reverse biased. The 


TABI 


output transistors are operated at zero bias, 
providing excellent de stability. Elaborate regulat- 
ed power supplies are not required. The comple- 
mentary-symmetry amplifier is limited to about 20 
watts output because of the high level of heat that 
the driver stage must dissipate, Component values 
and transistor types are given in Table 124 for 3-, 
5-, 12-, and 20-watt designs. 

For higher power levels, the quasi-comple- 
mentary circuit (Fig, 12-12) is usually chosen. Here 
a Class A predriver feeds a Class B npn/pnp driver 


LE 12-1 


Power 
(мив) RI Ri 


PARTS VALUES FOR COMPLEMENTARY — SYMMETRY CIRCUIT 


а а 
Clue pP ФЕ 


RS 67 RS R9 RIO RIS ВМ в RIT о: _ œ т 
зэк өк 27k 39k 620 3X Sék 120 150 22 22k 016V 10 100 40611 40610 40609 ПУЛА — GSüancorTR4) 
з S ба зле ои вю TR ма цо DM 27 DR озму з мо оне 4088 AMM ТРА Gime THA) 
Й 
па dék эш тя 27k 390 18k Ls 9р 9 56 - 16V 10 220 40389 40622 40050 25V.1A  (StancorTP4) 
см aw 
30 2k эш 82k 22k 30 22k LOK 100 шу 10 270 40628 40627 40626 32V.JA (С.Р, ес, 10596) 


100 100 
оу су 


TABLE 12-11 
PARTS VALUES FOR QUASI-COMPLEMENTARY-SYMMETRY CIRCUIT 
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Fig. 12-11 — General-purpose amplitude modulator 
for 3 to 20 watts of audio power. Capacitors with 
polarity indicated are electrolytic, See Table 12-1 
for parts not listed below. 

51 — Spst toggle. 

T2 — See text. 


378 


А-М AND 058 


Fig. 12-12 — General-purpose amplitude modulator 
for 25 to 70 watts of audio power. Capacitors with 
polarity indicated are electrolytic. See Table 12-1! 
for parts not listed below. 


pair, which, in turn, activates the npn output 
transistors. The danger of damage to the output 
stage from a short circuit is high, so protection is 
included. Table 12-П includesparts information for 
three power levels: 25, 40, and 70 watts, 

All amplifiers are designed for an 8-ohm 
Output, so T2 can be a standard audio output 
transformer in "reverse." The secondary impe- 
dance will depend on the impedance of the stage to 
be modulated. 


L1 — J. W. Miller 4622 or equiv. 


51 — брз! toggle. 
T2 — See text, 
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Chapter 13 


Single-Sideband Transmission 


GENERATING THE SSB 
SIGNAL 


A fully modulated a-m signal has two thirds of 
its power in the carrier and only one third in the 
sidebands. The sidebands carry the intelligence to 
be transmitted; the carrier “goes along for the 
ride” and serves only to demodulate the signal at 
the receiver. By eliminating the carrier and 
transmitting only the sidebands, or just one 
sideband, the available transmitter power is used to 
greater advantage. To recover the intelligence being 
transmitted, the carrier must be reinserted at the 
receiver, but this is no great problem with a proper 
detector circuit, 

Assuming that the same final-amplifier tube or 
tubes are used either for normal am or for 
single sideband, carrier suppressed, it can be shown 
that the use of ssb can give an effective gain of up 
to 9 dB over a-m — equivalent to increasing the 
transmitter power 8 times. Eliminating the carrier 
also eliminates the heterodyne interference that so 
often spoils communication in congested phone 
bands. 

Filter Method 


Two basic systems for generating ssb signals are 
shown in Fig. 13-2. One involves the use of a 
bandpass filter having sufficient selectivity to pass 
one sideband and reject the other. Mechanical 
filters are available for frequencies below 1 MHz. 
From 0.2 to 10 MHz, good sideband rejection can 
be obtained with filters using four or more quartz 
crystals. Oscillator output at the filter frequency is 
combined with the audio signal in a balanced 
modulator, and only the upper and lower 
sidebands appear in the output. One of the 
sidebands is passed by the filter and the other 
rejected, so that an ssb signal is fed to the mixer. 
The signal is mixed with the output of a 
high-frequency rf oscillator to produce the desired 
output frequency. For additional amplification a 
linear rf amplifier must be used. When the ssb 
signal is generated around 500 kHz it may be 
necessary to convert twice to reach the operating 
frequency, since this simplifies the problem of 
rejecting the “image” frequencies resulting from 
the heterodyne process. The problem of image 
frequencies in the frequency conversions of ssb 
signals differs from the problem in receivers 
because the beating-oscillator frequency becomes 
important. Either balanced mixers or sufficient 
selectivity must be used to attenuate these 


Fig. 13-1 — Single sideband is the most popular of 
all the modes for amateur hf communication. 


frequencies in the output and hence minimize the 
possibility of unwanted radiations. (Examples of 
filter-type exciters can be found in various issues of 
QST and in Single Sideband for the Radio 
Amateur.) 

Phasing Method 


The second system is based on the phase 
relationships between the carrier and sidebands in a 
modulated signal. As shown in the diagram, the 
audio signal is split into two components that are 
identical except for a phase difference of 90 
degrees. The output of the rf oscillator (which may 
be at the operating frequency, if desired) is 
likewise split into two separate components having 
a 90-degree phase difference. One rf and one audio 
component are combined in each of two separate 
balanced modulators. The carrier is suppressed in 
the modulators, and the relative phases of the 
sidebands are such that one sideband is balanced 
out and the other is augmented in the combined 
output. If the output from the balanced 
modulators is high enough, such an ssb exciter can 
work directly into the antenna, or the power level 
can be increased in a following amplifier, 

Generally, the filter-type exciter is easier to 
adjust than is the phasing exciter. Most home built 
ssb equipment uses commercially made filters these 
days. The alignment is done at the factory, thus 
relieving the amateur of the sometimes tedious task 
of adjusting the filter for suitable bandpass 
characteristics. Filtertype exciters are more 
popular than phasing units and offer better carrier 
suppression and alignment stability. It is still 
practical for the builder to fabricate his own 
crystallattice filter by utilizing low-cost surplus 
crystals. This possibility should not be overlooked 
if the builder is interested in keeping the overall 
cost of the home-built exciter at a minimum. 


BALANCED MODULATORS 


The carrier can be suppressed or nearly 
eliminated by using a balanced modulator or an 
extremely sharp filter. In ssb transmitters it is 
common practice to use both devices. The basic 
principle of any balanced modulator is 


to 
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introduce the carrier in such a way that it does not 
appear in the output, but so that the sidebands 
will. The type of balanced-modulator circuit 
chosen by the builder will depend upon the 
constructional considerations, cost, and whether 
diodes or transistors are to be employed. 

In any balanced-modulator circuit there will be 
no output with no audio signal. When audio is 
applied, the balance is upset, and one branch will 
conduct more than the other. Since any modula- 
tion process is the same as “mixing” in receivers, 
sum and difference frequencies (sidebands) will be 
generated. The modulator is not balanced for the 
sidebands, and they will appear in the output. 

In the rectifier-type balanced modulators 
shown in Fig. 13-3, at A and B, the diode rectifiers 
are connected in such a manner that, if they have 
equal forward resistances, no rf can pass from the 
carrier source to the output circuit via either of the 
two possible paths. The net effect is that no rf 
energy appears in the output. When audio is 
applied, it unbalances the circuit by biasing the 
diode (or diodes) in one path, depending upon the 
instantaneous polarity of the audio, and hence 
some rf will appear in the output. The rf in the 
output will appear as a double-sideband suppres- 
sed-carrier signal. 

In any diode modulator, the rf voltage should 
be at least 6 to 8 times the peak audio voltage for 
minimum distortion. The usual opération involves 
a fraction of a volt of audio and several volts of rf. 
Desirable diode characteristics for balanced modu- 
lator and mixer service include: low noise, low 
forward resistance, high reverse resistance, good 
temperature stability, anid fast switching time (for 
high-frequency operation). Fig. 13-4 lists the 
different classes of diodes, giving the ratio of 
forward-to-reverse resistance of each. This ratio is 
an important criterion in the selection of diodes. 
Also. the individual diodes used should have 
closely matched forward and reverse resistances; an 
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ohmmeter can be used to select matched pairs ог 
quads. 

One of the simplest diode balanced modulators 
in use is that of Fig. 13-3A. Из use is usually 
limited to low-cost portable equipment in which a 
high degree of carrier suppression is not vital. A 
ring balanced modulator, shown in Fig. 13-3B, 
offers good carrier suppression at low cost. Diodes 
СКІ through CR4 should be well matched and can 
be 1N270s or similar. C1 is adjusted for best rf 
phase balance as evidenced by maximum carrier 
null. R1 is also adjusted for the best carrier null 
Obtainable. It may be necessary to adjust each 
control several times to secure optimum suppres- 
sion. 

Varactor diodes are part of the unusual circuit 
shown in Fig. 13-3C. This arrangement allows 
single-ended input of near-equal levels of audio and 
carrier oscillator. Excellent carrier suppression, 50 
dB or more, and a simple method of unbalancing 
the modulator for cw operation are features of this 
design. CR1 and CR2 should be rated at 20 pF for 
a bias of -4 V. R1 can be adjusted to cancel any 
mismatch in the diode characteristics, so it isn't 
necessary that the varactors be well matched. T1 is 
wound on a small-diameter toroid core. The tap on 
the primary winding of this transformer is at the 
center of the winding. 

A bipolartransistor balanced modulator is 
shown in 13-3D. This circuit is similar to one used 
by Galaxy Electronics and uses closely matched 
transistors at Q1 and Q2. A phase splitter (inverter) 
Q3, is used to feed audio to the balanced 
modulator in push-pull. The carrier is supplied to 
the circuit in parallel and the output is taken in 
push-pull. CR1 is a Zener diode and is used to 
stabilize the dc voltage. Controls R1 and R2 are 
adjusted for best carrier suppression. 

The circuit at E offers superior carrier 
suppression and uses a 7360 beam-deflection tube 
as a balanced modulator. This tube is capable of 
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Кано 
(М = 1,000,000) 
500 
0.1M 
48M 
480M 
2000M 


Diode Type 
Point-contact germanium (1N98) 


Small-junction germanium (1N270) 
Low-conductance silicon (1N457) 
High-conductance silicon (1N645) 
Hot-carrier (HPA-2800) 


Fig. 13-4 — Table showing the forward-to-reverse 
resistance ratio for the different classes of 
solid-state diodes. 


providing as much as 60 dB of carrier suppression. 
When used with mechanical or crystalattice filters 
the total carrier suppression can be as great as 80 
dB. Most well-designed balanced modulators can 
provide between 30 and 50 dB of carrier 
suppression; hence {һе 7360 circuit is highly 
desirable for optimum results, The primary of 
transformer ТІ should be bifilar wound for best 
results. 


IC Balanced Modulators 


Integrated circuits (ICs) are presently available 
for use in balanced-modulator and mixer circuits. 
A diode array such as the RCA CA3039 is ideally 
suited for use in circuits such as that of Fig. 13-5А. 
Since all diodes are formed on a common silicon 
chip, their characteristics are extremely well 
matched. This fact makes the IC ideal in a circuit 
where good balance is required. The hot-carrier 
diode also has closely matched characteristics and 
excellent temperature stability. Using broad-band 

' toroidal-wound transformers, it is possible to 
construct a circuit similar to that of Fig. 13-6 
which will have 40 dB of carrier suppression 
without the need for balance controls. Т1 and T2 
consist of trifilar windings, 12 turns of No, 32 
enam. wire wound on a 1/2-inch toroid core. 
Another device with good inherent balance is the 
special IC made for modulator/mixer service, such 
as the Motorola MC1496G or Signetics $5596. A 
sample circuit using the MC1496 can be seen in 
Fig. 13-5B. R1 is adjusted for best carrier balance. 
The amount of energy delivered from the carrier 
generator effects the level of carrier suppression; 


Fig. 13-5 — Additional balanced- 
modulator circuits in which inte- 
grated circuits are used, 
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100 mV of injection is about optimum, producing 
up to 55 dB of carrier suppression. Additional 
information on balanced modulators and other 


ssb-generator circuits is given in the texts 
referenced at the end of this chapter. 
FILTERS 


A home-built crystal lattice filter suitable for 
use in an ssb generator is shown in Fig. 13-7. This 
unit is composed of three half-lattice sections, with 
2 crystals in each section, made with surplus hf 
crystals. The 330-ohm resistor between sections 
two and three reduces interaction and smooths the 
passband response. The leakage reactance between 
the two halves of L2 and L3 is tuned out by the 
capacitors connected in series with the center taps 
of these coils. L1 and 14, the input and output 
coils, resonate with the calculated value of 
terminating capacitance at 5060 kHz and reflect 
the needed inductance across the crystals. The 
2000-ohm resistors complete the termination. 

All the crystals were purchased as 5500-kHz 
FT-243s and etched to the desired frequencies with 
hydrofluoric acid. It is best to wash each crystal 
with soap and water and measure its frequency 
before etching. The crystals in each set of three 
should be as close to each other in frequency as 
possible, and the separation between the two 
groups should be about 1500 Hz. 

Tuning the filter is quite simple since all four 
adjustements can be peaked for maximum output 
at a fixed alignment frequency. This frequency 
should be on the high side of the pass band and can 
be the carrier frequency used for lower-sideband 
transmission (5505.5 kHz in the case of the filter 
described). Using the carrier frequency it is only 
necessary to unbalance the balanced modulator to 

‘obtain а cw alignment signal. Of course, a signal 
generator and rf-probe-equipped УТУМ can also be 
used. C1, C2, L1 and 14 are adjusted for maximum 
output. 

A slightly better shape factor can be had by 
detuning the carrier oscillator to a lower alignment. 
frequency corresponding to about the 4-dB-down 
point on the high-frequency side of the pass band. 
Fig. 13-8 shows the measured performance of the 
filter when aligned at 5505.2 kHz. The 6-dB 
bandwidth is 2750 Hz. 
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Fig. 136 — Balanced modulator design using 


hot-carrier diodes. 


The (suppressed) carrier frequency must be 
adjusted so that it falls properly on the slope of the 
filter characteristic, If it is too close to the filter 
mid frequency the sideband rejection will be poor; 
if it is too far away there will be a lack of “lows” 
in the signal. 

Ordinarily, the carrier is placed on one side of 
the curve, depending upon which sideband is 
desired, which is approximately 20 dB down froin 
the peak. It is sometimes helpful to make 
provisions for “rubbering” the crystal of the carrier 
oscillator so that the most natural voice quality can 
be realized when making initial adjustments. 


Using Commercial Crystal Filters 


Some builders may not have adequate testing 
facilities for building and aligning their own filters. 
In such instances it is possible to purchase 
ready-made units which are prealigned and come 
equipped with crystals for upper- and lower-side- 
band use, Spectrum International has two types 
for use at 9 MHz. Another manufacturer, McCoy 
Electronics Со.,2 sells 9-MHz models for amateur 
use, and other filters are available surplus.3 


Mechanical Filters 


Mechanical filters contain elements that vibrate 
and establish resonance mechanically. In crystal 


1 McCoy Electronics Company, Holl; 
Springs, РАУ ud i 
2 Spectrum International, Topsfield, MA. 
ЗЕ. $, Electronic Labs, 31 Augustus, Excelsior 
Springs, Mi 


Mt. 


v2 


Fig. 13-7 — Circuit diagram of a filter. Resistances 
capacitors are disk ceramic except as noted, 


C1, C2 — Mica trimmer. 

50 turns No. 38 enamel, close-wound on 

inch dia ceramic slug-tuned form (CTC 
LS-6, National XR-81 or similar]. 

L2, L3 — 60 turns No. 38 enamel, close wound on 
17/64-inch ceramic form (CTC LS-6, National 
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Fig. 13-8 — Measured selectivity characteristic of 
the filter when aligned at 5505.2 kHz. The 6-dB 
bandwidth is 2750 Hz and the 30-dB/6-dB shape 
factor is 1.44, 


filters the coupling between filter sections is 
achieved by electrical means, In mechanical filters, 
mechanical couplers are used to transfer the 
vibrations from one resonant section to the next. 
At the input and output ends of the filter are 
transducers which provide for electrical coupling to 
and from the filter. Most mechanical filters are 
designed for use from 200 to 600 kHz, the range 
near 455 kHz being the most popular for amateur 
use. Mechanical filters suitable for amateur radio 
circuits are manufactured by the Collins Radio Co. 
and can be purchased from some dealers in 
amateur radio equipment. 


FILTER APPLICATIONS 


Methods for using typical sideband filters are 
shown schematically in Fig. 13-9. In the circuit of 


1“ 


330 


OUTPUT 
:2000 
Mod» ds | ый 
05 


аге in ohms, апа resistors are 1/2-watt composition; 


XR-81 or similar with powered-iron core 
removed), center tapped. 

Y1, Y2, УЗ — АН same frequency (near 5500 
kHz). 


Y4, Y5, Уб — All same frequency and 1500 to 
1700 Hz different from Y1, Y2, Y3. 
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Fig. 13-9A а 455-kHz mechanical filter is coupled 
to the balanced modulator by means of two dc 
isolating capacitors. C1 is used to tune the input of 
FLI to resonance (if a Collins type 455-FB-21 is 
used). Frequently, a fixed-value 120-pF capacitor 
will suffice at each end of the filter. C2 tunes the 
output of the filter, A stage of i-f amplification 
usually follows the filter, as shown, to compensate 
for the insertion loss of the filter and to provide а 
stage to which agc can be applied for alc 
(automatic level control) purposes. In the circuit 
shown the operator can ground КІ if alc is not 
used. R2 can be lifted from ground and a 
5000-ohm control can be placed between it and 
ground to provide a means of manual gain control 
for providing the desired signal level to the mixer. 

The circuit of Fig. 13-9B uses a 9-MHz crystal 
filter, followed by an IC i-f amplifier. Either the 
McCoy or Spectrum International filters are 
suitable, Most commercial ssb filters are supplied 
with a дайа sheet which shows recommended input 
and output circuits for matching the impedance of 
the filter. All are adaptable to use with tubes or 
transistors. 


139 — Typical 
circuits showing how 
ssb filters are connect- 
ed in the circuit. 


Another circuit which uses an hf crystal filter, 
preceded by a dual-gate MOSFET operating as an 
ТЕ speech clipper, is shown in Fig. 13-9С, The 
advantages of rf clipping are explained later in this 
chapter. A second MOSFET amplifies the signal 
from the filer and provides a variable level of 
output which is controlled by the alc line. 


CARRIER OSCILLATOR 


The ssb-generation process starts with a 
crystal-controlled oscillator, as shown in Fig. 13-2. 
In a filter-type generator, the oscillator frequency 
is set on the low-frequency side of the filter 
bandpass to produce upper sideband and on the 
upper side when lowersideband operation is 
desired. Suitable oscillator circuits are shown in 
Chapter 6. 


MIXER 


A singlesideband signal, unlike fm or cw, 
cannot be frequency multiplied. One or more 
mixer stages are employed in ап ssb exciter to 
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Fig. 13-10 — Speech circuits for use with 
standard-type microphones. Typical parts values 
are given. 


heterodyne the output of a fixed-frequency ssb 
generator to the desired operating frequency. See 
Chapter 8 for details of mixer design and sample 
mixer circuits. 


Fig. 13-11 — A resistance- 
coupled speech amplifier. 
Component values are re- 
Dresentative of a typical 
circuit, 


385 


THE SPEECH AMPLIFIER 


The purpose of a speech amplifier is to raise the 
level of audio output from a microphone to that 
required by the modulator of a transmitter. In ssb 
and fm transmitters {һе modulation process takes 
place at low levels, so only a few volts of audio are 
necessary. One or two simple voltage-amplifier 
stages will suffice. A-m transmitters often employ 
high-level plate modulation requiring considerable 
audio power, as described in Chapter 12. The 
microphone-input and audio voltage-amplifier 
circuits are similar in all three types of phone 
transmitters, however. 

When designing speech equipment it is neces- 
sary to know (1) the amount of audio power the 
modulation system must furnish and (2) the 
output voltage developed by the microphone when 
it is spoken into from normal distance (a few 
inches) with ordinary loudness. It then becomes 
possible to choose the number and type of 
amplifier stages needed to generate the required 
audio power without overloading or undue 
distortion anywhere in the system. 


MICROPHONES 


The level of a microphone is its electrical 
output for a given sound intensity. The level varies 
somewhat with the type. It depends to a large 
extent on the distance from the sound source and 
the intensity of the speakers voice. Most 
commercial transmitters are designed for the 
median level If a highdevel mike is used, care 
should be taken not to overload the input amplifier 
stage. Conversely, a microphone of too low a level 
must be boosted by a preamplifier. 

The frequency response (fidelity) of a micro- 
phone is its ability to convert sound uniformly into 
altemating current, For high articulation it is 
desirable to reproduce a frequency range of 
200-3500 Hz. When all frequencies are reproduced 
equally, the microphone is considered “flat.” Flat 
response is highly desirable as peaks (sharp rises in 
the reproduction curve) limit the swing or 
modulation to the maximum drive voltage, whereas 
the usable energy is contained in the flat part of 
the curve. 

Microphones are gerierally omnidirectional, and 
respond to sound from all directions, or unidirec- 
tional, picking up sound from one direction. If a 
microphone is to be used close to the operators 
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Fig. 13-12 — Typical phase-inverter 
circuits for transistor amplifier ap- 
plications. 


mouth, an omnidirectional microphone is ideal. If, 
however, speech is generated a foot or more from 
the microphone, a unidirectional microphone will 
reduce reverberation by a factor of 1.7:1. Some 
types of unidirectional microphones have proxim- 
ity effect in that low frequencies are accentuated 
when the microphone is too close to the mouth. 


Carbon Microphones 


The carbon microphone consists of а metal 
diaphragm placed against a cup of loosely packed 
carbon granules. As the diaphragm is actuated by 
the sound pressure, it alternately compresses and 
decompresses the granules. When current is flowing 
through the button, a variable dc will correspond 
to the movement of the diaphragm. This 
fluctuating dc can be used to provide grid-cathode 
voltage corresponding to the sound pressure. 

The output of a carbon microphone is 
extremely high, but nonlinear distortion and 
instability has reduced its use. The circuit shown in 
Fig. 13-10 will deliver 20-30 volts at the 
transformer secondary. 


Piezoelectric Microphones 


Piezoelectric microphones make use of the 
phenomena by which certain materials produce a 
voltage by mechanical stress or distortion of the 
material. A diaphragm is coupled to a small bar of 
material such as Rochelle salt or ceramic made of 
barium titanate or lead zirconium titanate. -The 
diaphragm motion is thus translated into electrical 
energy. Rochelle-salt crystals are susceptible to 
high temperatures, excessive moisture, or extreme 
dryness. Although the output level is higher, their 
use is declining because of their fragility. 

Ceramic microphones are impervious to tem- 
perature and humidity. The output level is 
adequate for most modern amplifiers. They are 
capacitive devices and the output impedance is 
high. The load impedance will affect the low 
frequencies. To provide attenuation, it is desirable 
to reduce the load to 0.25 megohm or even lower, 
to maximize performance when operating ssb, thus 
eliminating much of the unwanted low-frequency 
response. 


Dynamic Microphones 

The dynamic microphone somewhat resembles 
a dynamic loudspeaker. A lightweight coil, usually 
made of aluminum wire, is attached to a 
diaphragm. This coil is suspended in a magnetic 
circuit. When sound impinges on the diaphragm, it 


SINGLE-SIDEBAND TRANSMISSION 


moves the coil through the magnetic field 
generating an alternating voltage. 


Electret Microphones 


The electret microphone has recently appeared 
as a feasable alternative to the carbon, piezoelectric 
or dynamic microphone, An electret is an insulator 
which has а quasi-permanent static electric charge 
trapped in or upon it. The electret operates in a 
condenser fashion which uses a set of biased plates 
whose motion, caused by air pressure variations, 
creates а changing capacitance and accompanying 
change in voltage. The electret acts as the plates 
would, and being charged, it requires no bias 
voltage. A low voltage provided by a battery used 
for an РЕТ impedance converter is the only power 
required to produce ап audio signal. 

Electrets traditionally have been susceptable to 
damage from high temperatures and high humidity. 
New materials and different charging techniques 
have lowered the chances of damage, however. 
Only in extreme conditions (such as 120 degrees F 
at 90 percent humidity) are problems present. The 
output level of a typical electret is higher than that 
of a standard dynamic microphone. 


VOLTAGE AMPLIFIERS 


The important characteristics of a voltage 
amplifier are its voltage gain, maximum undis- 
torted output voltage, and its frequency response. 
The voltage gain is the voltage-amplification ratio 
of the stage. The output voltage is the maximum af 
voltage that can be secured from the stage without 
distortion. The amplifier frequency response 
should be adequate for voice reproduction; this 
requirement is easily satisfied. 

The voltage gain and maximum undistorted 
output voltage depend on the operating conditions 
of the amplifier. The output voltage is in terms of 
peak voltage rather than rms; this makes the rating 
independent of the waveform. Exceeding the peak 
value causes the amplifier to distort, so it is more 
useful to consider only peak values in working with 
amplifiers. 


Resistance Coupling 


Resistance coupling generally is used in 
voltage-amplifier stages. It is relatively inexpensive, 
good frequency response can be secured, and there 
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is little danger of hum pick-up from stray magnetic 
fields. It is the most satisfactory type of coupling 
for the output circuits of pentodes and highi 
triodes, because with transformers a sufficiently 
high load impedance cannot be obtained without 
considerable frequency distortion. A typical circuit 
is given in Fig. 13-11. 


Phase Inversion 


Push-pull output may be secured with resis- 
tance coupling by using phase-inverter or phase- 
splitter circuits as shown in Fig. 13-12. In this 
circuit the voltage developed across the emitter 
resistor of Q1 is equal to, but 180 degrees out of 
phase with, the voltage swing across the collector 
resistor. Thus, the following two stages are fed 
equal af voltages. The gain of Q1 will be quite low, 
if indeed the stage exhibits any gain at all. 


‘Transformer Coupling 


‘Transformer coupling between stages ordinarily 
is used only when power is to be transferred (in 
such a case resistance coupling is very inefficient), 
or when it is necessary to couple between a 
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Fig. 13-14 — A dc voltage controls the gain of this 
IC, eliminating the need for shielded leads to 
the gain control. 
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Fig. 13-13— Typical 
speech amplifier using 
integrated circuits. 


single-ended and a push-pull stage. 

Several types of ICs have been developed for 
use in speech amplifiers. The Motorola MFC8040 
features very low noise, typically 14V, (Fig. 
13-13А), while the RCA CA3020 has sufficient 
power output — 500 mW — to drive low-impedance 
loads (Fig. 13-13B). A transistor IC array can also 
be put to work in a speech amplifier, as shown in 
Fig. 13-13C. This circuit uses an RCA CA3018, 
with a high-gain Darlington pair providing high gain 
and high input impedance. A second transistor 
within the IC functions as an emitter follower, for 
low-impedance output. Most of the operational- 
amplifier ICs will work as high-gain speech 
amplifiers, using a minimum of external parts as 
shown in Fig. 13-130. The 4A741 has intemal 
frequency compensation, but the popular 709 
series of operational amplifiers requires external 
frequency compensation to prevent self-oscillation. 


Gain Control 


A means for varying the over-all gain of the 
amplifier is necessary for keeping the final output 
at the proper level for modulating the transmitter. 
The common method of gain control is to adjust 
the value of ac voltage applied to the base or grid 
of one of the amplifiers by means of a voltage 
divider or potentiometer. 

The gain-control potentiometer should be near 
the input end of the amplifier, at a point where the 
signal voltage level is so low there is no danger that 
the stages ahead of the gain control will be 
overloaded by the full microphone output. In a 
high-gain amplifier it is best to operate the first 
stage at maximum gain, since this gives the best 
signal-to-hum ratio. The control is usually placed in 
the input circuit of the second stage. 

Remote gain control can also be accomplished 
with an electronic attenuator IC, such as the 
Motorola MFC6040. A dc voltage varies the gain of 
the IC from +6 dB to -85 dB, eliminating the need 
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Fig. 13-15 — Rf filters using LC (A) and RC (B) 
components, which are used to prevent feedback 
caused by rf pickup on the microphone lead. 


for shielded leads to a remotely located volume 
control. A typical circuit is shown in Fig. 13-14. 


Speech-Amplifier Construction 


Once a suitable circuit has been selected for a 
speech amplifier, the construction problem resolves 
itself into avoiding two difficulties — excessive 
hum, and unwanted feedback. For reasonably 
humless operation, the hum voltage should not 
exceed about 1 percent of the maximum audio 
output voltage — that is, the hum and noise should 
be at least 40 dB below the output level. 

Unwanted feedback, if negative, will reduce the 
gain below the calculated value; if positive, is likely 
to cause self-oscillation or “howls.” Feedback can 
be minimized by isolating each stage with 
decoupling resistors and capacitors, by avoiding 
layouts that bring the first and last stages near each 
other, and by shielding of “hot” points in the 
circuit, such as high-impedance leads in low-level 
stages. 

If circuit-board construction is used, high- 
impedance leads should be kept as short as 
possible. All ground returns should be made to a 
common point. A good ground between the circuit 
board and the metal chassis is necessary. Complete 
shielding from rf energy is always required for 
low-level solid-state audio circuits. The micro- 
phone input should be decoupled for rf with a 
filter, as shown in Fig. 13-15. At A, an rf choke 
with a high impedance over the frequency range of 
the transmitter is employed. For high-impedance 
inputs, a resistor may be used in place of the 
choke. 

When using paper capacitors as bypasses, be 
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sure that the terminal marked “outside foil," often 
indicated with a black band, is connected to 
ground. This utilizes the outside foil of the 
capacitor as а shield around the “hot” foil. When 
paper or mylar capacitors are used for coupling 
between stages, always connect the outside foil 
terminal to the side of the circuit having the lower 
impedance to ground. 


DRIVER AND OUTPUT STAGES 


Few ssb transmitting mixers have sufficient 
output to properly drive an output stage of any 
significant power level. Most modern-day linear 
amplifiers require at least 30 to 100 watts of 
exciter output power to drive them to their rated 
power input level. It follows, then, that an 
intermediate stage of amplification should be used 
between the mixer and the pa stage of the exciter. 

The vacuum-tube mixers of Chapter 8 will 
provide 3 to 4 peak volts of output into a 
high-impedance load. Since most AB, exciter 
‘output stages need from 25 to 50 volts of swing on 
their grids for normal operation, it is necessary to 
employ a driver stage to amplify the mixer output. 
There are several high-transconductance pentode 
tubes that work well as drivers. Among them are 
the 6CL6, the 12BY7, the 6EH7, and the 6GK6. 
Since all of these tubes are capable of high gain, 
instability is sometimes encountered during their 
use. Parasitic suppression should be included as а 
matter of course, and can take the form of a 
low-value noninductive resistor in series with the 
grid, or a standard parasitic choke installed directly 
at the plate of the tube. Some form of 
neutralization is recommended and is preferred to 
resistive loading of the tuned circuits. The latter 
method lowers the tuned-circuit Q. This in turn 
lowers the stage selectivity and permits spurious 
responses from the mixer to be passed on to the 
following stage of the exciter. 

А typical driver and РА stage for modem 
exciters is shown in Fig. 13-16. The PA is set up for 
AB, amplification. The АВ; mode is preferred 
because it results in less distortion than does the 
AB» or Class-B modes, and because driving power 
is not needed for AB, operation. A 6146 tube is 
used but an inexpensive TV sweep tube may be 
employed if a higher level of IMD is permissible. 
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Fig. 13-16 — Schematic diagram of a typical driver and final stage for ssb exciter. Neutralization and 


paresitic-suppression circuits have been included. 


Power Ratings of 558 Transmitters 


Some sweep tubes are capable of producing less 
IMD than others, but if not overdriven most of 
them are satisfactory for ham use. Among the 
sweep tubes useful as AB, amplifiers are the 
following: 6005, 6685, 6GES, 6HFS, 6ЈЕ6, 6136, 
6KD6, 6KG6, 6LF6 and 6LQ6. 


A Practical Circuit 


In the circuit of Fig. 13-16, a 6GK6 and а 6146 
are shown in a typical driver-amplifier arrange- 
ment. Each stage is stabilized by means of R1 in 
the driver grid, and Z1 in the PA plate, both for 
parasitic suppression. C2 and С5 are neutralizing 
capacitors and can take the form of stiff wires 
placed adjacent to, and in the same plane as the 
tube anode. Varying the spacing between the 
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neutralizing stubs and the tube envelopes provides 
the adjustment of these capacitors. Parallel dc feed 
is used in the mixer and driver stages to prevent the 
tuned-circuit О from being lowered by йс current 
flow through L1 and L2. СТА and C1B are ganged, 
and slug-tuned inductors are used at L1 and L2 to 
permit tracking of the mixer and driver plate tanks. 
C3 and C4 form part of the neutralizing circuits. 
The values shown are suitable for operation on 3.5 
MHz but may require modification for use on the 
other bands. Regulated dc voltage is recommended 
for the screen grids of the driver and rf stages. 
Typical rf voltages (measured with a diode rf probe 
and VTVM are identified with an asterisk. A circuit 
of this type is capable of up to 60 watts PEP 
output. For more information on linear amplifiers 
for sideband service, see Chapter 6. 


POWER RATINGS OF SSB TRANSMITTERS 


Fig. 13-17 is more or less typical of a few 
voice-frequency cycles of the modulation envelope 
of а single-sideband signal. Two amplitude values 
associated with it are of particular interest. One is 
the maximum peak amplitude, the greatest 
amplitude reached by the envelope at any time. 
The other is the average amplitude, which is the 
average of all the amplitude values contained in the 


Fig. 13-17 — (A) Typical ssb voice-modulated 
nal might have an envelope of the general nature 
shown, where the rf amplitude (current or voltage) 
is plotted as a function of time, which increases to 
the right horizontally. (B) Envelope pattern after 
speech processing to increase the average level of 
power output. 


sig 


envelope over some significant period of time, such 
as the time of one syllable of speech. 


The power contained in the signal at the 
maximum peak amplitude is the basic transmitter 
rating. It is called the peak-envelope power, 
abbreviated РЕР. The peak-envelope power of a 
given transmitter is intimately related to the 
distortion considered tolerable. The lower the 
signal-to-distortion ratio the lower the attainable 
peak-envelope power, as a general rule. For splatter 
reduction, an S/D ratio of 25 dB is considered a 
borderline minimum, and higher figures are 
desirable, 

The signal power, S, in the standard definition 
of S/D ratio is the power in one tone of a two-tone 
test signal. This is 3 dB below the peak-envelope 
power in the same signal, Manufacturers of 
amateur ssb equipment usually base their published 
S/D ratios on PEP, thereby getting an S/D ratio 
that looks 3 dB better than one based on the 
standard definition. In comparing distortion- 
product ratings of different transmitters or 
amplifiers, first make sure that the ratios have the 
same base. 

When the output of an ssb transmitter is viewed 
on a spectrum analyzer, the display shows the 
power in the two tones separately, so that the level 
of distortion products is 6 dB below the level of 
either tone. However, commercial analyzers usually 
have a scale over the display tube which is 
calibrated directly in dB below a single-tone test. 
Readings may be converted to dB below the РЕР 
level by subtracting 6 dB from the indicated 
distortion levels. 


Peak vs. Average Power 


Envelope peaks occur only sporadically during 
voice transmission, and have no direct relationship. 
with meter readings. The meters respond to the 
amplitude (current or voltage) of the signal 
averaged over several cycles of the modulation 
envelope. (This is true in practically all cases, even 
though the transmitter xf output meter may be 
calibrated in watts. Unfortunately, such a calibra- 
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tion means little in voice transmission since the 
meter can be calibrated in watts only by using a 
sine-wave signal — which a voice-modulated signal 
definitely is not.) 

The ratio of peak-to-average amplitude varies 
widely with voice of different characteristics. In 
the case shown in Fig. 13-17A the average 
amplitude, found graphically, is such that the 
peak-to-average ratio of amplitudes is almost 3 to 
1. The ratio of peak power to average power is 
something else again. There is no simple relation- 
ship between the meter reading and actual average 
power, for the reason mentioned earlier. 


DC Input 


FCC regulations require that the transmitter 
power be rated in terms of the de input to the final 
stage. Most ssb final amplifiers are operated Class 
AB; ог ABg, so that the plate current during 
modulation varies upward from a “resting” or 
no-signal value that is generally chosen to minimize 
distortion. There will be a peak-envelope value of 
plate current that, when multiplied by the dc plate 
voltage, represents the instantaneous tube power 
input required to produce the peak-envelope 
output. This is the "peak-envelope dc input" or 
*PEP input." It does not register on any meter in 
the transmitter. Meters cannot move fast enough to 
show it — and even if they did, the eye couldn't 
follow. What the plate meter does read is the plate 
current averaged over several modulation-envelope 
cycles. This multiplied by the dc plate voltage is 
the number of watts input required to produce the 
average power output described earlier. 

In voice transmission the power input and 
power output are both continually varying. The 
power input peak-to-average ratio, like the power- 
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Fig. 13-18 — Typical 
solid-state compressor 


output peak-to-average ratio, depends on the voice 
characteristics. Determination of the input ratio is 
further complicated by the fact that there is a 
resting value of dc plate input even when there is 
no И output. No exact figues are possible. 
However, experience has shown that for many 
types of voices and for ordinary tube operating 
conditions where a moderate value of resting 
current is used, the ratio of PEP input to average 
input (during a modulation peak) will be in the 
neighborhood of 2 to 1. That is why many 
amplifiers are rated for а PEP input of 2 kilowatts 
even though the maximum legal input is 1 kilowatt. 


PEP Input 


The 2kilowatt PEP input rating can be 
interpreted in this way: The amplifier can handle 
dc peak-envelope inputs of 2 kw, presumably with 
satisfactory linearity. But it should be run up to 
such peaks if — and only if — in doing so the dc 
plate current (the current that shows on the plate 
meter) multiplied by the dc plate voltage does not 
at any time exceed 1 kilowatt. On the other hand, 
if your voice has characteristics such that the dc 
peak-to-average ratio is, for example, 3 to 1, you 
should not run a greater dc input during peaks than 
2000/3, or 660 watts. Higher dc input would drive 
the amplifier into nonlinearity and generate 
splatter. 

If your voice happens to have a peak-to-average 
ratio of less than 2 to 1 with this particular 
amplifier, you cannot run more than 1 kilowatt de 
input even though the envelope peaks do not reach 
2 kilowatts. 

It should be apparent that the de input rating 
(based on the maximum value of de input 
developed during modulation, of course) leaves 
much to be desired. Its principal virtues are that it 
can be measured with ordinary instruments, and 
that it is consistent with the method used for 
rating the power of other types of emission used 
by amateurs. The meter readings offer no assurance 
that the transmitter is being operated within 
linearity limits, unless backed up by oscilloscope 
checks using your voice. 

Tt should be observed, also, that in the case of a 
grounded-grid final amplifier, the l-kilowatt dc 
input permitted by FCC regulations must include 
the input to the driver stage as well as the input to 
the final amplifier itself. Both inputs are measured 
as described above. 


Speech Processing 
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SPEECH PROCESSING 


Four basic systems, or a combination thereof, 
can be used to reduce the peak-to-average ratio, 
and thus, to raise the average power level of an ssb 
signal. They are: compression or clipping of the af 
wave before it reaches the balanced modulator, and 
compression or clipping of the rf waveform after 
the ssb signal has been generated. One form of rf 
compression, commonly called alc (automatic level 
control) is almost universally used in amateur ssb 
transmitters, Audio processing is also used to 
increase the level of audio power contained in the 
sidebands of an a-m transmitter and to maintain 
constant deviation in an fm transmitter, Both 
compression and clipping are used in a-m systems, 
while most fm transmitters employ only clipping. 


Volume Compression 


Although it is obviously desirable to keep the 
voice level as high as possible, it is difficult to 
maintain constant voice intensity when speaking 
into the microphone. To overcome this variable 
output level, it is possible to use automatic gain 
control that follows the average (not instanta- 
neous) variations in speech amplitude. This can be 
done by rectifying and filtering some of the audio 
output and applying the rectified and filtered dc to 
a control electrode in an early stage in the 
amplifier. 

А practical example of an audio compressor 
circuit is shown in Fig. 13-18A. Q1 is employed as 
an impedance converter, providing coupling be- 
tween a high-impedance microphone and the input 
terminal of the Plessey SL630C audio-amplifier IC. 
Low-impedance microphones can be connected 
directly to the input of the SL630C. U1 has an age 
terminal which allows logarithmic control of the 
output level with a variable de voltage. High- 
frequency cutoff is accomplished by connecting a 
.002-/Р capacitor between pins 3 and 4, Manual 
gain control is effected by applying a de voltage to 


8. 

‘Age voltage for 01 is developed by the 
SL620C. A suitable time constant for voice 
operation is established by the capacitors соппесі- 
ed to pins 3, 4 and 6, respectively. The IC provides 
а fastattack, slow-decay characteristic for the age 
voltage when voice signals are applied and a short 
burst of age voltage when a short noise burst 
occurs. Twenty transistors and four diodes are used 
in U2. 

The compressor will hold the output level 
constant within 2 dB over a 40-dB range of input 
signal. The nominal output level is 80 mV; the 
microphone used should develop at least 3 mV at 
the gate of Q1. 

Fig. 13-18B shows an IC audio compressor 
circuit using the National Semiconductor LM-370. 
This IC has two gain-control points, pins 3 and 4; 
one is used for the input gain adjustment while the 
other receives agc voltage whenever the output 
level exceeds a preset norm. R2 establishes the 
point at which cómpression starts. 


Speech Clipping and Filtering 


In speech wave forms the average power content 
is considerably less than in a sine wave of the same 
peak amplitude. If the low-energy peaks are 
clipped off, the remaining wave form will have a 
considerably higher ratio of average power to peak 
amplitude. Although clipping distorts the wave 
form and the result therefore does not sound 
exactly like the original, it is possible to secure a 
worthwhile increase in audio power without 
sacrificing intelligibility. Once the system is 
properly adjusted it will be impossible to overdrive 
the modulator stage of the transmitter because the 
maximum output amplitude is fixed, 

By itself, clipping generates high-order har- 
monics and therefore will cause splatter. To 
prevent this, the audio frequencies above those 


2200 


2N3391A 2№2925 


ED 


CLIPPED 


1N37545 
etc. 


+2v 


"O AF OUTPUT 


Fig. 13-19 — This drawing illustrates use of JFETs or silicon diodes to clip positive and negative voice 


peaks. 
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needed for intelligible speech must be filtered out, 
after clipping and before modulation. The filter 
required for this purpose should have relatively 
little attenuation below about 2500 Hz, but high 
attentuation for all frequencies above 3000 Hz. 

The values of L and C should be chosen to form 
a low-pass filter section having a cutoff frequency 
of about 2500 Hz, using the value of the ter- 
minating resistor load resistance. For this cutoff 
frequency the formulas are: 


R 


7850 
where R is in ohms, L1 in henrys, and C1 and C2 
in microfarads. 

There is a loss in naturalness with “deep” 
clipping, even though the voice is highly 
intelligible. With moderate clipping levels (6 to 12 
dB) there is almost no change in "quality" but the 
voice power is increased considerably. 

Before drastic clipping can be used, the speech 
signal must be amplified several times more than is 
necessary for normal modulation, Also, the hum 
and noise must be much lower than the tolerable 
level in ordinary amplification, because the noise in 
the output of the amplifier increases in proportion 
to the gain. 


L1 = дузпа c1 = c2 = 93,6. 
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Fig. 13-20 — The improvement in received 
signal-to-noise ratio achieved by the simple forms 


of signal processing. 


In the circuit of Fig. 13-19B а simple diode 
clipper is shown following а two-transistor 
preamplifier section. The 1N3754s conduct at 
approximately 0.7 volt of audio and provide 
positive- and negative-peak clipping of the speech 
wave form. А 47,000-ohm resistor and a .02-МЕ 
capacitor follow the clipper to form a simple R-C 
filter for attenuating the high-frequency compon- 
ents generated by the clipping action, as discussed 
earlier. Any top-hat or similar silicon diodes can be 
used in place of the 1N3754s. Germanium diodes 
(1N34A type) can also be used, but will clip at a 
slightly lower peak audio level. 


SSB SPEECH PROCESSING 


Compression and clipping are related, аз both 
have fast attack times, and when the compressor 
release time is made quite short, the effect on the 
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Fig. 13-21 — Two-tone envelope patterns with 
various degrees of rf clipping. All envelope patterns 
are formed using tones of 600 and 1000 Hz. (A) At 
clipping threshold; (B) 5 dB of clipping; (C) 10 dB 
of clipping; (D) 15 dB of clipping. 


wave from approaches that of clipping. Speech 
processing is most effective when accomplished at 
radio frequencies, although a combination of af 
clipping and compression can produce worthwhile 
results. The advantage of an outboard audio speech 
processor is that no internal modifications are 
necessary to the ssb transmitter with which it will 
be used. 

To understand the effect of ssb speech 
processing, review the basic rf waveforms shown in 
Fig. 13-17A. Without processing, they have high 
peaks but low average power. After processing, Fig. 
13-17B, the amount of average power has been 
raised considerably. Fig. 13-20 shows an advantage 
of several dB for rf clipping (for 20 dB of 
processing) over its nearest competitor. 

Investigations by W6JES reported in QST for 
January, 1969, show that, observing a transmitted 
signal using 15 dB of audio clipping from a remote 
receiver, the intelligibility threshold was improved 
nearly 4 dB over a signal with no clipping. 


558 Speech Processing 
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Fig. 13-22 — (A) Control voltage obtained by 
sampling the rf output voltage of the final 
amplifier. The diode back bias, 40 volts or so 
maximum, may be taken from any convenient 
positive voltage source in the transmitter. А1 may 
be a linear control having a maximum resistance of 
the order of 50,000 ohms. СВ1 may be а 1N34A 
or similar germanium diode. 

(B) Control voltage obtained from grid circuit of a 
Class AB, tetrode amplifier. T1 is an interstage 
audio transformer having a turns ratio, secondary 


Increasing the af clipping level to 25 dB gave an 
additional 1.5 dB improvement in intelligibility. 
Audio compression was found to be valuable for 
maintaining relatively constant average-volume 
speech, but such a compressor added little to the 
intelligibility threshold at the receiver, only about 
12 dB. 

Evaluation of rf clipping from the receive side 
with constant-level speech, and filtering to restore 
the original bandwidth, resulted in an improved 
intelligibility threshold of 4.5 dB with 10 dB of 
clipping. Raising the clipping level to 18 dB gave an 
additional 4-dB improvement at the receiver, or 
8.5-аВ total increase. The improvement of the 
intelligibility of a weak ssb signal at a distant 
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to primary, of 2 or 3 to 1. An inexpensive 
transformer may be used since the primary and 
secondary currents are negligible. CR1 may be a 
1N34A or similar; time constant R2C3 is discussed 
in the text. 

(С) Control voltage is obtained from the grid of a 
Class AB, tetrode amplifier and amplified by а 
triode audio stage. 

(D) Alc system used 
transmitter, 

(E) Applying control voltage to the tube or (F) 
linear IC controlled amplifier. 


in the Collins 325-3 


receiver can thus be substantially improved by rf 
clipping. The effect of such clipping on a two-tone 
test pattern is shown in Fig. 13-21. 

Automatic level control, although a form of rf 
speech processing, has found its primary applica- 
tion in maintaining the peak rf output of an ssb 
transmitter at a relatively constant level, hopefully 
below the point at which the final amplifier is 
overdriven, when the audio input varies over a 
considerable range. These typical alc systems, 
shown in Fig. 13-22, by the nature of their design 
time constants offer a limited increase in 
transmitted average-to-PEP ratio, A value in 
the region of 2-5 dB is typical. An alc circuit with 
shorter time constants will function as an if 
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syllabic compressor, producing up to 6 dB 
improvement in the intelligibility threshold at a 
distant receiver. The Collins Radio Company uses 
an alc system with dual time constants (Fig. 
13-22D) in their S/Line transmitters, and this has 
proven to be quite effective. 

Heat is an extremely important consideration in 
the use of any speech processor which increases the 
average-to-peak power ratio. Many transmitters, in 
particular those using television sweep tubes, 
simply are not built to stand the effects of 
increased average input, either in the final-amplifier 
tube or tubes or in the power supply. If heating in 
the final tube is the limiting factor, adding a 
cooling fan may be a satisfactory answer. 


AN AUDIO SPEECH PROCESSOR 


Over the years, different speech processing 
schemes have been employed, with varying degrees 
of success, to raise the average-to-peak power ratio 
of а voice signal and improve communications 
effectiveness. The various methods generally fall 
into one of two categories — compression or 
clipping: Described here is a processor which 
represents a departure from these standard ap- 
proaches. Processing is done at audio frequencies, 
but in a unique fashion. The unit is used between 
the microphone and the transmitter so that no 
modification to the transmitter is required. 


Technical Description 


Operation is a consequence of the fact that 
speech energy resembles an amplitude-modulated 
signal. The speech waveform represents multiplica- 
tion of a slowly varying envelope containing energy 
below 100 Hz with a voice-frequency signal con- 
tained mostly between 300 and 3000 Hz. In an 
analagous fashion, a conventional a-m modulator 
multiplies an amplitude-varying low-frequency 
signal (the applied modulation) with a constant- 
amplitude higher-frequency carrier. Thus the 
speech waveform envelope corresponds to the a-m 
modulation and the voice-frequency portion to the 
carrier, Note that the voice carrier actually varies 
continuously in frequency, unlike the conventional 
fixed-frequency a-m case, but is constant in ampli- 
tude. The object of this speech processor is to 
reproduce only the carrier portion of speech. The 
voice envelope is separated from the voice carrier, 
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and because their respective frequency spectrums 
are nonoverlapping, the envelope can be filtered 
leaving only the carrier. (See Fig. 1.) 

To separate the envelope and carrier, the speech 
signal is passed through a logarithmic amplifier 
which performs the mathematical operation of 
taking logarithms. By analogy to the am model, 
this signal can be represented as the mathematical 
product EV, where E represents the envelope and 
V, the voice carrier, both of which are functions of 
time. Taking the logarithm produces log EV, but 
log EV = log E + log V (a well known property of 

' the logarithm). The envelope and carrier compo- 
nents are then separated in terms of their loga- 
rithms and it is now a relatively simplé matter to 
process the two components independently. This is 
something which could not be done up to this 
point, A high-pass filter with an appropriately 
chosen cutoff frequency attenuates the envelope 
waveform but passes the higher-frequency voice 
carrier, The remaining signal is log V. It goes 
through ап inverse-logarithm amplifier which 
produces at its output the signal V. The result is 
the desired constant-amplitude voice carrier. 


Circuit Description 


Some additional issues arise when one tries to 
implement the preceding scheme. These will be 
considered now in a stage-by-stage operational 
description of the processor. The reader is referred 
to the block diagram given in Fig. 2 and the circuit 
shown in diagram Fig. 3. Speech amplifier U1 first 
boosts the incoming audio signal to a convenient 
and usable level. Before taking logarithms, how- 
evel, output from U1 must be full-wave rectified to 
be all positive since the logarithmic amplifier works 
only for positive signal input. The logarithm of a 
number is defined only for positive numbers, U4 
and US serve as a full-wave rectifier and precedes 
the logarithmic amplifier, U6 and U7. Matched 
silicon diodes are recommended for CR1 and CR2. 
If none are available, individual 1N914 diodes may 
be substituted. The logarithmic stage separates the 
voice-frequency and envelope components of the 
speech waveform, as described above, and the 
envelope is filtered by an active RC high-pass filter, 
08. A two-pole Butterworth configuration is 
used with the lower half-power frequency set at 
approximately 50 Hz. Those who are experimen- 
tally inclined may wish to try lower or higher 
cutoff frequencies. The expression for cutoff fre- 
quency, f, in terms of the filter components is: 
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! Because the rectification and logarithmic 
operations performed upon the original speech 
signal are nonlinear, the frequency spectrums of 
the actual envelope and voice carrier signals are, 
strictly speaking, not exactly the same as those of 
the signals appearing at the output of the logarith- 
mic amplifier. The main result of these operations 
is to introduce additional higher-frequency com- 
ponents not present in the original signal. It has 
been determined, however, that the logarithm of 
fhe rectified speech envelope is still primarily 
low-frequeney in nature (mostly far below 100 
Hz). This is sufficient to allow the processor to 
operate as originally described. 


f= 


An Audio Speech Processor 


(A) 


(с) 


where it is required that СІ = C2 and R3 = 2 R2 
for proper filter response. Varying the cutoff 
frequency corresponds to changing the 
compression level setting on a conventional speech 
compressor. Lower cutoff frequencies result in 
reduced "compression." In the original model of 
this processor, it was found that a filter cutoff 
frequency of about 400 Hz or higher produced 
essentially constantamplitude output from the 
processor. Harmonic distortion was quite notice- 
able, however. Thus 50 Hz was chosen as a 
compromise between maximum “compression” 
and minimum distortion. The distortion that is 
inherent in this unit occurs for signals that have 
considerable energy in the neighborhood of the 
high-pass filter cutoff frequency. With a setting of 
50 Hz, the distortion is quite low. The filtered 
signal proceeds to an exponential amplifier, U9 and 
110. As with the logarithmic amplifier, matched 
diodes for CR3 and CR4 will produce the best 
results, but individual 1N914’s will serve satisfac- 
torily. The signal at the output of 010 is still in 
rectified form (all positive). To be converted back 
to its bipolar form, the signal is multiplied by the 
correct sign information (either positive or nega- 
tive). The effect is to invert (make negative) 
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Fig. 1 — A voice signal can be represented as an 
a-m waveform, which results from multiplication 
of a relatively slowly varying envelope (B) with a 
carrier, (С). Note the carrier peak amplitude is 
constant. The speech processor separates compo- 
nents B and C, and filters out B, leaving the carrier 
portion only. 


portions of the signal which should be negative, 
leaving the remaining parts positive. The correct 
sign information is obtained by hard-limiting the 
voice signal at the processor input. Output from 
U1 is further amplified by U2 and then limited by 
а diode clipper, CR5 and CR6. Because of the very 
high gain of the 01-02 cascade, the clipper 
produces almost pure square-wave output. Thus, 
any positive input to Ul produces a level of 
approximately one volt at the output of U2, and 
any negative input produces a level of about minus 
one volt. The square-wave output is multiplied 
with the signal from the exponential amplifier by 
an analog multiplier, U14. The LM1595 used at 
1014 produces an output voltage equal to the 
mathematical product of its two input signals, 
which in this case are the signals from U2 and U10. 
The result, then, is to multiply the rectified signal 
from the exponential amplifier by plus or minus 
one volt to produce the desired bipolar signal. 
Output is taken from buffer amplifier U11. The 
processed signal is passed through a low-pass filter 
with sharp cutoff above 3 kHz to eliminate 
unwanted high-frequency energy. 

Because the processor is inherently sensitive to 
even the smallest input signals, undesired back- 
ground noise or induced ac hum will be processed 
along with the speech and will appear as a loud 
disturbance at the output. To help eliminate this 
problem noise blanker U3 is included in the design. 
It consists of a free-running multivibrator with 
square-wave output at about 20 kHz, which is 
beyond audibility. When this signal is added to the 
output of the speech amplifier, the effect is to 
mask, before processing, any noise which is lower 
in amplitude than the 20-kHz signal. 

An audio amplifier, U13, at the output, pro- 
vides a convenient means of monitoring the 
processed audio output with. low-impedance 
(eight-ohm) headphones. If high-impedance head- 
phones are to be used, Т1 may be omitted and 
output can be taken directly from pin 6 of U13 
through а 5 uF coupling capacitor. 
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Fig. 2 — Block diagram for the processor. 
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Single-Sideband Transceivers 


Construction Information . 


An etched circuit board template pattern is 
available from ARRL, 225 Main Street, Newington 
CT 06111. Please include 50 cents and a self- 
addressed, stamped envelope. Builders who use this 
layout should experience no problems. Those 
attempting their own layout, however, should be 
cautioned that because of the relatively large 
number of active devices, some operating with high 
gain, the potential for instability (oscillation) exists 
in a haphazard layout. Arrangement of circuit 
components should be generally in a straight line 
from input to output. The shortest possible leads 
should be used in all cases. Particular attention 
should be paid to the positions of U1 and U2 with 
respect to each other. Because of the very high gain 
the input of U1 should be kept physically as far 
apart as possible from the output of U2. Mounting 
the circuit board inside a metal chassis, such as a 
suitable Minibox, is recommended for rf shielding. 

Procurement of parts should present no particu- 
lar problems. As of the time of this writing, the. 
741 and LM301 operational amplifiers used in the 
circuit can be purchased from mail order houses 
for about 30 cents apiece. The LM1595 integrated 
circuit, probably the single most expensive item in 
the processor, was bought for under two dollars. 
Matched diodes for CR1, CR2, САЗ and CR4 cost 
less than a dollar.” 

The circuit is powered by a dual de power 
supply that provides plus and minus 15 volts, as is 
typically used with most operational amplifiers. 
Current consumption is approximately 50 mA 
from each side of the supply. 


Initial Adjustments 


If an oscilloscope and audio sine wave generator 
are available, the following alignment procedure 
should be followed: Set R4 to minimum resistance. 
Connect a microphone to 11 and the oscilloscope 
probe to pin 6 of Ul. Adjust R1, the input gain 
control, while speaking into the microphone so 
that the voice peaks viewed on the oscilloscope are 


20пе source for this item: Tri-tek, Inc., Box 
14206, Phoenix, AZ 85031. 
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slightly below the output clipping level of Ul 
(approximately 14 volts peak). Remove the micro- 
phone and connect the signal generator to Ј1. Set 
the generator frequency to about 1000 Hz and 
adjust its output level to produce about 10 volts 
peak at pin 6 of U1. Place the oscilloscope probe 
on pin 6 of U12. Adjust offset controls RS and R6 
for the bestlooking sine wave. It should be 
possible to produce a nearly perfect sine wave. 
Disconnect the generator, reconnect the micro- 
phone, and plug headphones into J3. Advancing 
volume control R8, one should now be able to hear 
himself talking, although background noise and ac 
hum will probably be very high. Adjust noise 
blanking control R4 for the desired degree of 
background noise suppression. 

Those who do not have access to test 
equipment may do the following: Set R4 to the 
center of its range. Connect a microphone to J1 
and headphones to J3. Speaking into the micro- 
phone, advance input gain control R1 and monitor 
volume control R8 to the point where the speech 
becomes audible in the headphones. Adjust offset 
controls RS and R6 for minimum distortion as 
monitored in the headphones. The final setting of 
R1 is not critical. It should be high enough so that 
the circuit functions properly (if set too low, the 
audio output will sound broken up and “grainy”) 
but not so high that the speech amplifier itself 
distorts the signal by clipping. Adjust R4 to 
suppress background noise as desired. 

Finally, connect the processor output at J2 to 
the transmitter's microphone jack. Switch the 
processor out of the line by means of 51. Ifa 
Monitorscope is available to view rf output, speak 
into the microphone and note the level of the voice 
peaks. Switch the unit “in” and adjust output level 
control R7 for the same peak voice output level. If 
a monitorscope is not available, the transmitter's 
alc meter readings may be used. With the processor 
switched "out," speak into the microphone and 
increase the transmitter's microphone gain control 
until the alc meter starts to deflect. Note the peak 
readings. Switch the processor "in" and adjust R7 
to obtain the same peak reading. 


SINGLE-SIDEBAND TRANSCEIVERS 


A "transceiver" combines the functions of 
transmitter and receiver in a single package. In 
contrast to a packaged “transmitter-receiver,” it 
utilizes many of the active and passive elements for 
both transmitting and receiving. Ssb transceiver 
operation enjoys widespread popularity for several 
justifiable reasons. In most designs the transmis- 
sions are on the same (suppressed-carrier) frequen- 
cy as the receiver is tuned to. The only practical 
way to сапу on a rapid multiple-station “round 
table" or net operation is for all stations to 
transmit оп the same frequency. Transceivers are 
ideal for this, since once the receiver is properly set 
the transmitter is also. Transceivers are by nature 
more compact than transmitter-receivers, and thus 
lend themselves well to mobile and portable use. 


Although the many designs available on the 
market differ in detail, there are of necessity many 
points of similarity, All of them use the filter type 
of sideband generation, and the filter unit furnishes 
the receiver i-f selectivity as well. The carrier 
oscillator doubles as the receiver (fixed) BFO. One 
or more mixer or i-f stage or stages will be used for 
both transmitting and receiving. The receiver $ 
meter may become the transmitter plate-current or 
output-voltage indicator. The VFO that sets the 
receiver frequency also determines the transmitter 
frequency, The same signal-frequency tuned 
circuits may be used for both transmission and 
reception, including the transmitter pi-network 
output circuit. 
Usually the 


circuits are switched by a 


SINGLE-SIDEBAND TRANSMISSION 


Fig. 13-28 — Transceiver circuits where a section is 
made to operate on both transmit and receive. See 


text for details. 


multiple-contact relay, which transfers the antenna 
if necessary and also shifts the biases on several 
stages. Most commercial designs offer VOX 
(voice-controlled operation) and MOX (manual 
Operation). Which is preferable is a controversial 
subject; some operators like VOX and others prefer 
MOX. 


Circuits 

The use of a fiteramplifier combination 
common to both the transmitter and receiver is 
shown in Fig. 13-28A. This circuit is used by the 
Heath Company in several of their transceiver kits. 


When receiving, the output of the hf mixer is 
coupled to the crystal filter, which, in turn, feeds 


the first i-f amplifier. The output of this stage is 
transformer coupled to the second i-f amplifier. 
During transmit, Kl is closed, turning on the 
isolation amplifier that links the balanced modula- 
tor to the band-pass filter. The single-sideband 
output from the filter is amplified and capaci- 
tance-coupled to the transmitter mixer. The relay 
contacts also apply alc voltage to the first if stage 
and remove the screen voltage from the second i-f 
amplifier, when transmitting. 

Bilateral amplifier and mixer stages, first used 
by Sideband Engineers in their SBE-33, also have 
found application in other transceiver designs. The 
circuits shown in Fig. 13-28B and C are made to 
work in either direction by grounding the bias 


Testing а Sideband Transmitter 


divider of the input transistor, completing the bias 
network. The application of these designs to an 
amateur transceiver for the 80-10 meter bands is 
given in the 5th Edition of Single Sideband for the 
Radio Amateur. 

The complexity of a multiband ssb transceiver 
is such that most amateurs buy them fully built 
and tested. There are, however, some excellent 
designs available in the kit field, and any amateur 
able to handle a soldering iron and follow 
instructions can save himself considerable money 
by assembling an ssb transceiver kit. 

Some transceivers include a feature that permits 
the receiver to be tuned a few kHz either side of 
the transmitter frequency. This consists of a 
voltage-sensitive capacitor, which is tuned by 
varying the applied dc voltage. This can be a useful 
device when one or more of the stations in a net 


controlled transmitter frequency plus full use of 
the receiver tuning. This is useful for “DXpedi- 
tions” where net operation (on the same 
frequency) may not be desirable. 


SSB Bibliography 
Single Sideband for the Radio Amateur, by the 
‘American Radio Relay League, Sth Edition, 1970. 
Hennebury, Single Sideband Handbook, Technical 
Material Corporation, 1964. 
Pappenfus, Bruene and Schoenike, Single Sideband 
Principles and Circuits, McGraw-Hill, 1964. 
Amateur Single Sideband, by Collins Radio 
Company, 1962. 


TESTING A SIDEBAND TRANSMITTER 


There are three commonly used methods for 
testing an ssb transmitter. These include the 
wattmeter, oscilloscope, and spectrumranalyzer 
techniques, In each case, a two-tone test signal is 
fed into the mic input to simulate a speech signal. 
From the measurements, information concerning 
such quantities as PEP and intermodulation- 
distortion-product (IMD) levels can be obtained. 
Depending upon the technique used, other aspects 
of transmitter operation (such as hum problems 
and carrier balance) can also be checked. 

As might be expected, each technique has both 
advantages and disadvantages and the suitability of 
a particular method will depend upon the desired 
application, The wattmeter method is perhaps the 
simplest one but it also provides the least amount 
of information. Rf wattmeters suitable for single- 
tone or cw operation may not be accurate with a 
two-tone test signal. A suitable wattmeter for the 
latter case must have a reading that is proportional 
to the actual power consumed by the load, The 
reading must be independent of signal waveform. A 
thermocouple ammeter connected in series with 
the load would be a typical example of such a 
system, The output power would be equal to PR, 
where I is the current in the ammeter and R is the 
load resistance (usually 50 ohms). In order to find 
the PEP output with the latter method (using a 
two-tone test input signal), the power output is 
multiplied by 2. 

A spectrum analyzer is capable of giving the 
most information (of the three methods considered 
here), but it is also the most costly method and the 


Fig. 1 — Block diagram 
of a spectrum analyzer. 


one with the greatest chance of misinterpretation. 
Basically, a spectrum analyzer is a receiver with a 
readout which provides a plot of signal amplitude 
vs. frequency. The readout could be in the form оѓ 
a paper chart but usually it is presented as a trace 
on a CRT, A sweep voltage which is applied to the 
horizontal-deflection amplifiers of the CRT is also 
used to control the frequency of the LO for the 
first mixer (there may be other mixers but these 
are fixed-frequency types) in the analyzer. (See the 
block diagram in Fig 1.) In order to give a 
meaningful output waveform, the first mixer has to 
have a broadband and “flat” response. It also has 


frequencies as those being measured in the trans- 
mitter output and it may be difficult to tell 
whether or not the spurious products are being 
generated in the transmitter or in the spectrum 
analyzer. Other precautions that should be taken 
would be to ensure that good RFl-prevention 
practices are observed. In effect, the problem is 
similar to trying to listen to one’s own signal in the 
station receiver, Quite often, a signal may not be as 
bad or as good in the latter as it is at a distant 
station. 


Two-Tone Tests and 
Scope Patterns 
А method which is а very practical one for 
amateur applications is to use a two-tone test signal 
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(usually audio) and sample the transmitter output. 
The waveform of the latter is then applied directly 
to the vertical-deflection plates in an oscilloscope. 
An alternative method is to use an rf probe and 
detector to sample the waveform and apply the 
resulting audio signal to the verticaldeflection 
amplifier input. 

If there are no appreciable nonlinearities in the 
amplifier, the resulting envelope will approach a 
perfect sine-wave pattern (see Fig. 2A). As a 
comparison, a spectrum-analyzer display for the 
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same transmitter and under the same conditions is 
shown in Fig. 2B. In this case, spurious products 
can be seen which are approximately 30 dB below 
the amplitude of each of the tones. 

As the distortion increases, so does the level of 
the spurious products and the resulting waveform 
departs from a true sine-wave function. This can be 
seen in Fig. 2C. One of the disadvantages of the 
scope and two-tone test method is that a relatively 
high level of IMD-product voltage is required 
before the waveform seems distorted to the eye. 


(A) 


(Е) 


(F) 


Fig. 2 — Scope patterns for a two-tone test signal and corresponding spectrum-analyzer displays. The 
pattern in A is for a properly adjusted transmitter and consequently the IMD products are relatively low 
as can be seen on the analyzer display, At C, the PA bias was set to zero idling current and considerable 
distortion can be observed. Note how the pattern has changed on the scope and the increase in IMD level. 
At E, the drive level was increased until the flattopping region was approached. This is the most serious 
distortion of all since the width of the IMD spectrum increases considerably causing splatter (F). 


Testing а Sideband Transmitter 


For instance, the waveform in Fig. 2C doesn't seem 
too much different than the one in Fig. 2A but the 
IMD level is only 17 dB below the level of the 
desired signal (see analyzer display in Fig. 2D). А 
17- to 20-dB level corresponds to approximately 
ten-percent distortion in the voltage waveform. 
Consequently, a "good" waveform means the IMD 
products are at least 20 dB below the desired 
tones. Any noticeable departure from the wave- 
form in Fig. 2A should be suspect and the 
transmitter operation should be checked, 

The relation between the level at which dis- 
tortion begins for the two-tone test signal and an 
actual voice signal is a rather simple one. The 
maximum deflection on the scope is noted (for an 
acceptable two-tone test waveform) and the trans- 
mitter is then operated such that voice peaks are 
kept below this level. If the voice peaks go above 
this level, a type of distortion called “flattopping” 
will occur and the results are shown for a two-tone 
test signal in Fig. 2E. IMD-product levels raise very 
rapidly when flattopping occurs, For instance, 
third-order product levels will increase 30 dB for 
every 10-dB increase in desired output as the 
flattopping region is approached, and fifth-order 
terms will increase by 50 dB (per 10 dB). 

Interpreting Distortion 
Measurements 


Unfortunately, considerable confusion has 
grown concerning the interpretation and im- 
portance of distortion in ssb gear. Distortion is a 
very serious problem when high spurious-product 
levels exist at frequencies removed from the 
passband of the desired channel but is less serious 
if such products fall within the bandwidth of 
operation. In this former case, such distortion may 
cause needless interference to other channels 
("splatter") and should be avoided. This can be 
seen quite dramatically in Fig. 2F when the 
flattopping region is approached and the fifth and 
higher order terms increase drastically. 

On the other hand, attempting to suppress 
in-band products more than necessary is not only 
difficult to achieve but may not result in any 
noticeable increase in signal quality, In addition, 
measures required to suppress in-band IMD often 
cause problems at the expense of other qualities 
such as efficiency. This can lead to serious diffi- 
culties such as shortened tube life or transistor 
heat-dissipation problems. 

The two primary causes of distortion can be 
seen in Fig. 3. While the waveform is for a 
single-tone input signal, similar effects occur for 
the two-tone case. As the drive signal is increased, a 
point is reached where the output current (or 
voltage) cannot follow the input and the amplifier 
saturates, This condition is often referred to as 
flattopping (as mentioned previously). It can be 
prevented by ensuring that excessive drive doesn’t 
occur and the usual means of accomplishing this is 
by alc action, The alc provides a signal that is used 
to lower the gain of earlier stages in the trans- 
miter, 

The second type of distortion is called “стозз- 
over" distortion and occurs at low signal levels, 
(See Fig. 3.) Increasing the idling plate or collector 
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FLAT TOPPING 


CROSSOVER 
DISTORTION 


Fig. 3 — Waveform of an amplifier with a single- 
tone input showing flattopping and cross-over 
distortion. 


current is one way of reducing the effect of 
cross-over distortion in regards to producing un- 
desirable components near the operating fre- 
quency. Instead, the components occur at fre- 
quencies considerably removed from the operating 
frequency and can be eliminated by filtering. 

As implied in the foregoing, the effect of 
distortion frequencywise is to generate com- 
ponents which add or subtract in order to make up 
the complex waveform. A more familiar example 
would be the harmonic generation caused by the 
nonlinearities often encountered in amplifiers. 
However, a common misconception which should 
be avoided is that IMD is caused by fundamental- 
signal components beating with harmonics. Gener- 
ally speaking, no such simple relation exists. For 
instance, single-ended stages have relatively poor 
2nd-harmonic suppression but with proper biasing 
to increase the idling current, such stages can have 
very good IMD-suppression qualities. 

However, a definite mathematical relation does 
exist between the desired components in an ssb 
signal and the "distortion signals." Whenever non- 
linearities exist, products between the individual 
components which make up the desired signal will 
occur, The mathematical result of such multipli- 
cation is to generate other signals of the form (21 
— f2), (311), (Sf2 — f1) and so on. Hence the term 
intermodulation-distortion products. The "order" 
of such produets is equal to the sum of the 
multipliers in front of each frequency component. 
For instance, а term such as (311 — 2f2) would be 
called a fifth-order term since 3+2 is equal to 5. In 
general, the 3rd, 5th, 7th, and similar “odd order” 
terms are the most important ones since some of 
these fall near the desired transmitter output 
frequency and can't be eliminated by filtering. Аз 
pointed out previously, such terms do nót nor- 
mally result from fundamental components beating 
with harmonics, An exception would be when the 
fundamental signal along with its harmonics is 
applied to another nonlinear stage such as a mixer, 
Components at identical frequencies as the IMD 
products will result, 

When two equal tones are applied to an 
amplifier and the result is displayed on à spectrum 
analyzer, the IMD products appear as “pips” off to 
the side of the main signal components (Fig. 2). 
The amplitudes associated with each tone and the 


402 


Fig. 4 — Speech pattern of the word “Х” in 


properly adjusted ssb transmitter. 


IMD products are merely the dB difference between 
the particular product and one tone, However, 
each desired tone is 3 dB down from the average 
power output and 6 dB down from the РЕР 
output, 

Since the PEP represents the most important 
quantity as far as IMD is concerned, relating 
IMD-product levels to PEP is one logical way of 
specifying the "quality" of a transmitter or ampli- 
fier in regard to low distortion. For instance, IMD 
levels are referenced to PEP in Recent Equipment 
reviews of commercially made gear in QST, РЕР 
output can be found by multiplying the PEP input 
by the efficiency of the amplifier. The input PEP 
for a two-tone test signal is given by: 


b lo 
РЕР = Ep ћу [157 — 05770] 


where Ey is the plate voltage and Jp is the average 
plate current, Го is the idling current. 

Generally speaking, most actual voice patterns 
will look alike (in the presence of distortion) 
except in the case where severe flattopping occurs. 
This condition is not too common since most rigs 
have an alc system which prevents overdriving the 
amplifiers. However, the voice pattern in a pro- 
perly adjusted transmitter usually has a “Christmas 
tree” shape when observed on a scope and an 
example is shown in Fig. 4. 


Mathematical Relation Between 
Amplifier Nonlinearity and IMD Products 


The term intermodulation-distortion product is 
often used and the following derivation shows how 
it is related to amplifier nonlinearity. The output 
of an amplifier can be related to the input by 
means of a power series of the form: 


5=А + Ву + CP? + D? + ЕР + 


where s represents some parameter such as output 
voltage or current and r represents some input 
quantity (voltage or current). 4, B, C, and other 
constants are primarily determined by the ampli- 
fier nonlinearity. А represents a dc term and can be 
neglected. In an ideal amplifier with no distortion, 
C, D, and the constants for the higher exponent 
terms will be zero and only the constant for the 
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Fig. 5 — Severe clipping (same transmitter as Fig. 4 
but with high drive and alc disabled). 


"linear" term, B, will exist. Consequently, the 
output quantity will be an exact replica of the 
input. 

If the output is plotted against the input, a 
straight line will result, hence the term "linear 
Operation," On the other hand, if distortion is 
present, the C, D, and other constants will not ђе 
zero. The values of the constants will be such that 
as r increases, the higher order terms will add (or 
subtract) so that s follows the input-output curve 
of the amplifier, 

For a two-tone test signal, r can be represented 
by the following formula: 


r = Ко (Cos wy t + Cos wg t); wy 
w2 


= пл 
= 2r fo 


where fi and f2 are the frequencies of the two 
tones, if this equation for r is substituted into the 
power series, many terms will result and the 
algebra involved to find each one would be rather 
tedious. However, the purpose here is only to show 
how the IMD products come about, For instance, 
some terms will yield products such as: 


(Cos? wy 1) (Cos wo f) 
The squared term can be expanded by a tripo- 
nometric formula: 
1+ Cos 2wyt 
2 


This gives rise to a term Cos2 wit Cos wot which 
can be expanded by another trigonometric formula 
to give: 


Cos 2 = 


Cos 2 wy t Cos wg t = 
--1бо (2 wy + wa) t + Cos (2wy — wa) t] 


The second term in the bracket represents a 
third-order IMD “product” which falls close to the 
ssb passband, Notice that the exponents of the 
product functions which gave rise to this term are 
2 and 1, respectively, hence the term “third-order” 
product, The manner in which the terms increase 
will depend upon the distortion curve but generally 
speaking, the amplitude will follow a law which is 
proportional to 7 raised to a power x, where x is 
the order of the term. 


Solid-State Vox 
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A MODERN SOLID-STATE VOX 


In QST for March, 1964, Campbell! described а 
simple and inexpensive voice-operated relay (VOX) 
device which he called “а VOX in a box." Today, 
most manufactured ssb transceivers include a VOX 
function. It would seem that insufficient time or 
effort has gone into the design of some commercial 
VOX circuits, because performance is often poor. 
The VOX unit described here retains Campbell's 
concepts of a small, low-cost device, but ICs and 
modern circuit techniques have been employed to 
improve operational characteristics. 


Circuit Description 

Two integrated circuits, an LM3900 (a quad of 
Norton operational amplifiers) and an МЕ555 
timer, have been used in the VOX circuit. Each IC 
is currently priced at one dollar. A description of 
the NESSS has previously appeared in QST? and 
will not be repeated here. The Norton circuit is an 
unusual type of operational amplifier in which the 
differential input transistors of a conventional op 
amp have been replaced by a "current mirror" 
circuit to obtain a non-inverting input directly 
from the inverting input. One advantage of this 
circuit arrangement is operation from a single 
supply voltage. A simplified diagram of the input 
portion of the Norton amplifier is shown in Fig. 
ТА. СЕТ and the base-emitter junction of Q2 
clamp the maximum input voltages at approx- 
imately 0.5 volt. External series resistors are 
employed to convert voltage changes to current 
differences which are applied to the input ter- 
minals. CRI and Q1 form the mirror circuit which 
assures that the bias current at both inputs will be 
the same; whatever bias voltage is applied to the 
noninverting input will be reproduced for the 
inverting input. 

The basic design data for the LM3900 am- 
plifiers are given in Fig. IB. At audio frequencies, 
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Fig. 1 — (A) Simplified input circuit for a Norton 
operational amplifier such as used in the National 
Semiconductor LM3900. (B) Design equations for 
an audio amplifier using the LM3900. 


The unit shown here was designed and built by 
WIKLK. It originally appeared in QST for March, 
1976. 


the maximum gain of a single stage is 40 dB, while 
the open-loop gain is specified at approximately 70 
dB. Input bias current is rated at 30 nanoamperes 
(nA). Each of the four op amps in the LM3900 
may be operated independently. 

The schematic diagram of the VOX device is 
shown in Fig. 2. Three of the LM3900 sections 
have been configured as high-gain audio amplifiers. 
UIA and U1B amplify the signal from the micro- 
phone. For applications where a high-output 
microphone is employed, or when the audio signal 
is sampled after a preamplifier stage, the builder 
may wish to reduce the gain of ОТА. This can be 
accomplished by changing the values of R1 and R2 
in accordance with the design equations in Fig. 1B. 
If R2 is changed, the value of R3 must be modified 
so that R3 is twice the resistance of R2. U1C 
functions as an amplifier for audio sampled at the 
station speaker. Coupling capacitors in the audio 
stages have been chosen to reduce response below 
300 Hz. This will minimize hum problems. 

Outputs from the microphone and speaker 
amplifiers are capacitively coupled to rectifier 
stages which convert the audio signals to varying de 
voltages. Germanium diodes, because of the lower 
threshold voltage, have been used as audio rec- 
tifiers instead of silicon units. The outputs of the 
two rectifier stages are summed resistively by 
means of R6 and R7, and applied to the inverting 
input of a voltage comparator, U1D. The output of 
UID remains high (approximately 0.5 volt less 
than the supply voltage) so long as the voltage at 
the noninverting input is less than the 0.2-volt 
reference applied to the inverting input. Whenever 
the input exceeds the reference, the output of the 
comparator goes low — to near the ground or 
common potential. Voltage output from the micro- 
phone-signal rectifier is positive and, thus, will 
cause the comparator to switch as soon as the 
reference is exceeded. Because the speaker-signal 
rectifier produces negative voltage, it will not 
trigger the comparator. If the outputs of the two 
rectifiers are equal, as will happen when the 
microphone is picking up audio from the speaker, 
the resulting voltage from the summing network 
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SINGLE-SIDEBAND TRANSMISSION 


Fig. 2 — Schematic diagram of the VOX unit. 

Unless otherwise specified, resistors are 1/4-watt 

composition. Capacitors with polarity marked are 

plastic-encapsulated tantalum; others are disk ce- 

ramic. 

C1 — For text reference. 

САТ to CR4, incl. — Germanium diode, 1N34A, 
1N67 or equivalent. 

CRS — Silicon diode, 50 PRV or more, 144001 or 
similar. 

K1 — Miniature type, 12-volt coil (see text). 

R1-R3, incl., R6, R7 — For text reference. 

R4, R5, R8 — Miniature control (see text). 

RFC1-RFC3, incl. — Ferrite bead. 

U1 — National Semiconductor LM3900. 

U2 — Signetics NE555 or Motorola МС1455. 


will be zero and the comparator will not trigger. 
The ability to reject speaker audio is usually called 
the ANTIVOX function. 

The positive-to-ground transition of the com- 
parator output starts the timing cycle of the 
NE555. The length of the time cycle is determined 
by the values used for R9 and Cl. The time delay 
produced is identical each time the microphone 
signal stops. One of the major difficulties of earlier 
VOX circuits was that capacitor discharge circuits 
were used where the capacitor would not always be 
fully charged, so the time delay produced would 
vary. Operators compensated for the uncertain 
time delay by using a modified version of the 
English language where an ahhh, oouh, or errr was 
inserted after each word to assure that the VOX 
relay would not drop out prematurely. 

The МЕ555 has а current-switching capability 
of 200 mA, sufficient to directly drive either a 
relay or a solid-state switching arrangement. CRS is 
included to protect the IC from transients gen- 
erated when switching an inductive load such as a 
relay coil. 


Components and Construction 


The VOX unit is constructed on a 2-3/8 X 
2-3/4-inch etched circuit board. The photo in- 
dicates that one third of the board real estate is 
unused, so a smaller version is possible. The type of 
controls and relay employed will be determined by 
the builder's individual requirements. This writer's 
unit uses pe-mount controls which are aligned on 
the board so that they may be accessed through 
small holes in the rear panel of the transceiver. If 
panel-mount controls are desired, Mallory MLC 
units may be used for R4, RS and R8. 

The VOX device is small enough so it can be 
mounted inside most rigs. If a separate VOX unit is 
needed, a small utility or Minibox will make an 
appropriate housing. Rf interference can cause 
trouble, so the unit should be shielded in any 
application where rf fields may be present. The 
bypass capacitors for the audio inputs are located 
on the circuit board. If the leads from the audio 
connectors are more than a few inches long, the 
bypass capacitors and their associated ferrite-bead 
chokes should be mounted at the connectors. 

No provision has been made for mounting the 
relay on the circuit board, as the type of relay will 
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Fig. 3 — Typical connections to the VOX unit. 


depend on how the VOX device will be used. Any 
12-volt relay which requires less than 200 mA of 
current can be employed. When the VOX relay 
must drive a second relay, such as the antenna 
relay in a transceiver, the fast operating time of a 
reed relay is needed to prevent clipping of the first 
syllable spoken. The total close time of all relays 
connected in tandem should be 10 milliseconds or 
less. If the VOX relay will perform all switching 
functions directly, a miniature control relay such 
as the Potter & Brumfield R10 series is ap- 
propriate. These relays are available in 2-, 4- and 
6-pole versions, part numbers В10-Е1-Ү2-185, 
RIO-EI-Y4-V185 and R10-E1-Y6-V90, respec- 
tively. 

The circuit board is designed for 1/4-watt 
resistors which are mounted flat. If 1/2-watt units 
are used, they must be positioned vertically. Care 
must be employed when mounting and soldering 
the germanium diodes. If the leads are bent too 
close to the body of the diode, breakage can result. 
If excessive heat is applied to the diode, it can be 
damaged, so use a heat sink (such as a small 
alligator clip) when soldering. Assure that proper 
polarity is observed when installing the diodes and 
tantalum capacitors. 


Installation and Operation 


Typical connections for the VOX unit are 
shown in Fig. 3. Shielded cable should be used for 
all audio connections. Audio for the ANTIVOX 
function can be sampled at the station speaker or 
at the phone-patch output (which is a feature of 
many commercial transceivers). If VOX operation 
of a ew rig is desired, connect the output of a 
sidetone monitor to the microphone input of the 
VOX unit. The mic gain control should be set so 
that the VOX relay closes each time a word is 
spoken. The delay control should be adjusted to fit 
individual speech patterns and operating habits. 
The delay time must be long enough that the VOX 
relay will drop out only during a pause in speech. 
There are two methods of setting the ANTIVOX 
gain control. The first way is simply to advance the 
control until audio from the speaker does not trip 
the VOX unit. A more scientific approach is to 
connect a voltmeter to TP1. With no audio- input, 
the meter should read only the comparator ref- 
erence voltage, approximately 0.1 volt. Tune the 
receiver to provide a steady tone signal, such as the 
heterodyne note from a crystal calibrator. Advance 
the ANTIVOX control until the voltmeter registers 
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only the reference voltage. The ANTIVOX gain 
should be set with the audio from the speaker 
slightly louder than is necessary during normal 
operation. 

VOX control can be a helpful operating aid. It 
can speed up traffic handling and contest opera- 
tion. It might make round-table discussions more 
natural. The unit described here will help to 
eliminate some of the operator idiosyncrasies that 
have become associated with VOX operation. The 
operators themselves can cure the rest. 
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A TRANSVERTER FOR 1.8 MHZ 


Owners of five-band transceivers often get the 
urge to try “top band.” Converting а transceiver to 
cover a frequency range for which the rig was not 
designed is difficult indeed. A far better approach ` 
is to build an outboard transverter, such as the one 
described here, This particular system requires one 
watt of drive power at either 21 or 28 MHz. Many 
transceivers can provide this low-level output along 
with the power supply voltages through an acces- 
sory socket. 


The Circuit 


A schematic diagram of the transverter is given 
in Fig. 1. Q1 operates as a crystal oscillator, to 
produce the local oscillator energy for the receive 
(05) and transmit (02) mixing stages, which runs 
continuously. During transmit 21.1 MHz ssb or ow 
energy is supplied to the emitter of Q2 through a 
power divider network. This signal is mixed with 


Top view of transverter with cover removed. Final 
amplifier circuit is at the left. The rear apron has 
an accessory socket for an external power supply 
(transceiver), rf, and remote-keying connectors. 
The plate meter is at the lower left. 


406 


LOCAL OSCILLATOR 


SINGLE-SIDEBAND TRANSMISSION 


оз, 
Sikrer 
N2222 


Fig. 1 — Schematic diagram for the transverter. 

Resistors are 1/2-watt composition and capacitors 

are disk ceramic, unless otherwise noted. 

C1 — Dual-section air variable, 140 pF per section, 
or two 150 pF air variable units. 

C2 — Air variable (Millen 19280). 

C3 — Dual-section broadcast variable, 365 pF per 
section, both sections connected in parallel. 

CR1 — Zener diode, 6.8-volt, 1-watt (184736). 

CR10 — Silicon, 50 PRV, 100 mA. 

Ji — Phono type, chassis mount. 

12 — Coaxial receptacle, chassis mount. 

K1, K2 — 12 V dc, 2-A contacts, рої relay (Radio 
Shack 275-206). 

L1 — 11 turns of No. 28 enam. wire wound over 
L2. 


L2, 14 — 19.5-24.3 uH variable inductor (Miller 
46А225СРС). 

L3 — 22 turns of No. 38 enam. wire wound on L4 
сой form. 


the 19.3-MHz output from the LO producing 1.8 
MHz power which is amplified by Q3, followed by 
a filter network. Q4 provides adequate drive to the 
pair of 6146Bs. The PA stage operates class ABI 
Which will deliver in excess of 100 watts PEP 
output. 

During receive, an incoming signal is amplified 
by Q6, a dual-gate, diode-protected MOSFET. The 
output from the rf amplifier is mixed with local- 
oscillator energy at Q5 to produce a receiving i-f of 


L5 — 18.8-41.0 uH variable 
42A335CPC). 

L6, L8 — 35-43.0 uH variable inductor (Miller 
46A395CPC). 


inductor (Miller 


L7 — 13.2-16.5 uH variable inductor (Miller 
46A155CPC). 
L9 — 10.8-18.0 uH adjustable coil (Miller 


21A155RBI). 

L10 — 42 turns, No. 16 enam. wire equally spaced 
on a T-200 Amidon core. 

M1 — 500 mA, panel mount (Simpson 17443 or 
similar), 

05, 06 — RCA MOSFET. 

ВЕСТ — 1 mH. 500 mA rf choke (Johnson 
102-572). 

RFC2 — 56 uH rf choke (Millen J-302-56). 

Y1 — 19.3-MHz crystal is used for а 21-MHz i-f, 
26.5-MHz crystal for a 28-MHz 1+4. 

Z1, Z2 — 2 turns, No. 18 enam. wound over 
47-ohm, 2-watt composition resistor. 


21 MHz. The frequency of the crystal is the only 
change required to make this system useable at 28 
MHz. Changeover from transmit to receive is 
accomplished by K1 and K2 which are controlled 
by the associated transceiver. If the LO frequency 
is 19,3 MHz, the 1.8 to 2.0 MHz band will 
correspond with 21.1 to 21.3 MHz on the 
transceiver dial. Likewise, with a 26.5 MHz crystal 
in the LO circuit, the 160-meter band will appear 
between 28.3 and 28.5 MHz. 


A Transverter for 1.8 MHz 


ТЕ the various supply voltages can not be 
obtained from the transceiver, an economy power 
supply shown in Fig. 2 can be used. The 6.3- and 
5-volt windings of ТІ are series-connected to 
provide 11.5 volts to power КІ and K2, the 
receiving converter and the predriver stages of the 
transmitting section. The windings must be phased 
properly to prevent cancellation of the voltages. If 
no output is obtained when the windings are 
connected, reverse the leads of one winding. The 
11.3-volt ac is rectified by CR6. 

Bias voltage is obtained for V1 and V2 by 
connecting a 6.3-volt filament transformer in 
back-to-back fashion with the 6.3-volt winding of 
Tl. The 125-volt ac output from T2 is rectified, 
filtered, and then routed to the bias-adjust control, 
КІ, to establish a PA resting plate current of 50 
mA. 


The metering circuit consists of а 500 mA 
meter connected in the plate voltage line. Other 
meters may be employed by using the proper 
shunts, as described in the Measurements Chapter. 


Construction 


An aluminum chassis which measures 7 x 11 x 
2 inches is used as the base for the transverter. A 
homemade panel and cabinet enclose the unit. The 
front panel is 8 x 7-1/4 inches, The layout 
employed should be apparent from the photo- 
graphs. All long runs of те wiring should be made 
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їн MICROFARADS (рғ); OTHERS. 
ARE IN PICOFARADS [pF OR uF); 
RESISTANCES ARE IN OHMS, 
14000, M-1000000. 


The bottom view of the chassis, the sockets for the 
6146B tubes are at the lower center. The etched- 
circuit board is above the final amplifier tube 
sockets and the T-R relays at the upper right. The 
different supply voltages are obtained from the 
associated transceiver. 


with subminiature coaxial cable (RG-174/U or 
similar). 
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Fig. 2 — Diagram of the power-supply section. 
Resistors are 1/2-watt composition. Capacitors are 
disk ceramic, except those with polarity marked 
which are electrolytic. 

CR2-CRS, incl. — Silicon, 1000 РАМ, 1 A. 

CR6, CR7 — Silicon, 400 PRV, 1 A. 

J3 — Phono type, chassis mount. 

K1, K2 — see Fig. 1. 


The receiver section, driver stages and local 
oscillator are constructed on а double-sided 
printed-circuit board measuring 3 x 3-1/2 inches, 
Inductors L1 and L2 are mounted on the chassis 
close to СТ. Short leads are used from the circuit 
board to the PRESELECTOR capacitor and L1-L2 


“11 
equi 

S1 — Spst toggle. 

Т1 — Power transformer, 117-V primary; secon- 
dary windings 740 V ct at 275 mA, 6.3 Vat 7 
A, and 5 V at 3 A (Stancor P-6315 or equiv.). 

T2 — Filament transformer, 117-V primary; 6.3-V, 
1-A secondary. 


Power choke, 130 mA (Allied 6X24HF or 


which are located on the underside of the chassis. 
The final tank inductor js wound on an Amidon 
T-200 toroid core. It is supported above the chassis 
by a ceramic standoff insulator and two pieces of 
Plexiglas. 


Tune Up 


Provision must be made to reduce the power 
output of most transceivers used with the trans- 
verter since only about one watt of drive power is 
required. Too much rf voltage can damage the НЕР 
56 and will "smoke" the input resistors. Some 
transceivers are capable of delivering sufficient 
drive by removing the screen voltage from the PA 
stage. Or, it may be practical to disable the PA and 
obtain a sample of driver output by a link-coupling 
circuit, 

Before testing the transverter, assure that the 
changeover relays, КІ and K2, are connected to 
the remote-keying terminals of the transceiver. 
Then connect an antenna to J2 and listen for 
signals. Peak the incoming signals with the PRE- 


Close-up view of the printed-circuit board. This 
board has the local oscillator, receiver, and low- 
level driver stages. The crystal socket and crystal 
for the LO are shown at the lower left. 


A Transmitter for 80 ог 20 


SELECTOR control The slugs of L2 and L4 
should be adjusted for the highest S-meter reading 
on the transceiver. L5 should be set for maximum 
output at 21 or 28 MHz. If the receiving converter 
is functioning properly, it will be possible to copy 
а 0.1 ру signal without difficulty in areas where 
atmospheric and man-made noise are at a mini- 
mum. If no signals can be heard, check Q1 to make 
certain that it is working properly. А wavemeter ог 
general-coverage receiver can be employed to see if 
the crystal oscillator is operating. 
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Attach а 50-оћт load to 12 before testing the 
transmitter section. Set R1 for an indicated resting 
plate current of 50 mA on M1. This adjustment 
should be made without drive applied but with K1 
and K2 energized. Next, apply about one watt of 
21.1-MHz cw drive power at J1. Tune L6, L7, L8 
and L9 for maximum meter reading. While moni- 
toring the plate current, tune C2 for a dip. C3 is 
the PA LOADING control, When the PA capacitors 
are properly adjusted, the plate current will be 
about 220 mA. 


A LOW-POWER SSB/CW TRANSMITTER FOR 80 OR 20 METERS 


A number of QRP transmitter designs have 
appeared in the past, mostly for cw-only operation, 
The unit to be described operates in both the ssb 
and cw modes, Using solid-state devices through- 
out, the transmitter is capable of delivering up to 
nine watts PEP output into а 50-оһт load. А 
9-MHz if in conjunction with а VFO that tunes 
5.0 to 5.5 MHz results in single-band operation оп 
either 80 or 20 meters. A regulated 12-volt dc 
supply that can furnish at least two amperes is 
required to power the transmitter, 


Construction Details 


Four separate circuit board assemblies are used. 
Two boards, measuring 6 by 2-3/8 inches and 5-3/4 
by 2-3/4 inches, contain most of the transmitter 
circuitry. The VFO and power output amplifier are 
included on separate boards, measuring 2 by 3 
inches and 2-1/2 by 4 inches respectively. Double- 
clad circuit board should be used for all except the 
VFO board. The copper plane on the component 
side of each board provides а good rf ground and 
thus enhances stability in the unit. Component 
leads which are soldered to ground should be 
soldered to both the ground plane on the compo- 
nent side and the ground foil on the reverse side. 
To prevent other leads from shorting to the ground 
plane, their holes on the component side are drilled 
out slightly with a 1/4-inch drill before mounting. 
As can be seen in Fig. 2, shields, made from pieces 
of double-clad circuit board soldered to the main 
circuit boards, are used to isolate stages which are 
susceptible to stray rf pickup. 

The VFO is housed in a four-walled enclosure 
formed by four pieces of circuit board soldered 
together at their common seams, The VFO board 
fits snugly inside and is soldered along its edges to 
the walls of the enclosure. The tuning capacitor, 
C6, mounts firmly against the front wall from 
which its shaft protrudes, De power connection is 
made via a feedthrough capacitor. A short length 
of subminiature RG-174/U coax connects the VFO 
output to U2. 

If the 80-meter version of the unit is being 
constructed, Q11 and associated components in 
this amplifier stage are to be omitted from the 
board since the stage is required only for 20-meter 
operation, Instead, then, a jumper connection is 


Fig. 1 — Front view of the transmitter with cover 
in place. The two-piece chassis is made from sheet 
aluminum. The front panel, which measures 9-1/2 
by 4 inches, is spray-painted orange and the cover 
is finished in brown. White decals are used to 
identify the power switch, mode switch, micro- 
phone gain control, and jack. For cw operation, 
the key plugs into a jack at the rear of the chassis. 
A two-speed vernier dial is employed for VFO 
tuning and stick-on rubber feet are fitted on the 
bottom of the chassis. 


made from common connection 4 (as indicated in 
the schematic diagram) directly to the base of Q12. 
In the 20-meter unit this stage is included and the 
jumper omitted. 

The broadband power output stage employs a 
2N6367 rf power transistor rated for 9 watts PEP 
output with a —30 dB IMD specification. АП 
rf-carrying leads associated with the base circuit of 
(013 should be absolutely as short as possible. 
Because of the low base input impedance — two or 
three ohms — even small amounts of stray reac- 
tance cannot be tolerated. Leads as short as опе 
inch can contribute a considerable amount of 
inductive reactance in the base circuit. 
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L7 — 7.8- to 12.0-иН slug-tuned coil (Miller 4309). 

L8, 110 — 8.9-uH, 49 turns Мо. 26 enam. on 
Amidon T-50-6 core (80-тетег unit); 1.2-иН, 
17 turns No. 24 enam. on Amidon T-50-6 
(20-meter unit). 

L9 — 26.5-uH, 68 turns No. 28 enam. on Amidon 
T-68-2 toroid core (80-meter unit); 17.6-uH, 55 
turns No. 28 enam. on Amidon T-68-2 core 
(20-meter unit). 

L11 — 8.1-uH, 45 turns Мо. 26 enam. on Amidon 
T-50-6 core (80-meter unit); 0.68-uH, 13 turns 
No. 24 enam. on Amidon T-50-6 core (20- 
meter unit). 

L12 — 3 turns No. 24 enam. wound over L11. 

L13 — 0.68-uH, 13 turns No. 24 enam. on Amidon 
T-50-6 core (used in the 20-meter unit only). 

L14 — 1 turn No. 24 enam. wound over L13. 

L15, L16 — 2.6-uH, 25 turns No. 24 enam. on 
Amidon T-50-6 core (80-meter unit); 0.28-иН, 
8 turns No. 24 enam. on Amidon T-50-6 core. 
(20-meter unit). 

RFC8 — 6 turns No. 28 enam. using Amidon 
Jumbo Ferrite Bead as toroid core. 

S1 — Dpdt subminiature toggle switch (Radio 
Shack 275-1546 or equiv.). 

$2 — Spst subminiature toggle switch (Radio Shack 
275-324 or equiv.). 

Т1, ТА — 4:1 broadband transformer; 12 turns of 1 
twisted pair of No. 24 enam. wire (6 turns per 
inch, not critical) wound on Amidon 


Some care must be taken in mounting Q13. The 
power amplifier board is drilled out to allow the 
flange for heat-sink mounting to pass through the 
board. The transistor leads, which are short straps, 
then lie flush with the top surface of the board and 
the flange lies beneath the board. The leads are 
soldered to the board as close to the body of the 
transistor as possible and should not be bent. The 
heat sink consists of a 1/16-inch thick rectangular 
piece of sheet aluminum cut to the same size as the 
circuit board, The transistor requires two bolts for 
mounting to the heat sink. The use of silicone 
grease to improve thermal conductivity between 
the transistor and heat sink is recommended, CR2, 
a stud-mounting type diode, also mounts on the 
heat sink near the power transistor since good 
thermal contact with 013 is necessary for CR2 to 
provide thermal compensation for the output 
transistor, Note also that in the driver stage, Q12 
requires a heat sink, 

The chassis is formed from a piece of sheet 
aluminum bent into a U-shape. The front panel 
measures 9-1/2 by 4 inches and the chassis is 7 
inches deep. Except for the VFO enclosure, the 
circuit boards mount vertically on the chassis by 
means of spade bolts. An aluminum cover is 
formed to fit over the chassis. A Jackson Bros, No. 
4103 dial mechanism is used for VFO tuning. Any 
similar mechanism with a slow tuning rate should 
be satisfactory, Front-panel controls are the micro- 
phone-gain control, VFO tuning, mode switch, and 
on-off switch. The key jack, rf-output connector, 
and de-power connector are mounted at the rear of 
the chassis. The transmit-eceive relay socket 
mounts inside the chassis and the spare set of 
contacts are brought out to a connector at the 
back of the unit. 


SINGLE-SIDEBAND TRANSMISSION 


FT-61-301 toroid core. 

T2 — 4:1 broadband transformer; 6 turns of 2 
twisted pairs of No. 26 enam. wire (6 turns per 
inch) wound on Amidon FT-61-301 toroid 
core. In twisting the wires, а single turn consists 
of a full twist of all wires. The two wires at the 
ends of each pair are soldered together and each 
pair then comprises one winding of the trans- 
former. 

T3 — 4:1 broadband transformer; 4 turns of 4 
twisted pairs of No. 26 enam. wire (6 turns per 
inch) wound on Amidon FT-61-301 toroid 
core. A single turn consists of a full twist of all 
wires. The two wires at the ends of each pair 
are soldered together, the ends of two pairs ar 
soldered together, resulting in two 4-conductor 
wires. Each 4-conductor wire comprises one 
winding of the transformer. 

741 operational amplifier (Motorola 

MC1741, National Semiconductor LM741, 
Fairchild ША741 or equiv.), 14-pin DIP used 
here. 

U2 — Balanced modulator IC (Motorola MC1496L 
or National Semiconductor LM1496L, Signetics 
5596). 14-pin DIP used here. 

Y1 — 8999.0-kHz crystal (KVG type ХЕ 903). 

Y2 — 8998.5-kHz crystal (KVG type XF 901). 

Z1 — Double balanced mixer, model SRA-1 manu- 
factured by Mini-Circuits Laboratory, 2913 
Quentin Rd., Brooklyn, NY 11229. 
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Initial Adjustments and Operation 


А wellcalibrated general-coverage receiver, а 
VOM, and a VTVM with an rf probe (or better yet, 
a good rf oscilloscope) are required for making the 
initial adjustments on the transmitter, Connect a 
12-volt dc supply to the transmitter (except the 
final power amplifier stage). With power turned on, 
check to see that the unit draws no more than 
about 200 mA from the supply. Any reading well 
in excess of this value indicates a wiring error or 
defective components. 

Tune the receiver to 9 MHz to locate the 
heterodyne oscillator signal. A few feet of hookup 
wire placed near the circuit board should suffice 
for a receiving antenna. Switching the mode switch 
to change the oscillator crystals Y1 and Y2 should 
shift the oscillator frequency accordingly. Adjust 
C3 for maximum signal at the collector of Q3 as 
displayed on an oscilloscope or VTVM with rf 
probe. 

Plug a key into the key jack and set cw drive 
control, R2, for minimum resistance. Place the 
mode switch in the cw position. Depress the key 
while monitoring the collector of Q9 for rf output 
with the oscilloscope or rf probe. Slowly increase 
the cw drive level until a 9-MHz signal appears at 
Q9. Adjust C4 for maximum signal at the collector. 
Tuning Cl allows a small variation of the cw 
frequency. Adjustment is not critical but it should 
be tuned to place the cw signal inside the passband 
of FL1. If the signal is too close to the edge of the 
passband, keying may cause the filter to “ring,” 
producing key clicks at the output. 

Tune the receiver between 5.0 and 5.5 MHz and 
vary the VFO tuning capacitor, C6, until the VFO 
signal is located, Slug-tuned coil L7, which reso- 


A Transmitter for 80 or 20 


nates with C6, should then be adjusted so that an 
entire sweep of C6 covers the range of 5.0 to 5.5 
MHz or slightly greater. While monitoring the 
collector of Q8 with the rf probe or the oscillo- 
scope, adjust C7 for maximum signal. 

At this point, an 80- or 20-meter signal should 
be generated when the transmitter is keyed. Ву 
tuning the monitor receiver to the appropriate 
amateur band, it should be possible to hear this 
signal. Tune C6 to place the signal in the center of 
the amateur band. If an oscilloscope is being used, 
adjust C11 for maximum signal at the base of Q11. 
Be careful not to peak this capacitor to a harmonic 
of the 80- or 20-meter signal or to another 
undesired frequency output from the mixer. If the 
20-meter system is being tested, it is also necessary 
to peak the band-pass filter at the balanced mixer 
output for optimum frequency response. With the 
VFO set to the center of the 20-meter band, adjust 
C9 for maximum response, using an insulated tool 
so as not to introduce stray capacitance which 
could upset the filter tuning. Place the oscilloscope 
probe at the base of 012. Next tune С13 for 
maximum signal amplitude. If an oscilloscope is 
not available, the above steps may be performed by 
listening to the radiated signal in a general-coverage 
receiver and using the receiver's S meter as a peak 
indicator. 

The carrier null pot, R5, is adjusted to mini- 
mize any 5-MHz VFO signal appearing at the 
output of the balanced mixer. First disable the 
9-MHz heterodyne oscillator by removing Ү1 or 
Y2 from the socket. With the oscilloscope attached 
to the mixer output at pin 6 of the MC1496L, 
adjust R5 for minimum 5-MHz output. If an 
oscilloscope is not available R5 should be set to the 
middle of its range. Good suppression of the 
5-MHz signal will result at the transmitter output 
in conjunction with the filtering in the following 
stages. It is difficult to perform this step with just a 
receiver alone since direct pickup from the VFO 
will obscure any null indication, У1 or Y2 should 
be replaced in its socket. 

A check should be made with the VOM ог 
УТУМ to assure that the dc voltage drop across R6 
is approximately 4.4 volts. This indicates proper 
quiescent collector current at 012 for linear 
operation. 

Connect the power amplifier stage to the 
12-volt supply but do not key the transmitter. R9 
should temporarily be set at maximum resistance 
first. The VOM is temporarily inserted in series 
with the collector lead of Q13 to measure collector 
current. R9 should slowly be decreased to the 
point where the static collector current (no rf 
signal input) reaches 35 mA. The VOM is removed, 
the collector lead reconnected, and R9 left at this 
setting. If a silicon diode other than an HEP 
RO130 is used for CR2, it may be necessary to 
change the values of R8 and R9 to achieve the 
proper quiescent collector current. Some experi- 
mentation will determine the correct values, keep- 
ing in mind the resistor power dissipation require- 
ments. 

Finally, connect a 50-оћт dummy load to the 
antenna connector and a high-impedance micro- 
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Fig. 3 — View of the inside of the transmitter. The 
two main circuit boards are mounted vertically on 
the left side. Note the use of shields (made from 
double-clad circuit board) to provide isolation 
between stages on the boards. The VFO, the third 
circuit board assembly from the left, is housed in a 
four-sided enclosure fashioned from four pieces of 
circuit board. The power output amplifier board 
mounts over the sheet aluminum heat sink which is 
also mounted vertically on the chassis, Transmit- 
receive relay K1 is just visible behind the VFO. 


phone to the microphone jack, The gain control is 
adjusted in the same manner as with any conven- 
tional ssb transmitter. The setting is best deter- 
mined with the aid of a Monitorscope at the 
transmitter output, R1 should never be advanced 
beyond the point where rf peak flattening begins. 
A Slight readjustment of C2 may be necessary to 
center the ssb signal properly in the passband of 
the crystal filter. Improper centering will impair 
the audio frequency response, This adjustment can 
be made by listening to oneself in a receiver and 
tweaking C2 for proper response. Note that the ssb 
frequency will shift, too, as the setting of C2 is 
changed. The audio should be clean and free from 
distortion, 

In cw operation, the cw drive control R2 
should be brought up to the point where no 
further increase in rf output results. The break-in 
delay circuit provides semibreak-in operation for 
cw and push-to-talk operation for ssb. The setting 
of time delay adjustment R3 determines the length 
of time the transmit-receive relay K1 remains 
closed after the key is released. Adjust R3 for a 
delay time suitable for the keying speed being 
used. The spare set of contacts of K1 may be used 
for muting a receiver during transmit or for 
switching an outboard power amplifier. The trans- 
mitter should never be operated without a proper 
load at the output, 

A set of templates for the four circuit boards is 
available from ARRL Headquarters, Newington, 
Conn, 06111 for $1. 
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SINGLE-SIDEBAND TRANSMISSION 


A SOLID-STATE TRANSCEIVER FOR 160 METERS 


This ssb transceiver is suitable for ОКР opera- 
tion from batteries or as a main frame for 
fixed-station use, Its circuitry is simple enough to 
permit easy duplication (or substitution of com- 
ponents where necessary) by proficient builders 
with only limited experience in solid-state design. 


Some 160 Notes 


Technically speaking, 160 meters is interesting 
since it is the only amateur band in the mf range. 
Phone operation is similar to that encountered on 
the hf bands but the use of cw is somewhat 
different, Split-frequency operation is common 
and one should avoid transmitting within the DX 
"window" from 1825 to 1830 kHz when the band 
is open, While cw operation is possible with a 
transceiver, the above precaution should be noted. 
Because of the LORAN (Long Range Navigation) 
service, the band is split up according to geo- 
graphical area and one should observe ‘the fre- 
quency range and power limit for his region (See 
Chapter 1). 

LORAN, proximity to the broadcast band, 
QRN, and interference from TV sets often imposes 
severe requirements on receiving devices for this 
band, While little can be done with sky-wave 
signals, experimentation with various antenna 
systems can reduce local interference to a great 
extent, Proximity and orientation of the antenna. 
to the interfering source are the prime factors here, 
Because of latter consideration, separate trans- 
mitting and receiving antennas may be necessary. 
Hf-band dipoles, even though they may be 


Interior view of the transceiver. 


electrically short on 160 meters, can still make 
excellent receiving antennas if a balancing network 
is used, The balancing transformer (T1) shown in 
Fig. 1 can be used for both transmitting and 
receiving, thus reducing ground-loop currents. A 
simple loading coil in one side of the feed line can 
be used to tune out the antenna capacitive reac- 
tance. 

Adequate front-end selectivity is also necessary 
to assure that unwanted rf energy is rejected before 
it reaches the active elements in the receiving 
section of the transceiver, The preselector shown in 
Fig. 1 may be built from readily available parts. 
Some experimentation with the number of turns 
on Ll in receive-only applications may be nec- 
essary, Use the minimum number of turns that give 
sufficient sensitivity without signs of overloading. 
This preselector could also be used with existing 
receivers with inadequate front-end selectivity on 
160. 


Circuit Details 


The circuit diagram of the transceiver is shown 
in Fig. 1 and Figs. 3 through 8 incl. The block 
diagram and switching logic of the transceiver are 
shown in Fig, 2. This arrangement eliminates the 
need for relays and provides excellent isolation 
around the 9-MHz filter board. The full capabilities 
of a good receiving filter may be reduced con- 
siderably by undesirable stray paths, Rf energy 
rejected by the filter goes around it through the 
unwanted paths. In the receive position, signals 
from 1,8 to 2 MHz are mixed with the LO (10.8 to 
11 MHz) to give а 9-MHz i-f. Greater bandspread 
can be achieved by using a smaller value for C10 
and increasing LS or СИ. This would reduce the 
band coverage, however. In the transmit position, 
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Fig. 1 — Schematic diagram of the rf amplifier and 
preselector. In this and succeeding diagrams, com- 
ponent designations not mentioned in the captions 
are for text and layout references only. Unless 
otherwise noted, resistors are 1/4- or 1/2-watt 
composition and capacitors are disk ceramic. 


C1 — Air variable, 365 pF per section (J.W. Miller 
2112 or equiv.). 


the same mixer is used but rf energy from the 
balanced modulator and filter board at 9-MHz is 
converted to the 1.8-MHz band. 

Because of the relationship between the LO and 
the if, a sideband inversion occurs, This means 
that the carrier oscillator crystals will be opposite 
that usually marked оп the filter package. Cw 
operation is in the usb mode and both carrier- 
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L1, 14 — 2 turns of plastic-coated wire over cold 
‘ends of L2 and L3 respectively. 

L2, L3 — Modified Ferri-Tenna Coil (Radio Shack 
No. 270-1430). Remove coupling coil and all 
but 35 turns of fine wire on core (see text]. 

ВЕСТ — 2.5 mH rf choke pc-board mounting type 
(Millen 3302-2500). 

T1 — 40 turns over Amidon T-68-3 toroid (gray 
core) of bifilar-wound No. 26 enamel wire, 


oscillator and VFO offset is used, The carrier- 
oscillator offset pulls the crystal frequency into the 
passband of the filter slightly, while the VFO 


offset can be adjusted for the desired tone on 
receiving, Keying is accomplished by unbalancing 
the 1496 IC balanced modulator, Waveshape is 
determined by the time constant of R62 and C59 
in Fig. 7. 
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Fig. 2 — Block diagram & switching logic of the transceiver. 
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0732) BOTTOM VIEW 
Fig.3 — Schematic diagram of LO and mixer Тһе low-pass filter shown in Fig. 8 is used to 


module, If greater bandspread is desired, a smaller 
value capacitor could be substituted for C10 with 
C11 increased by an appropriate amount to set the 
low-frequency end of the tuning range to 10.8 
MHz. 

C10 — Air variable, 104 pF maximum (J.W. Miller 

2101 or equiv.]. 
L5 — 1.1-ыН slug tuned (Millen 69054-0.91 ог 


ВЕС — Three Amidon ferrite beads at drain 
terminal of Q3, Install on 1/2-inch length of 
No. 24 bare wire, 

RFC3, RFC4, ВЕС5 — Miniature 50-uH choke 
(Millen Со. J300-50). 

T2, T3 — 25 turns No. 28 (trifilar wound) on 
Amidon T-50-3 toroid core, 


Fig. 4 — The 9-MHz filter board. Physical layout 

should keep input and output leads separated. 

C22, C25 — 3- to 35 pF mica compression 
trimmer, 

RFC6 — Miniature 100-uH choke (Millen Co. 
300-100). 

FL1 — 9-MHz crystal filter, 2.1-kHz bandwidth 
(KVG XF-9B Spectrum International, Box 87, 
Topsfield, MA 01983). 


eliminate unwanted rf energy (LO, carrier os- 
cillator,and other products) above 2 MHz before 
going to the buffer transistor Q11. While various 
transistors are suitable for cw service in the hf 
range, many will not perform well as linear power 
amplifiers. The variation in transistor current gain 
over a large dynamic range is too great, This results 
in distortion or imposes severe biasing problems. 
Generally speaking, uhf types are the best ones to 
use. The amplifier used with the transceiver is 
capable of approximately one-watt output with 
good IMD characteristics. 


Construction 


A modular-type layout was used that allows the 
builder to pretest various sections of the trans- 
ceiver before installation in the cabinet. Single- 
sided pe board or Vectorbord construction should 
be avoided since unwanted capacitive and inductive 
coupling may cause spurious oscillations. Use 
double-sided pe board, or, as in the case of the unit 
shown, isolated-pad construction, The latter is 
highly recommended. The individual boards are 
then mounted in the cabinet with small “L” 
brackets or in the case of the VFO module, with 
screws. 


КЕСБ. 


100 +12 


А Transceiver Тог 160 417 
BUFFER 
220 т рел) то позула. 
уя JER INPUT 
[= тег) 
a To BAL-MOD. 
BOAR! 
бра? 
ask INPUT 
яз! 
E, 


R 
MPFIO2 Zee 
Bro 


Fig. 5 — Carrier oscillator board. 

C30, C33 — Miniature pc-mount air variable 
(Johnson 189-506-5, Allied Electronics 
828-1219). 

L6 — 15 uH nominal (Miller 4506 or equiv.). 

RFC7 > 500-иН rf choke (Millen J300-500). 

Y1, Y2 — KVG matching crystals for FL1, 


Where interconnecting shielded cables are used 
(such as the connections on S1 and other rf leads), 
small coaxial cable is ideal. RG-174/U was used in 
the unit shown and it is good practice to tie the 
ground leads to one point where two or more 
cables come together. An example would be the 
switch connections at S1. Regular hook-up wire 
can be used for the power-supply leads going to 
each board, 

While the general layout should not be critical, 
the one shown in the photograph is suggested. The 
cabinet is a Ten-Tec MW-10 and the dial assembly 
can be obtained from Allied/Radio Shack. The 
rootary switches for S1 and S2 are surplus minia- 
ture types with glass-epoxy insulation, The size of 


the various components available will determine 
the final layout but care should be taken to keep 
all leads as short as possible. 

It is a good idea to start with the receiver 
portion of the transceiver (the rf amplifier and 
preselector is the simplest module to build). 
Carefully unwind (and save) the wire from the two 
ferrite-loop antenna coils, 

Wind a one-layer coil (35 turns) back on each 
form and solder it in place, Paint each coil with Q 
dope to keep the turns from unwinding. Mount the 
completed coils (L2 and L3) using heavy wire leads 
on the 365-pF capacitor as shown in the photo- 
graph. L1 and L4 consist of 2 turns of hook up 
wire wound on the cold end of L2 and L3 
respectively, Next, lay out the circuit board for the 


Fig. 6 — Receiver board, This includes the i-f 

amplifier, product detector, and audio amplifier. 

Audio power is sufficient for high-impedance 

earphones. 

L7 — Slug-tuned inductor, 1.6 uH nominal, 13 
turns No. 26 enam. on 1/4-inch form. 


CARRIER 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
CAPACITANCE ARE IN MICROFARADS ( pF ) ; 
OTHERS ARE IN PICOFARADS [pF OR pF); 
RESISTANCES ARE IN OHMS; 

= 1000, M=1000 000. 
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Fig. 7 — Schematic diagram of the speech amplifier 
and the balanced modulator boards. 

C62 — Mica Compression trimmer, 50 pF. 

R52, R68 — Control, pe-mounting type. 

RFC8 — 3 ferrite beads over microphone-input 
lead. 


rf amplifier, making it small enough to mount on 
the back of the capacitor with spacers and screws. 
Layout for this board (and the remaining ones) will 
be successful if the following rules are observed, 
First, keep all component leads as short as possible 
(especially IC leads) and second, lay out the stages 
in a straight line as shown in the photograph. Also 
assure that input and output leads are kept as far 
away from each other as is practical If the 
isolated-pad construction technique is used, a drill 
press (bench style) is handy. However, either a 
hand-held electric drill or a crank-type hand drill 
may be used. Once the preselector module is 
completed, perform the alignment procedure 
before going on to the next board. Complete and 
test the remaining boards before mounting them 
permanently in the cabinet, 


Alignment 

While the transceiver could be tested after it is 
completed, the procedure outlined here will assure 
each module is working before the next ome is 
mounted in the cabinet, Necessary test equipment 
includes a signal source and receiver covering 1.8 to 
2.0 MHz, and 9 to 11 MHz. The receiver should be 
capable of receiving ssb signals. Other suggested 
equipment would be a УТУМ, a monitor scope 
which can be used with the receiver to check 
modulation, and a frequency counter, 
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The preselector module should be aligned first, 
Connect a signal source to the general-coverage 
receiver and tune in the signal, Next, connect the 
preselector between the generator and the receiver 
and adjust the slugs until the signals peak. For 
correct alignment, СІ should be fully meshed at 
the low end (1,8 MHz) of the band. The VFO 
should be adjusted by setting its range for 10.8 to 
11 MHz as indicated on either a general-coverage 
receiver or a frequency counter, The preselector 
and LO/mixer modules may be mounted inside the 
cabinet and interconnected, See blocks (a) and (b) 
in Fig. 2. The external receiver should be con- 
nected to the output of T2. When power is applied 
to the transceiver and 51 is set for RCV, signals 
and noise should be heard at 9 MHz as the VFO 
and preselector are tuned, The 9-MHz filter board 
should be installed and the receiver connection 
moved from T2 to the output of the filter. See 
block (d) in Fig. 2, Peak C24 and C25 for 
maximum signal, The carrier-oscillator board may 
be checked by listening with the general-coverage 
receiver to the two crystal frequencies (8.999 and 
9.001). Mount the carrier-oscillator and receiver 
boards, connect a headphone set and adjust L7 
for maximum receiver sensitivity. This completes 
the alignment of the receiver. See block (c) in Fig. 
2 for details. 

Refer to block (h) in Fig. 2 and mount the 
speech amplifier. Install the appropriate power, 
input and output connections. Couple a headset to 
the output of this circuit through а 0.5-иЕ 
capacitor and speak into the microphone, Speech 
should be heard, Install and connect the balanced- 
modulator board. Refer to block (g) in Fig. 2. Ssb 
signals should be detected at the output terminal 
of T3. Adjust R68 and C62 for minimum carrier. 
Interconnect the buffer and PA modules, and 
connect a dummy load (with an output indicator) 
to the antenna jack. A small pilot light (No. 47) 
will suffice if the PA shown in Fig. 8 is used. R73 
should be set for minimum collector current. A 
short whistle into the microphone should produce 
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an output signal. Clear-sounding ssb signals should 
be heard when listening to the general-coverage 
receiver, This completes the ssb alignment, 

Place a jumper from either the USB or LSB 
position of S2A to the CW position of S2A. Set ће 
general-coverage receiver to the USB position, Turn 
the transceiver to the CW position and tune until a 
readable ssb signal is heard, Key the transceiver and 
depending upon the settings of C12 and C30, a 
tone should be heard. C30 will determine the 
amount of output, Adjust C12 until the desired 
sidetone is obtained, This will require retuning the 
receiver for readable usb after each adjustment, 
When the adjustment is correct, a proper-sounding 
ssb signal can be heard in the CW position and the 
desired note will also be heard when the trans- 
mitter is keyed. Remove the jumper from 524. 
This completes alignment of the transceiver. 
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Fig. 8 — Schematic diagram of buffer and PA. If a 

broad-band amplifier or antenna circuit is to follow 

Т5, а low-pass filter may be necessary to reduce 

unwanted harmonic energy. 

L8 — 27 uH, 66 turns of No. 30 enam. wire on 
Amidon T-50-3 (gray) toroid core. 

L9 — 37 uH, 76 turns No. 30 enam. оп T-50-3 
core, 

R73 — Control, pc-mounting type. 

RFC9 — 2,7 uH minimum, Slip a ferrite bead over 
each end of a small rf choke (Millen 34300). 

T4 — Stack two Amidon Husky (7 mm) beads and 
wind a 5-turn primary and a 3 turn secondary 
through both cores. Use No. 26 enam. wire. 
Make a second transformer similar to the first 
one. Parallel the primaries, and series connect 
the secondaries observing the polarities shown 
on the diagram. 

T5 — 24 turns No. 26 enam. wire (trifilar wound) 
on Amidon T-68-3 соге, 


Chapter 14 


Frequency Modulation and 


Repeaters 


Methods of radiotelphone communication by 
frequency modulation were developed in the 1930s 
by Major Edwin Armstrong in an attempt to 
reduce the problems of static and noise associated 
with receiving am broadcast transmissions. The 
primary advantage of fm, the ability to produce а 
high signal-to-noise ratio when receiving a signal of 
only moderate strength, has made fm the mode 
chosen for mobile communications services and 
quality broadcasting. The disadvantages, the wide 
bandwidth required and the poor results obtained 
when an fm signal is propagated via the ionosphere 
(because of phase distortion), has limited the use 
of frequency modulation to the 10-meter band and 
the vhf/uhf section of the spectrum. 

Fm has some impressive advantages for vhf 
operation, especially when compared to a-m. With 
fm the modulation process takes place in a 
low-level stage. The modulation equipment re- 
quired is the same, regardless of transmitter power. 
The signal may be frequency multiplied after 
modulation, and the PA stage can be operated 
Class С for best efficiency, as the “final” need not 
be linear. 

In recent years there has been increasing use of 
fm by amateurs operating around 29.6 MHz in the 
10-meter band. The vhf spectrum now in popular 
use includes 52 to 53 MHz, 146 to 147.5 MHz, 222 
to 225 MHz, and 440 to 450 MHz. 


FREQUENCY AND 
PHASE MODULATION 


It is possible to convey intelligence by 
modulating any property of a carrier, including its 
frequency and phase. When the frequency of the 
carrier is varied in accordance with the variations in 
a modulating signal, the result is frequency 
modulation (fm). Similarly, varying the phase of 
the carrier current is called phase modulation (pm). 

Frequency and phase modulation are not 


independent, since the frequency cannot be varied 
without also varying the phase, and vice versa. 


The effectiveness of fm and pm for communica- 
tion purposes depends almost entirely on the 
receiving methods. If the receiver will respond to 
frequency and phase changes but is insensitive to 
amplitude changes, it will discriminate against most 
forms of noise, particularly impulse noise such as is 
set up by ignition systems and other sparking 
devices. Special methods of detection are required 
to accomplish this result. 

Modulation methods for fm and pm are simple 
and require practically no audio power. There is 
also the advantage that, since there is no amplitude 
variation in the signal, interference to broadcast 
reception resulting from rectification of the 
transmitted signal in the audio circuits of the bc 
receiver is substantially eliminated. 


Frequency Modulation 


Fig. 14-2 is a representation of frequency 
modulation. When а modulating signal is applied, 
the carrier frequency is increased during one 
half cycle of the modulating signal and decreased 
during the half cycle of opposite polarity. This is 
indicated in the drawing by the fact that the rf 
cycles occupy less time (higher frequency) when 
the modulating signal is positive, and more time 
(lower frequency) when the modulating signal is 
negative. The change in the carrier frequency 
(frequency deviation) is proportional to the 
instantaneous amplitude of the modulating signal, 
so the deviation is small when the instantaneous 
amplitude of the modulating signal is small, and is 
greatest when the modulating signal reaches its 
peak, either positive or negative. 

As shown by the drawing, the amplitude of the 
signal does not change during modulation, 


Phase Modulation 


If the phase of the current in a circuit is 
changed there is an instantaneous frequency 
change during the time that the phase is being 
shifted. The amount of frequency change, or 
deviation, depends on how rapidly the phase shift 
is accomplished. It is also dependent upon the total 
amount of the phase shift. In a properly operating 


Fig. 14-1 — The use of vhf fm mobile rigs in 
conjunction with repeaters has improved the 
communications of many amateur emergency 
groups. Here F2BQ relays traffic being received via 
2-meter fm on a 40-meter ssb link, 
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pm system the amount of phase shift is 
proportional to the instantaneous amplitude of the 
modulating signal. The rapidity of the phase shift is 
directly proportional to the frequency of the 
modulating signal. Consequently, the frequency 
deviation in pm is proportional to both the 
amplitude and frequency of the modulating signal. 
The latter represents the outstanding difference 
between fm and pm, since in fm the frequency 
deviation is proportional only to the amplitude of 
the modulating signal. 
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FM and PM Sidebands 


The sidebands set up by fm and pm differ from 
those resulting from a-m in that they occur at 
integral multiples of the modulating frequency on 
either side of the carrier rather than, as in a-m, 
consisting of a single set of side frequencies for 
each modulating frequency. An fm or pm signal 
therefore inherently occupies a wider channel than 
am. 

The number of “extra” sidebands that occur in 
fm and pm depends on the relationship between 
the modulating frequency and the frequency 
deviation. The ratio between the frequency 
deviation, in Hertz, and the modulating frequency, 
also in Hertz, is called the modulating index. That 
is, 


arrier frequency deviation 
Modulating frequency 

Example: The maximum, frequency devia- 
tion in an Lm. transmitter is 3000 Hz, either 
side of the carrier frequency. The modulation 
index when the modulating frequency is 1000 
Hz. is 

id 3000 
Modulation index = з 

At the same deviation with 3000-Hz. modula- 
tion the index would be 1; at 100 Hz. it 
would be 30, and so on. 


Modulation index — 


In pm the modulation index is constant 
regardless of the modulating frequency; in fm it 
varies with the modulating frequency, as shown in 
fhe above example. In an fm system the ratio of 
the maximum carrierfrequency deviation to the 
highest modulating frequency used is called the 
deviation ratio. 
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Fig. 14-2 — Graphical representation of frequency 
modulation. In the unmodulated carrier at A, each 
rf cycle occupies the same amount of time, When 
the modulating signal, B, is applied, the radio 
frequency is increased and decreased according to 
the amplitude and polarity of the modulating 
signal. 


Fig. 14-3 shows how the amplitudes of the 
сапіег and the various sidebands vary with the 
modulation index. This is for single-tone modula- 
tion; the first sideband (actually a pair, one above 
and one below the carrier) is displaced from the 
carrier by an amount equal to the modulating 
frequency, the second is twice the modulating 
frequency away from the carrier, and so on, For 
example, if the modulating frequency is 2000 Hz 
and the carrier frequency is 29,500 kHz, the first. 
sideband pair is at 29,498 kHz and 29,502 kHz, 
the second pair is at 29,496 kHz and 29,504 kHz, 
the third at 29,494 kHz and 29,506 kHz, etc. The 
amplitudes of these sidebands depend on the 
modulation index, not on the frequency deviation. 

Note that as shown by Fig. 14-3, the carrier 
strength varies with the modulation index. (In 
amplitude modulation the carrier strength is 
constant; only the sideband amplitude varies.) At a 
modulation index of approximately 2.4 the carrier 
disappears entirely. It then becomes “negative” at 
a higher index, meaning that its phase is reversed as 
compared to the phase without modulation. In fm 
and pm the energy that goes into the sidebands is 
taken from the carrier, the total power remaining 
the same regardless of the modulation index, 

Since there is no change in amplitude with 
modulation, an fm or pm signal can be amplified 
without distortion by an ordinary Class C 
amplifier. The modulation can take place in a very 
low-level stage and the signal can then be amplified 
by either frequency multipliers or straight-through 
amplifiers. 


Амри чок 


Fig. 14-3 — How the amplitude of the pairs 
of sidebands varies with the modulation 


index in an fm or pm signal. If the curves 
were extended Тог greater values of 
modulation index it would be seen that the 
carrier amplitude goes through zero at 
several points. The same statement also 
applies to the sidebands, 
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If the modulated signal is passed through one or 
more frequency multipliers, the modulation index 
is multiplied by the same factor that the carrier 
frequency is multiplied. For example, if modula- 
tion is applied on 3.5 MHz and the final output is 
on 28 MHz, the total frequency multiplication is 8 
times, so if the frequency deviation is 500 Hz at 
3.5 MHz it will be 4000 Hz at 28 MHz. Frequency 
multiplication offers a means for obtaining 
practically any desired amount of frequency 
deviation, whether or not the modulator itself is 
capable of giving that much deviation without 
distortion, 


Bandwidth 


FCC amateur regulations (Part 97.61) limit 
the bandwidth of F3 (frequency and phase 
modulation) to that of an a-m transmission 


having the same audio characteristics below 
29.0 MHz and in the 50.1- to 52.5-MHz 
frequency segment. Greater bandwidths are 
allowed from 29.0 to 29.7 MHz and above 
52.5 MHz. 


If the modulation index (with single-tone 
modulation) does not exceed 0.6 or 0.7, the most 
important extra sideband, the second, will be at 
least 20 dB below the unmodulated carrier level, 
and this should represent an effective channel 
width about equivalent to that of an a-m signal. In 
the case of speech, a somewhat higher modulation 
index can be used. This is because the energy 
distribution in a complex wave is such that the 
modulation index for any one frequency com- 
ponent is reduced as compared to the index with a 
sine wave having the same peak amplitude as the 
voice wave. 

The chief advantage of fm or pm for 
frequencies below 30 MHz is that it eliminates or 
reduces certain types of interference to broadcast 
reception. Also, the modulating equipment is 
relatively simple and inexpensive. However, assum- 
ing the same unmodulated carrier power in all 
cases, narrow-band fm or pm is not as effective as 
am with the methods of reception used by many 
amateurs. To obtain the benefits of the fm mode, a 
good fm receiver is required. As shown in Fig. 
14-3, at an index of 0.6 the amplitude of the first 
sideband is about 25 percent of the unmodulated- 
cartier amplitude; this compares with a sideband 
amplitude of 50 percent in the case of a 100 
percent modulated ат transmitter. When copied 
on an am receiver, a narrow-band fm or pm 
transmitter is about equivalent to a 100-percent 
modulated a-m transmitter operating at one-fourth 
the carrier power. On a suitable (fm) receiver, fm is 
as good or better than a-m, watt for watt. 

Three deviation amounts are now standard 
practice: 15, 5 and 2.5 kHz, which in the current 
vernacular of fm users, are known as wide band, 
narrow band, and sliver band, respectively. (See 
box above.) The 2.5-3 kHz deviation (called nbfm 
by OTs) was popular for a time on the vhf bands 
and 10 meters after World War II. Deviation figures 
are given for the frequency swing in one direction. 
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The rule-of-thumb for determination of bandwidth 
requirements for an fm system is: 


2 (AF) * FAmax 


where AF is one half of the total frequency 
deviation, and Famax is the maximum audio 
frequency (3 kHz for communications purposes). 
Thus, for narrow-band fm, the bandwidth equals 
(2) 5+3 ог 13 kHz, Wide-band systems need а 
33-kHz receiver bandwidth. 


Comparison of FM and PM 


Frequency modulation cannot be applied to an 
amplifier stage, but phase modulation can; pm is 
therefore readily adaptable to transmitters employ- 
ing oscillators of high stability such as the 
crystal-controlled type. The amount of phase shift 
that can be obtained with good linearity is such 
that the maximum practicable modulation index is 
about 0.5. Because the phase shift is proportional 
to the modulating frequency, this index can be 
used only at the highest frequency present in the 
modulating signal, assuming that all frequencies 
will at one time or another have equal amplitudes. 
Taking 3000 Hz as a suitable upper limit for voice 
work, and setting the modulation index at 0.5 for 
3000 Hz, the frequency response of the speech- 
amplifier system above 3000 Hz must be sharply 
attenuated, to prevent excess splatter. (See Fig. 
14-4.) Also, if the “tinny” quality of pm as 
received on an fm receiver is to be avoided, the pm 
must be changed to fm, in which the modulation 
index decreases in inverse proportion to the 
modulating frequency. This requires shaping the 
speech-amplifier frequency-response curve in such 
a way that the output voltage is inversely 
proportional to frequency over most of the voice 
range. When this is done the maximum modulation 
index can only be used to some relatively low 
audio frequency, perhaps 300 to 400 Hz in voice 
transmission, and must decrease in proportion to 
the increase in frequency. The result is that the 
maximum linear frequency deviation is only one or 
two hundred Hz, when pm is changed to fm. To 
increase the deviation for narrow band requires a 
frequency multiplication of 8 times or more. 


Fig. 14-4 — Output frequency spectrum of a 
narrow-band fm transmitter modulated by a 1-kHz 
топе. 


Frequency Modulation Methods 


It is relatively easy to secure a fairly large 
frequency deviation when a self-controlled oscilla- 
tor is frequency-modulated directly. (True frequen- 
cy modulation of a crystal-controlled oscillator 
results in only very small deviations and so requires 
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a great deal of frequency multiplication.) The chief 
problem is to maintain a satisfactory degree of 
carrier stability, since the greater the inherent 
stability of the oscillator the more difficult it is to 
secure a wide frequency swing with linearity. 


METHODS OF FREQUENCY MODULATION 


Direct FM 


А simple and satisfactory device for producing 
fm in the amateur transmitter is the reactance 
modulator. This is a vacuum tube or transistor 
connected to the rf tank circuit of an oscillator in 
such a way as to act as a variable inductance or 
capacitance. 

Fig. 14-5А is a representative circuit. Gate 1 of 
the modulator MOSFET is connected across the 
oscillator tank circuit, СИЛ, through resistor R1 
and blocking capacitor C2. C3 represents the input 
capacitance of the modulator transistor. Thé 
resistance of R1 is made large compared to the 
reactance of C3, so the rf current through R1C3 
will be practically in phase with the rf voltage 
appearing at the terminals of the tank circuit. 


REACTANCE MODULATOR 


УАВАСТОА REACTANCE 
MODULATOR 


Fig, 14-5 — Reactance modulators using (A) a 
high-transconductance MOSFET and (B) a varactor 
diode. 


However, the voltage across C3 will lag the current 
by 90 degrees, The rf current in the drain circuit of 
the modulator, will be in phase with the grid 
voltage, and consequently is 90 degrees behind the 
current through C3, or 90 degrees behind the rf 
tank voltage. This lagging current is drawn through 
the oscillator tank, giving the same effect as though 
an inductance were connected across the tank. The 
frequency increases in proportion to the amplitude 
of the lagging plate current of the modulator. The 
audio voltage, introduced through a radio-frequen- 
cy choke, varies the transconductance of ‘the 
transistor and thereby varies the rf drain current. 

The modulated oscillator usually is opérated on 
a relatively low frequency, so that a high order of 
carrier stability can be secured. Frequency 
multipliers are used to raise the frequency to the 
final frequency desired. 

‘A reactance modulator can be connected to a 
crystal oscillator as well as to the self-controlled 
type as shown in Fig. 14-58. However, the 
resulting signal can be more phase-modulated than 
it is frequency-modulated, for the reason that the 
frequency deviation that can be secured by varying 
the frequency of a crystal oscillator is quite small. 

The sensitivity of the modulator (frequency 
change per unit change in grid voltage) depends on 
the transconductance of the modulator transistor. 
It increases when R1 is made smaller in comparison 
with C3. It also increases with an increase in L/C 
ratio in the oscillator tank circuit. However, for 
highest carrier stability it is desirable to use the 
largest tank capacitance that will permit the 
desired deviation to be secured while keeping 
within the limits of linear operation. я 

A change іп апу of the voltages оп the 
modulator transistor will cause a change in rf drain 
current, and consequently a frequency change. 
Therefore it is advisable to use a regulated power 
supply for both modulator and oscillator. 


Indirect ЕМ 


The same type of reactance-tube circuit that is 
used to vary the tuning of the oscillator tank in fm 
can be used to vary the tuning of an amplifier tank 
and thus vary the phase of the tank current for pm. 
Hence the modulator circuit of Fig. 14-5A or 
14-6A can be used for pm if the reactance 
transistor or tube works on an amplifier tank 
instead of directly on a self-controlled oscillator. If 
audio shaping is used in the speech amplifier, as 
described above, fm instead of pm will be 
generated by the phase modulator. 

The phase shift that occurs when a circuit is 
detuned from resonance depends on the amount of 
detuning and the Q of the circuit. The higher the 


AUDIO INPUT 


PRE- EMPHASIS 
+ 


DE-EMPHASIS 
E 
би [ме 
FROM АМР 
юк ur DISCRIMINATOR T 
: 
AF C 
our (с) 


Fig. 14-6 — (A) The phase-shifter type of phase 
пева. (B) Pre-emphasis апа (С) de-emphasis 
circuits, 


Q, the smaller the amount of detuning needed to 
secure a given number of degrees of phase shift. If 
the Q is at least 10, the relationship between phase 
shift and detuning (in kHz either side of the 
resonant frequency) will be substantially linear 
over a phase-shift range of about 25 degrees. From 
the standpoint of modulator sensitivity, the Q of 
the tuned circuit on which the modulator operates 
should be as high as possible. On the other hand, 
the effective Q of the circuit will not be very high 
if the amplifier is delivering power to a load since 
the load resistance reduces the Q. There must 
therefore be a compromise between modulator 
sensitivity and rf power output from the 
modulated amplifier. An optimum figure for Q 
appears to be about 20; this allows reasonable 
loading of the modulated amplifier and the 
mecessary tuning variation can be secured from a 
Teactance modulator without difficulty. It is 
advisable to modulate at a low power level. 

Reactance modulation of an amplifier stage 
usually results in simultaneous amplitude modula- 
tion because the modulated stage is detuned from 
resonance as the phase is shifted. This must be 
eliminated by feeding the modulated signal 
through an amplitude limiter or one or more 
“saturating” stages — that is, amplifiers that are 
operated Class C and driven hard enough so that 
variations in the amplitude of the input excitation 
produce no appreciable variations in the output 
amplitude. 

For the same type of reactance modulator, the 
speech-amplifier gain required is the same for pm 
as for fm. However, as pointed out earlier, the fact 
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that the actual frequency deviation increases with 
the modulating audio frequency in pm makes it 
necessary to cut off the frequencies above about 
3000 Hz before modulation takes place. If this is 
not done, unnecessary sidebands will be generated 
at frequencies considerably away from the carrier. 


SPEECH PROCESSING FOR FM 


The speech amplifier preceding the modulator 
follows ordinary design, except that no power is 
taken from it and the af voltage required by the 
modulator grid usually is small — not more than 10 
or 15 volts, even with large modulator tubes, and 
only a volt or two for transistors. Because of these 
modest requirements, only a few speech stages are 
needed; a two-stage amplifier consisting of two 
bipolar transistors, both resistance-coupled, will 
more than suffice for crystal ceramic or hi-Z 
dynamic microphones. For more information on 
speech amplifiers see Chapter 13. 

Several forms of speech processing produce 
worthwhile improvements in fm system perfor- 
mance, It is desirable to limit the peak amplitude 
of the audio signal applied to an fm or pm 
modulator, so that the deviation of the fm 
transmitter will not exceed a preset value. This 
peak limiting is usually accomplished with a simple 
audio clipper which is placed between the speech 
amplifier and modulator. The clipping process 
produces high-order harmonics which, if allowed to 
pass through to the modulator stage, would create 
unwanted sidebands. Therefore, an audio low-pass 
filter with a cut-off frequency between 2.5 and 3 
kHz is needed at the output of the clipper. Excess 
clipping can cause severe distortion of the voice 
signal. An audio processor consisting of а 
compressor and a clipper, such as described in 
Chapter 13, has been found to produce audio with 
а better sound (i.e., less distortion) than a clipper 
alone. 

To reduce the amount of noise in some fm 
communications systems, an audio shaping net- 
work called pre-emphasis is added at the 
transmitter to proportionally attenuate the lower 
audio frequencies, giving an even spread to the 
energy in the audio band. This results in an fm 
signal of nearly constant energy distribution. The 
reverse is done at the receiver, called de-emphasis, 
to restore the audio to its original relative 
proportions. Sample circuits are shown in Fig. 
14-6. 


FM EXCITERS 


Fm exciters and transmitters take two general 
forms. One, shown at Fig. 14-7A, consists of a 
reactance modulator which shifts the frequency of 
an oscillator to generate an fm signal directly. 
Successive multiplier stages provide output on the 
desired frequency, which is amplified by a PA 
stage. This system has a disadvantage in that, if the 
oscillator is free running, it is difficult to achieve 
sufficient stability for vhf use. If a crystal-con- 
trolled oscillator is employed, unless the amount 
that the crystal frequency is changed is kept small, 
it is difficult to achieve equal amounts of 
frequency swing. 


Testing an FM Transmitter 
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Fig. 14-7 — 


The indirect method of generating fm shown in 
Fig. 14-7B is currently popular. Shaped audio is 
applied to a phase modulator to generate fm. As 
the amount of deviation produced is very small, 
then a large number of multiplier stages is needed 
to achieve wide-band deviation at the operating 
frequency. In general, the system shown at A will 
require a less complex circuit than that at B, but 
the indirect method (B) often produces superior 
results. 


TESTING AN FM TRANSMITTER 


Accurate checking of the operation of an fm or 
pm transmitter requires different methods than the 
corresponding checks on an a-m or ssb set, This is 
because the common forms of measuring devices 
either indicate amplitude variations only (a 
milliammeter, for example), or because their 
indications are most easily interpreted in terms of 
amplitude. 
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Block diagrams of typical fm exciters. 


The quantities to be checked in an fm 
transmitter are the linearity and frequency 
deviation and the output frequency, if the unit 
uses crystal control. The methods of checking 
differ in detail. 


Frequency Checking 


The crystal-controlled, channelized operation 
that is now popular with amateur fm users requires 
that a transmitter be held close to the desired 
channel, at least within a few hundred Hertz, even 
in a wide-band system. Having the transmitter on 
the proper frequency is particularly important 
when operating through a repeater. The rigors of 
mobile and portable operation make a frequency 
check of a channelized transceiver a good idea at 
three-month intervals. 

Frequency meters generally fall in two categor- 
ies, the hererodyne type and the digital counter. For 
amateur use, the vhf/uhf counterparts of the 


(A) 


Frequency 


905.8 Hz 
1000.0 Hz 


1500.0 Hz 
1811.0 Hz 
2000.0 Hz 
2079.2 Hz 
2805.0 Hz 


(B) 


Deviation Produced 
2nd Null 


+ 5.00 kHz 
+ 5.52 kHz 
+ 8.28 kHz 
310.00 kHz 
411.04 kHz 
311.48 kHz 
315.48 kHz 


Ist Null 


32.18 kHz 
42.40 kHz 
33.61 kHz 
34.35 kHz 
34.81 kHz 
+5.00 kHz 
36.75 kHz 


3rd Null 


+ 7.84 kHz 
+ 8.65 kHz 
312.98 kHz 
315.67 kHz 
£17.31 kHz 
3117.99 kHz 
324.27 kHz 


Fig. 14-8 — (A) Schematic diagram of the deviation meter. Resistors аге 1/2-watt composition and 
capacitors are ceramic, except those with polarity marked, which are electrolytic. CR1-CR3, incl. are 
high-speed silicon switching diodes. R1 is a linear-taper composition control, and S1, S2 are spst toggle 
switches. T1 is a miniature audio transformer with а 10,000-ohm primary and 20,000-ohm center-tapped 
secondary (Triad A31X). (B) Chart of audio frequencies which will produce a carrier null when the 
deviation of an fm transmitter is set for the values given. 
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popular BC-221 frequency meter, the TS-174 and 
TS-175, will provide sufficient accuracy. Frequen- 
cy counters that will work directly up to 500 MHz 
and higher are available, but their cost is high. The 
less expensive low-frequency counters can be 
employed using a scaler, a device which divides an 
input frequency by a preset ratio, usually 10 or 
100, The Heathkit IB-102 scaler may be used up to 
175 MHz, using a counter with a 2-MHz (or more) 
upper frequency limit. If the counting system does 
not have a sufficient upper frequency limit to 
measure the output of an fm transmitter directly, 
one of the frequency-multiplier stages can ђе 
sampled to provide a signal in the range of the 
measurement device. Alternatively, a crystal-con- 
trolled converter feeding an hf receiver which has 
accurate frequency readout can be employed, if a 
secondary standard is available to calibrate the 
receiving system. 


Deviation and Deviation Linearity 


A simple deviation meter can be assembled 
following the diagram of Fig. 14-8A. This circuit 
was designed by K6VKZ. The output of a 
wide-band receiver discriminator (before any 
de-emphasis) is fed to two amplifier transistors. 
The output of the amplifier section is transformer 
coupled to a pair of rectifier diodes to develop a de 
voltage for the meter, Ml. There will be an 
indication on the meter with no signal input 
because of detected noise, so the accuracy of the 
instrument will be poor on weak signals. 

To calibrate the unit, signals of known 
deviation will be required, If the meter is to be set 
to read 0-15 kHz, then a 7.5-kHz deviation test 
signal should be employed. R1 is then adjusted 
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until M1 reads half scale, 50 ДА. To check the peak 
deviation of an incoming signal, close both 51 and 
S2. Then, read the meter. Opening first one switch 
and then the other will indicate the amount of 
Positive and negative deviation of the signal, a 
check of deviation linearity. 


Measurement of Deviation Using Bessel Functions 


Using a math. relationship known as the Bessel 
Function it is possible to predict the points at 
which, with certain audio-input frequencies and 
predetermined deviation settings, the carrier 
output of an fm transmitter will disappear 
completely. Thus, by monitoring the carrier 
frequency with a receiver, it will be possible by ear 
to identify the deviation at which the carrier is 
nulled. A heterodyne signal at either the input or 
receiver i-f is required so that the carrier will 
produce a beat note which can easily be identified. 
Other tones will be produced in the modulation 
process, so some concentration is required by the 
operator when making the test. With an audio tone 
selected from the chart (Fig. 14-8B), advance the 
deviation control slowly until the first null is 
heard. If a higher-order null is desired, continue 
advancing the control further until the second, and 
then the third, null is heard. Using a carrier null 
beyond the third is generally not practical. 

For example, if а 905.8-Hz tone is used, the 
transmitter will be set for 5-kHz deviation when 
{һе second null is reached. The second null 
achieved with a 2805-Hz audio input will set the 
transmitter deviation at 15.48 kHz. The Bessel- 
function approach can be used to calibrate a 
deviation meter, such as the unit shown in Fig. 
14-8A 


RECEPTION OF FM SIGNALS 


Receivers for fm signals differ from others 
principally in two features — there is no need for 
linearity preceding detection (it is, in fact, ad- 
vantageous if amplitude variations in signal and 
background noise can be "washed out") and the 
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Fig.14-9— Ет detector characteristics. Slope 
detection, using the sloping side of the receivers 
selectivity curve to convert fm to am for 
subsequent detection, 


detector must be capable of converting frequency 
variations in the incoming signal into amplitude 
variations, 

Frequency-modulated signals can be received 
after a fashion on any ordinary receiver. The 
receiver is tuned to put the carrier frequency 
partway down on one side of the selectivity curve. 
When the frequency of the signal varies with 
modulation it swings as indicated in Fig. 14-9, 
resulting in an a-m output varying between X and 
Y. This is then rectified as an a-m signal. 

With receivers having steep-sided selectivity 
curves, the method is not very satisfactory because 
the distortion is quite severe unless the frequency 
deviation is small, since the frequency deviation 
and output amplitude is linear over only a small 
part of the selectivity curve. 


The FM Receiver 


Block diagrams of an a-m/ssb and an fm 
receiver are shown in Fig. 14-10. Fundamentally, 
to achieve a sensitivity of less than one microvolt, 
an fm receiver requires a gain of several million — 
too much total gain to be accomplished with 
stability on a single frequency. Thus, the use of the 


Reception of FM Signals 


A-M RECEIVER 
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FM RECEIVER 


Fig. 14-10 — Block diagrams of (A) an a-m (B) an 
fm receiver. Dark borders outline the sections that 
are different in the fm set. 


superheterodyne circuit has become standard 
practice. Three major differences will be apparent 
from a comparison of the two block diagrams. The 
fm receiver employs a widerbandwidth filter, a 
different detector, and has a limiter stage added 
between the if amplifier and the detector. 
Otherwise the functions, and often the circuits, of 
the rf, oscillator, mixer and audio stages will be the 
same in either receiver. 

In operation, the noticeable difference between 
the two receivers is the effect of noise and 
interference on an incoming signal. From the time 
of the first spark transmitters, "rotten QRM" has 
been a major problem for amateurs, The limiter 
and discriminator stages in an fm set can eliminate 
a good deal of impulse noise, except that noise 
which manages to acquire a frequency-modulation 
characteristic. Accurate alignment of the receiver 


if system and phase tuning of the detector are 
required to achieve good noise suppression. Fm 
receivers perform in an unusual manner when QRM 
is present, exhibiting a characteristic known as the 
capture effect, The loudest signal received, even if 
it is only two or three times stronger than other 
stations on the same frequency, will be the only 
transmission demodulated. By comparison, an S9 
acm or cw signal can suffer noticeable interference 
from ап 52 carrier. 


б Bandwidth 

Most fm sets that use tubes achieve kf 
selectivity by using a number of overcoupled 
transformers. The wide bandwidth and phase- 
response characterisitic needed in the if system 
dictate careful design and alignment of all 
interstage transformers. 


F M FILTERS 

Center ‘Nonimal Ultimate Impedance [r| Insertion Crystal 
Manufacturer. Model Frequency Bandwidth Rejection in Out Loss Discriminator 
куба) ХЕФЕ 9.0 MHz 12 kHz 90 ав 1200 1200 зав XD9-02 
KVG (1) XF-107A 10.7 мн: 12 kiz 90 ав 820 820 35dB — XD10701 
куба) XF-107B 107MHz 15 90 ав 910 910 35dB  XD10701 
күс (1) ХЕ107С 10.7 МН: — 30kHz 90 4B 2000 2000 4SdB ^ XD107-01 
Heath Dynamics (2) — 215 Miz — «15 kHz 90 ёв 550 550 зав 
Heath Dynamics (2) — 215MHz — 30kHz 90 ав 1100 1100 2db 
ES.) Ев6р 10.7 мн: 15 kHz 80 dB 950 950 2ав АВАС 
ES. (3) 10MA 107MHz — 30kHz во ав 2000 2000 4dB ABAC 
ЕЗ. (3) ELA 1.5 мН: — 36kHz 70 ав 50 50 4aB ма 
ES. (3) раз 214 мии 20kHz 40 dB 750 750 5ав АВЛО 
сене (4) TCF412D3CA 455 kHz 12 kHz 60 4B 40k 2200 вав 
Clevite (4) ТСЕ4-18СА5А 455 kHz 18kHz 50 aB 40k 2200 бав - 
Clevite (4) TCF&30DSSA _ 455 kHz 30 kHz 60 dB 20k 1000 зав 


Fig. 14-11 — A list of fm-bandwidth filters that are available to amateurs. Manufacturer's addresses are as 


follows: 

1) Spectrum International, P. O. Box 87, Tops- 
field, MA 01983. 

2) Heath Dynamics, Inc., 6050 N. 52nd Avenue, 
Glendale, AZ 85301. : 


3) E. S. Electronic Labs, 301 Augustus, Excelsior. 
Springs, MO 64024. 

4) Semiconductor Speci Inc., P. О. Box 
66125, О" International Airport, Chicago, 
IL 60666. (Minimum order $5.00.) 
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Fig. 14-12 — Representation of limiter action. 


Amplitude variations on the signal are removed by 
the diode action of the grid- and plate-current 
saturation. 


For the average ham, the use of a high-sclectivi- 
iy filter in a homemade receiver offers some 
simplification of the alignment task. Following the 
techniques used in ssb receivers, a crystal or 
ceramic filter should be placed in the circuit as 
close as possible to the antenna connector — at the 
output of the first mixer, in most cases. Fig. 14-11 
lists a number of suitable filters that are available 
to amateurs. Prices for these filters are in the range 
of $10 to $30. Experimenters who wish to “roll 
their own" can use surplus hf crystals, as outlined 
in ARRL's Single Sideband for the Radio Amateur, 
ог ceramiic resonators. 

One item of concern to every amateur fm user 
is the choice of i-f bandwidth for his receiver, as 
both 15- and 5-kHz deviation are now in common 
use on the amateur bands. A wide-band receiver 
can receive narrow-band signals, suffering only 
some loss of audio in the detection process. 
However, a wideband signal will be badly distorted 
when received on a narrow-band rig. At this point 
it seems reasonable to assume that increasing fm 
activity and continued production of commercial 
narrow-band transceivers may gradually shift 
amateur operation to a 5-kHz deviation standard. 
But, as with the a-m operators, the wide-band 
enthusiasts will be around for some time to come, 
lured by inexpensive surplus wide-band gear. 

Limiters 

When fm was first introduced, the main selling 
point used for the new mode was the noise-free 
reception possibilities. The circuit in the fm 
receiver that has the task of chopping off noise and 
amplitude modulation from an incoming signal is 
the limiter, Most types of fm detectors respond to 
both frequency and amplitude variations of the 
signal. Thus, the limiter stages preceding the 
detector are included to “cleanse” the signal so 
that only the desired frequency modulation will be 
demodulated. This action can be seen in Fig. 
14-13, 

Limiter stages can be designed using tubes, 
transistors, or ICs. For a tube to act as a limiter, 
the applied B voltages are chosen so that the stage 
will overload easily, even with a small amount of 
signal input. A sharp-cutoff ‘pentode such as the 
6BH6 is usually employed with little or no bias 
applied. As shown in Fig. 14-12, the input signal 
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limits when it is of sufficient amplitude so that 
diode action of the grid and plate-current 
saturation clip both sides of the input signal, 
producing a constant-amplitude output voltage. 

Obviously, a signal of considerable strength is 
required at the input of the limiter to assure full 
clipping, typically several volts for tubes, one volt 
for transistors, and several hundred microvolts for 
ICs. Limiting action should start with an rf input 
of 0.2 HV or less, so a large amount of gain is 
required between the antenna terminal and the 
limiter stages. For example, the Motorola 80D has 
eight tubes before the limiter, and the solid-state 
MOTRAC receivers use nine transistor stages to get 
sufficient gain before the first limiter. The new ICs 
offer some simplification of the i-f system as they 
pack a lot of gain into a single package. 

When sufficient signal arrives at the receiver to 
start limiting action, the set quiets — that is, the 
background noise disappears. The sensitivity of an 
fm receiver is rated in terms of the amount of 
input signal required to produce a given amount of 
quieting, usually 20 dB. Current practice using the 
new solid-state devices can produce receivers which 
achieve 20 dB quieting with 0.15 to 0.5 ДУ of 
input signal. 

A single tube or transistor stage will not provide 
good limiting over a wide range of input signals. 
Two stages, with different input time constants, 
are a minimum requirement. The first stage is set 
to handle impulse noise satisfactorily while the 
second is designed to limit the range of signals 
passed on by the first. At frequencies below 1 MHz 
it is useful to employ untuned RC-coupled limiters 
which provide sufficient gain without a tendency 
toward oscillation. 


Fig. 14-13 — (A) Input wave form to а limiter stage 
shows a-m and noise. (B) The same signal, after 
passing through two limiter stages, is devoid of a-m 
components. 
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Fig. 14-14A shows a two-stage limiter using 
sharp-cutoff tubes, while 14-14B has transistors in 
two stages biased for limiter service. The base bias 
on either transistor may be varied to provide 
limiting at a desired level. The input-signal voltage 
required to start limiting action is called the 
limiting knee, referring to the point at which 
collector (or plate) current ceases to rise with 
increased input signal. Modern ICs have limiting 
knees of 100 mV for the circuit shown in Fig. 
14-14C, using the CA3028A or MC1550G, or 200 
ИМ for the Motorola МС15906 of Fig. 14-14D. 
Because the high-gain ICs such as the CA3076 and 
MC1590G contain as many as six or eight active 
stages which will saturate with sufficient input, one 
of these devices provides superior limiter perfor- 
mance compared to a рам of tubes or transistors. Fig. 14-15 — The characteristic of an fm discriminator. 
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Fig. 14-16 — Typical frequency-discriminator circuit used for fm detection. T1 is a Miller 12-C45. 


Detectors 


The first type of fm detector to gain popularity 
was the frequency discriminator. The characteristic 
of such a detector is shown in Fig. 14-15. When the 
fm signal has no modulation, and the carrier is at 
point O, the detector has no output. When audio 
input to the fm transmitter swings the signal higher 
in frequency, the rectified output increases in the 
positive direction, When the frequency swings 
lower the output amplitude increases in the 
negative direction. Over a range where the 
discriminator is linear (shown as the straight 
portion of the line), the conversion of fm to a-m 
which is taking place will be linear. 

A practical discriminator circuit is shown in 
Fig. 14-16. The fm signal is converted to a-m by 
transformer T1, The voltage induced in the T1 
secondary is 90 degrees out of phase with the 
current in the primary. The primary signal is 
introduced through a center tap on the secondary, 
coupled through a capacitor. The secondary 
voltages combine on each side of the center tap so 
that the voltage on one side leads the primary 
signal while the other side lags by the same 
amount. When rectified, these two voltages are 
equal and of opposite polarity, resulting in 
zero-voltage output. A shift in input frequency 
causes a shift in the phase of the voltage 
components that results in an increase of output 
amplitude on one side of the secondary, and a 
corresponding decrease on the other side. The 
differences in the two changing voltages, after 
rectification, constitute the audio output. 
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In the search for a simplified fm detector, RCA 
developed a circuit that has now become standard 
in entertainment radios which eliminated the need 
for a preceding limiter stage. Known as the ratio 
detector, this circuit is based on the idea of 
dividing a dc voltage into a ratio which is equal to 
the ratio of the amplitudes from either side of a 
discriminator-transformer secondary. With a detec- 
tor that responds only to ratios, the input signal 
may vary in strength over a wide range without 
causing a change in the level of output voltage — 
fm can be detected, but not a-m, In an actual ratio 
detector, Fig. 14-17, the dc voltage required is 
developed across two load resistors, shunted by an 
electrolytic capacitor. Other differences include 
the two diodes, which are wired in series aiding 
rather than series opposing, as in the standard 
discriminator circuit. The recovered audio is taken 
from a tertiary winding which is tightly coupled to 
the primary of the transformer. Diode-load resistor 
values are selected to be lower (5000 ohms or less) 
than for the discriminator. 

The sensitivity of the ratio detector is one half 
that of the discriminator. In general, however, the 
transformer design values for О, primary-secondary 
coupling, and load will vary greatly, so the actual 
performance differences between these two types 
of fm detectors are usually not significant. Either 
circuit can provide excellent results. In operation, 
the ratio detector will not provide sufficient 
limiting for communications service, so this 
detector also is usually preceded by at least a single 
limiting stage. 


Рід. 14-17 — А ratio detector of the type often 
used in entertainment radio and TV sets, T1 is a 
ratio-detector transformer such as the Miller 1606. 
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Fig. 14-18 — Crystal discriminator, C1 and L1 are 
resonant at the intermediate frequency. C2 is equal 
in value to C3. C4 corrects any circuit imbalance so 
that equal amounts of signal are fed to the detector 
diodes. 


New Detector Designs 


The difficulties often encountered in building 
and aligning LC discriminators have inspired 
research that has resulted in a number of 
adjustment-free fm detector designs. The crystal 
discriminator utilizes a quartz resonator, shunted 
by an inductor, in place of the tuned-circuit 
secondary used in a discriminator transformer. A 
typical circuit is shown in Fig. 14-18. Some 
commercially-made crystal discriminators have the 
input-cireuit inductor, L1, built in (C1 must be 
added) while in other types both L1 and C1 must 
be supplied by the builder. Fig. 14-18 shows 
typical component values; unmarked parts are 
chosen to give the desired bandwidth. Sources for 
crystal discriminators are listed in Fig. 14-11. 


The PLL 


Now that the phase-locked loop (PLL) has been 
reduced to a single IC package, this circuit is 
destined to revolutionize some facets of receiver 
design, Introduction by Signetics of a PLL in a 
single flat-pack IC, followed by Motorola and 
Fairchild (who are making the PLL in separate 
building-block ICs), allows a builder to get to work 
with a minimum of bother. 
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А basic phaselocked loop (Fig. 14-19A) 
consists of a phase detector, a filter, a dc amplifier, 
and a voltage-controlled oscillator (УСО). The 
VCO runs at a frequency close to that of an 
incoming signal. The phase detector produces an 
error voltage if any difference in frequency exists 
between the VCO and the i-f signal. This error 
voltage is applied to the VCO. Any changes in the 
frequency of the incoming signal are sensed at the 
detector and the error voltage readjusts ће УСО 
frequency so that it remains locked to the 
intermediate frequency. The bandwidth of the 
system is determined by а filter on the 
error-voltage line, 

Because the error voltage is a copy of the audio 
variations originally used to shift the frequency of 
the transmitter, the PLL functions directly as an 
fm detector. The sensitivity achieved with the 
Signetics NES65 PLL is good — about 1 mV for 
the circuit shown in Fig. 14-19B. No transformers 
or tuned circuits are required. The PLL bandwidth 
is usually two to ten percent of the if for fm 
detection. Components В1-С1 set the VCO to near 
the desired frequency. C2 is the loop-filter 
capacitor which determines the capture range — 
that range of frequencies over which the loop will 
acquire lock with an input signal, initially starting 
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Fig. 14-19 — (A) Block diagram of a 
PLL demodulator. (B) Complete PLL 
circuit. 
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out of lock. The МЕ565 has an upper frequency 
limit of 500 kHz; for higher frequencies, the 
№561, which is usable up to 30 MHz, can be 
employed. 


220 VISITED 


There are several different models of 220-MHz 
transceivers on the market today. The power levels 
range from 8 to 15 watts output. This amplifier 
was developed to make all the power levels the 
same. И also provides a common base for large 
amplifiers. Since the selection of 12-volt transistors 
for 220 MHz is limited, the MRF 226 is used here. 


Circuit Description 


The schematic diagram of the amplifier is 
shown in Fig. 1. This amplifier was designed for 
Class C operation only. ВЕСТ provides the nec- 
essary ground and isolation for the base lead. The 
matching network consisting of СІ, C2, and L1 is 
used to match the low input impedance of the 
base. This impedance, 1.7 + /0.2 ohms, is trans- 
formed to 50 ohms. 11 and L2 are microstrip 
transmission lines. Their characteristic impedance 
is 62.7 ohms and this value of impedance was 
selected for convenience of circuit-board layout. 
Width of the lines is .062 inch. The output 
impedance, 6.63.7 ohms, is also transformed to 
50 ohms. The combination of L2, C3 and C4 
provides the output matching. RFC2, C5, C6, and 
C7 provide collector isolation and decoupling. 

‘The matching networks were all developed with 
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Fig. 1 — Schematic diagram of the 220-MHz 
amplifier. 


C1 — Arco 402 trimmer (1.5 to 20 pF). 

C2, СЗ, СА — Arco 421 trimmer (2 to 25 pF). 

C5 — 220 pF, disk ceramic. 

C6 — .01 uF, disk cerami 

C7 — 10 uF, 50-V electrolytic. 

L1, L2 — Strip-line indicator 5 cm long X .062 in. 
wide. i 

RFC1 — Molded rf choke 0.15 uH (J. W. Miller 
9250-15) with ferrite bead ^ (Ferroxcube 
56-590-65/3В). 

RFC2 — 2 turns No. 22 enam. wire оп 330-0, 
1-watt resistor. 


FM AND REPEATERS 


Completed amplifier. Phone plugs were used for this. 
first model. In actual use better vhf connectors 
should be installed. 


the aid of a Smith chart. An in-depth discussion of 
microstrip impedance and matching network cal- 
culations can be found in the Motorola Application 
Notes AN-548A and AN-267. 


Construction 


Double-sided pc board was used for the con- 
struction of the amplifier. The board is 1 oz. 
copper-clad glass epoxy. Thickness of the copper 
and type of material are factors in the impedance 
calculations of the strip lines. The microstrip lines 
were laid out using .062-inch drafting tape. Using 
this method, errors in the-width are then very 
small Pads were etched at the ends of the strip 
lines to provide areas for capacitor and transistor 
connections. There are several places on the board 
that were used for ground connections between the 
two sides. A No. 16 tinned wire is inserted in a No. 
55 drill hole. The wire was soldered on both sides 
and then cut off flush with the board. 

The next step is to mount the transistor to the 
heat sink and circuit board. Insert the stud of the 
transistor through the top of the board and attach 
it to the heat sink by lightly tightening the stud 
nut after applying heatsink compound. Now 
examine the spacing between the heat sink and the 
bottom of the circuit board with the transistor 
flush against the top of the board. Insert a number 
of No. 4 washers (approximately four) so that the 
transistor tabs are flush against the board. There 
should be no upward pressure that would tend to 
lift them off. After the correct number of No. 4 
washers have been inserted, the transistor leads are 
soldered to the board. The stud should be 
tightened to 6 inch-pounds. Do not exceed the 
maximum of 6.5. It is better to undertighten than 
to overtighten the stud. A good ^ heatsink 
compound, Dow Corning 340, should be applied 
between the device and the heat sink. After the 
amplifier has been tuned the compression trimmers 
could be replaced with high quality capacitors. 
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Antenna transfer relay. 


Adjustment and Operation 


The amplifier should be connected as illustrated 
in Fig. 2. Adjustment of the amplifier is very easy. 
A small amount of drive is applied to the input and 
the output matching capacitors are then adjusted 
for maximum output Next adjust the input 
capacitors for minimum reflected power. Readjust 
the output capacitors for maximum power. Now 
increase the drive power to the amplifier. The 
input and output capacitors will have to be 
readjusted for minimum reflected power and max- 
imum output respectively. The maximum collector 
current of 2.5 amperes should not be exceeded. 

If maximum gain is achieved, this amplifier will 
deliver 13 watts output with 1.5 watts of drive. 
Most of the transceivers on the market have а low 
power position that provides between 0.5 and 1.5 
watts output. This low power could be used to 
drive the amplifier. If the lower-power position 
output is very small, the transceiver could be used 
in the high-power mode and an attenuator inserted 
before the amplifier. 

The antenna-transfer relay was added after the 
amplifier was developed. If desired, the relay could 
be mounted on the circuit board. Relay circuitry is 
similar to the one described in a previous article 
(QST, May, 1972). 


A SOLID-STATE ADAPTER 


Tubes are seldom used in current designs. For 
those builders who prefer to be “up with the 
times,” a solid-state version of the 455-kHz adapter 
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Fig. 2 — Test setup for adjusting amplifier. 
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was constructed. Using IC limiter/amplifier, and 
miniature 14 transformers, the unit requires only 
25 mA at 12 V for power. See Fig. 14-24A. The 
Motorola MC1590G provides 70 dB gain, and hard 
limiting action superior to that obtained with the 
tube version. 

The unit is built on a 2 X 6-1/2-inch circuit 
board; a template is given in Fig. 14-24B. Because 
of the high gain of the IC stage, a shield is required. 
across pins 4 and 6 to isolate the input from the 
output. Alignment and installation are the same as 
for the tube version. The bandwidth of the 
miniature transformers restricts this adapter to 
narrow-band reception. However, builders wishing 
a wideband version can use the J. W. Miller 8811 
miniature coils which are combined with a 12-pF 
coupling capacitor to form a wide-band trans- 
former. 


FM COMMUNICATIONS 


Although information on fm theory and 
construction has been available to the amateur for 
a number of years, this mode has been largely 
neglected. But now large quantities of used 
commercial fm mobile equipment have become 
available for amateur use, creating new interest. 
Originally designed to cover frequency ranges 
adjacent to amateur bands, this equipment is easily 
retuned for amateur use. 

One feature of fm is its noise-suppression 
capability. For signals above the receiver threshold, 
wideband fm has a signal-to-noise ratio advantage 
over am as а result of its greater "intelligence 
bandwidth." This same increased bandwidth, 
however, results in a much more abrupt signal 
threshold effect, causing weak signals to suddenly 
disappear. The generality can be made that a-m has 
a greater range in weak signal work but that 
wideband fm will provide greater noise suppression 
in local work. However, in practice, vhf fm mobiles 
experience greater range than previously found on 
a-m due to the output powers employed which are 
considerably higher than those common on a-m. 


Fig. 14-22 — 
transformer is to the left, followed by the i-f 
amplifier, limiter and detector. On the far right are 
the audio amplifier stage and gain control. 


In this bottom view, the input 


Operating Practices 


Amateur fm practice has been to retain the 
fixed-frequency channelized capability of the 
commercial equipment. VFOs and tunable тесеју- 
ers have not proven satisfactory because of the 
requirement for precise frequency netting. An 
off-frequency signal will be received with distor- 
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Рід. 14-23 — The solid-state fm adapter is 
constructed on a 6 X 2-inch etched-circuit board, 
mounted on a homemade chassis. 


Чоп and will not have full noise rejection. 
Channelized operation with squelched receivers 
permits continuous monitoring of the active 
frequencies. Long, time-consuming calls and CQs 
are not necessary (or appreciated) to establish 
communications, as all receivers on the channel 
"come alive" with the operators first word. 
Natural, short transmissions are usually encour- 
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Fig. 14-24 — (A) Diagram of the 455-kHz ure 1/2-watt composition control. 


narrow-band adapter. Resistors are 1/4- or 1/2-watt 
composition and capacitors are disk ceramic, 
except those with polarity marked, which are 
electrolytic. Components with reference numbers 
that are not listed below are noted for 
circuit-board location. 

J1, J2 — Phono receptacle, panel mount. 


Ti 


— Miniature 455-kHz i-f transformer (Miller 

8807). 

T2 — Miniature discriminator transformer, 455 
kHz (Miller 8806). 

U1 — Motorola MC1590G. 

(B) Template for the solid-state adapter (not to 

scale). 
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aged. The old monopoly switch routine, where the 
operator gabs to himself for 10 minutes at a time, 
will get him invited off a busy fm channel. Some 
channels are calling channels on which extended 
ragchewing is discouraged, whereas other channels, 
or the same channel in another area, may be alive 
with chatter. This is a matter of local determina- 
tion, influenced by the amount of activity, and 
should be respected by the new operators and the 
transient mobile operator alike. Some groups have 
adopted the use of the “10 code” which was 
originated for law enforcement communications. 
However, plain language in most cases is as fast and 
requires no clarification or explanation to anyone. 


Standards 


Standard channel frequencies have been agreed 
upon to permit orderly growth and to permit 
communications from one area to another. On two 
meters, it has been agreed that any frequency used 
will fall on increments of 60 kHz, beginning at 
146.01 MHz. 146.94 MHz (or "nine-four") is the 
national calling frequency. On six meters, the 
national calling frequency is 52.525 MHz, with 
other channels having a 40-kHz spacing beginning 
at 52,56 MHz. Ten-meter fm activity can be found 
on 29.6 MHz. Recommendations for 10 meters and 
220 MHz are for 40 kHz channel spacing starting at 
29.04 and 220.02 MHz. Usage of the 420-MHz 
band varies from area to area, as it is used for 
control channels, repeaters, and remote bases, as 
will be discussed later. In the absence of any other 
local standard, usage should begin at 449.95 MHz 
and proceed downward in 50-kHz increments. 

Two deviation standards are commonly found. 
The older standard, "wide band," calls for a 
maximum deviation of 15 kHz. The newer 
standard, "narrow band," imposed on commercial 
users by the splitting of their assigned channels, is 
5 kHz. The deviation to be employed by amateurs 
on frequencies where fm is permitted is not limited 
to a specific value by the FCC, but it is limited by 
the bandpass filters in the fm receivers, In general, 
a receiver with a filter for 5-kHz deviation will not 
intelligibly copy а signal with 15-kHz deviation. In 
some areas, a compromise deviation of 7 or 8 
kHz is used with some success with both wide and 
narrow receivers. When necessary, receiver filters 
can be exchanged to change the bandpass. 


REPEATERS 


А repeater is a device which retransmits 
received signals in order to provide improved 
communications range and coverage. This com- 
munications enhancement is possible because the 
тереајег can be located at an elevated site which 
has coverage that is superior to that obtained by 
most stations. A major improvement is usually 
found when a repeater is used between vhf mobile 
stations, which normally are severely limited by 
their low antenna heights and resulting short 
communications range. This is especially true 
where rough terrain exists. 

The simplest repeater consists of a receiver with 
its audio output directly connected to the audio 


Fig. 14-25 — A homemade fm transceiver, The 
transmitter section uses the solid-state exciter and 
amplifier shown in Chapter 10. 


input of an associated transmitter tuned to a 
second frequency. In this way, everything received 
on the first frequency is retransmitted on the 
second frequency. But, certain additional features 
are required to produce a workable repeater. These 
are shown іп Fig. 14-28А. The "COR" or 
carrier-operated relay is a device connected to the 
receiver squelch circuit which provides a relay 
contact closure to key the transmitter when an 
input signal of adequate strength is present. As all 
amateur transmissions require a licensed operator 
to control the emissions, a "control" switch is 
provided in the keying path so that the operator 
may exercise his duties, This repeater, as shown, is 


Fig. 14-26 — 144-MHz amateur 


This typical 
repeater uses GE Progress-Line transmitter and 


receiver decks. Power supplies and metering 
circuits have been added, The receiver located on 
the middle deck is a 440-MHz control receiver, also 
a surplus GE unit, A preamplifier, similar to that 
shown in Fig. 14-44, has been added to the 2-meter 
receiver to improve the sensitivity so that 0.2 MV 
of input signal will produce 20 dB quieting. 
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FM JARGON (Fig. 14-27) 


Duplex — Simultaneous transmissions be- 
tween two stations using two frequencies, 

Simplex — Alternating transmission between 
two or more stations using one frequency, 

Low band — 30 to 50 MHz. Also, the six- 
meter amateur band. 

High band — 148 to 174 MHz. Also, the 
two-meter amateur band. 

Remote base — A remotely controlled sta- 
tion, usually simplex (see text). 

Machine — Either a repeater or a remote 
base. Also called a “Ъох.” 

Vault — Building that houses the machine. 

COR — Carrier-operated relay (see text). 

CTCSS — Continuous _ tone-controlled 
squelch system. Continuoussubaudible 
tone (250 Hz or lower) transmitted along 
with the audio to allow actuation of a re- 
peater or receiver only by transmitters so 
equipped. More frequently referred to 
by various trade names such as Private 
Line, Channel Guard, and Quiet Channel. 

Down channel — Communications circuit 
from the machine to the control point, 

Up channel — Communications and/or con- 
trol circuit from the control point to the 
machine. 

Open repeater — А machine where transient 
Operators are. welcome. 

Closed repeater — A machine where use by 

non-members is not encouraged, (When 

heavy expenditures are involved, free- 

Loaders are not popular.) 


suitable for installation where an operator is 
present, such as the home of a local amateur with a 
superior location, and would require no special 
licensing under existing rules. 

In the case of a repeater located where no 
licensed operator is available, a special license for 
remote control operation must be obtained and 
provisions made to control the equipment over a 
telephone line or a radio circuit on 220 MHz or 
higher. The licensed operator must then be on 
hand at an authorized control point. Fig. 14-28B 
shows the simplest system of this type. The control 
decoder may be variously designed to respond to 
simple audio tones, dial pulsed tones, or even 
"Touch-Tone" signals. If a leased telephone line 
with dc continuity is used, control voltages may be 
sent directly, requiring no decoder. A 3-minute 
timer to disable the repeater transmitter is 
provided for fail-safe operation. This timer resets 
during pauses between transmissions and does not 
interfere with normal communications. The system 
just outlined is suitable where all operation is to be 
through the repeater and where the frequencies to 
be used have no other activity. 


Remote Base Stations 


The remote base, like the repeater, utilizes a 
superior location for transmission and reception, 
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but is basically a simplex device. That is, it 
iransmits and receives on a single frequency in 
Order to communicate with other stations also 
operating on that frequency. The operator of the 
remote base listens to his hilltop receiver and keys 
his hilltop transmitter over his 220-MHz or higher 
control channels (or telephone linc). Fig. 14-29A 
shows such a system. Control and keying features 
have been omitted for clarity. In some areas of 
high activity, repeaters have all but disappeared in 
favor of remote bases because of the interference 
to simplex activity caused by repeaters unable to 
minitor their output frequency from the trans- 
mitter location. 


Complete System 


Fig. 14-29B shows a repeater that combines the 
best features of the simple repeater and the remote 
base, Again, necessary control and keying features 
have not been shown in order to simplify the 
drawing, and make it easier to follow. This repeater 
is compatible with simplex operation on the 
output frequency because the operator in control 
monitors the output frequency from a receiver at 
the repeater site between transmissions. The 
control operator may also operate the system as a 
remote base. This type of system is almost 
mandatory for operation on one of the national 
calling frequencies, such as 146.94 MHz, because it 
minimizes interference to simplex operation and 
permits simplex communications through the 
system with passing mobiles who may not have 
facilities for the repeater-input frequency. 

The audio interface between the repeater 
receivers and transmitters can, with some equip- 
ment, consist of a direct connection bridging the 
transmitter microphone inputs across the receiver 
speaker outputs. This is not recommended, 
however, because of the degradation of the audio 
quality in the receiver-output stages. A cathode 
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Fig. 14-28 — Simple repeaters. The system at A is 
for local control. Remote control is shown at B. 


Practical Repeater Circuits 


Fig. 14-29 — A remote base is shown 
at A. A repeater with remote-base 
operating capability is shown at B. 
Control and keying circuits are not 
shown. Telephone-line control may 
be substituted for the radio-control 
channels shown. 


follower connected to each receiver's first squelch- 
controlled audio amplifier stage provides the best 
results. A repeater should maintain a flat response 
across its audio passband to maintain the repeater 
intelligibility at the same level as direct transmis- 
sions. There should be no noticeable difference 
between repeated and direct transmissions. The 
intelligibility of some repeaters suffers because of 
improper level settings which cause excessive 
clipping distortion. The clipper in the repeater 
transmitter should be set for the maximum system 
deviation, for example, 10 kHz. Then the receiver 
level driving the transmitter should be set by 
applying an input signal of known deviation below 
the maximum, such as 5 kHz, and adjusting the 
receiver audio gain to produce the same deviation 
at the repeater output. Signals will then be 
repeated linearly up to the maximum desired 
deviation. The only incoming signal that should be 
clipped in a properly adjusted repeater is an 
overdeviated signal. 

The choice of repeater input and output 
frequencies must be carefully made. On two 
meters, 600-kHz spacing between the input and 
output frequencies is common. Closer spacing 
makes possible interference problems between the 
repeater transmitter and receiver more severe. 
Greater spacing is not recommended if the user’s 
transmitters must be switched between the two 
frequencies, as happens when the output frequency 
is also used for simplex operation, either for 
short-range communications, or to maintain 
communications when the repeater is not function- 
ing. A 5-MHz spacing is recommended on 440 
MHz. 

Careful consideration of other activity in the 
area should be made to prevent interference to or 
from the repeater. Many “open” or general-use 
repeaters have been installed on one of the national 
calling frequencies. On two meters, а 146.94 MHz 
output is usually paired with a 146.34-MHz input, 
and many travelers have made good use of this 
combination where it is found, Where 146.94-MHz 
simplex activity has not permitted a repeater on 
this frequency, 146.76 MHz has been used as an 
alternative. On six meters, several choices of input 
frequencies have been paired with 52.525 MHz. 


The choice and usage is a matter for local 
agreement. 

In some cases where there is overlapping 
geographical coverage of repeaters using the same 
frequencies, special methods for selecting the 
desired repeater have been employed. One of the 
most common techniques requires the user to 
transmit automatically а 0.5-second burst of а 
specific audio tone at the start of each 
transmission. Different tones are used to select 
different repeaters. Standard tone frequencies are 
1800, 1950, 2100, 2250, and 2400 Hz. 


PRACTICAL REPEATER CIRCUITS 


Because of their proven reliability, commercial- 
ly made transmitter and receiver decks are 
generally used in repeater installations. Units 
designed for repeater or duplex service are 
preferred because they have the extra shielding and 
filtering necessary to hold mutual interference to a 
minimum when both the receiver and transmitter 
are operated simultaneously. 

Wideband noise produced by the transmitter is 
a major factor in the design of any repeater. The 
use of high-Q tuned circuits between each stage of 
the transmitter, plus shielding and filtering 
throughout the repeater installation, will hold the 
wideband noise to approximately 80 dB below the 
output carrier. However, this is not sufficient to 
prevent desensitization — the reduction in 
sensitivity of the receiver caused by noise or rf 
overload from the nearby transmitter — if the 
antennas for the two units are placed physically 
close together. 

Desensitization can easily be checked by 
monitoring the limiter current of the receiver with 
the transmitter switched off, then on. If the limiter 
Current increases when the transmitter is turned 
on, then the problem is present. Only physical 
isolation of the antennas or the use of high-Q 
tuned cavities in the transmitter and receiver 
antenna feedline will improve the situation. 


Antenna Considerations 


The ultimate answer to the problem of receiver 
desensing is to locate the repeater transmitter а 
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Fig. 14-30 — Charts to calculate the amount of 
isolation achieved by (A) vertical and (B) 
horizontal spacing of repeater antennas. If 600-kHz 
separation between the transmitted and received 
frequencies is used, approximately 58-dB attenua- 
tion (indicated by the dotted line) will be needed. 


mile or more away from the receiver. The two can 
be interconnected by telephone line or uhf link. 
Another effective approach is to use a single 
antenna with a duplexer, a device that provides up 
to 120 dB of isolation between the transmitter and 
receiver. High-Q cavities in the duplexer prevent 
transmitted signal energy and wideband noise from 
degrading the sensitivity of the receiver, even 
though the transmitter and receiver are operating 
on a single antenna simultaneously. A commer- 
cially made duplexer is very expensive, and 
constructing a unit requires extensive metal-work- 
ing equipment and test facilities. 

If two antennas are used at a single site, there 
will be a minimum spacing of the two antennas 
required to prevent desensing. Fig. 14-30 indicates 
the spacing necessary for repeaters operating in the 
50-, 144-, 220-, and 420-MHz bands. An examina- 
tion of 14-30 will show that vertical spacing is far 
more effective than is horizontal separation. The 
chart assumes unity-gain antennas will be used. If 
some type of gain antenna is employed, the pattern 
of the antennas will be a modifying factor. A 
rugged repeater antenna was described in QST for 
January, 1970. 


Control 


Two connections are needed between the 
Tepeater receiver and transmitter, audio and 
transmitter control. The audio should be fed 
through an impedance-matching network to insure 
that the receiver output circuit has a constant load 
while the transmitter receives the proper input 
impedance. Filters limiting the audio response to 
the 300- to 3000-Hz band are desirable, and with 
some gear an audio-compensation network may be 
required. A typical COR (carrier-operated relay) 
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circuit is shown in Fig. 14-31A. This unit may be 
operated by the grid current of a tube limiter or 
the dc output of the noise detector in a solid-state 
receiver. 

Normally a repeater is given а “tail”; а timer 
holds the repeater transmitter on for a few seconds 
affer the input signal disappears. This delay 
prevents the repeater from being keyed on and off 
by a rapidly fading signal. Other timers keep each 
transmission to less than three minutes duration 
(an FCC requirement), turn on identification, and 
control logging functions. A simple timer circuit is 
shown in Fig. 14-31B. 


Logging and Identification 


Current FCC rules require that a log be kept of 
repeater operations showing each time the repeater 
is placed in (or taken out of) service. Individual 
transmissions, however, need not be entered. Al- 
though regulations do not require logging of 
individual transmissions through a repeater, some 
repeater committees have tape recording equip- 
ment connected to the repeater system in order to 
record a small portion of each transmission. The 
tapes provide an "unofficial" record concerning 
repeater usage. A two track tape recorder may have 
one of the tracks connected to a receiver tuned to 
WWV or CHU if the repeater committee is inter- 
ested in having time information. 

АМР 
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Fig. 14-31 — (A) COR circuit for repeater use. R2 
sets the length of time that К1 will stay closed 
after the input voltage dissappears. K1 may be any 
relay with a 12-volt coil, although the long-life reed 
type is preferred. CR1 is a silicon diode. (B) Timer 
circuit using a Signetics NES55. R1, СТ sets the 
mers range. СТ should be a lowleakage type 
расног. 51, S2 could have their contacts para- 
lleied by the receiver COR for automatic START 
and RESET controlled by an incoming signal. 
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Fig. 14-32— (А) Schematic diagram of the 
jectronic whistle." The main diagram is for 
high-impedance output. The lower portion has an 
emitter-follower added, for use with transmitters 
having low-impedance speech input circuits. All 
values of capacitance are in МЕ; polarity indicates 
electrolytic. (B) Tone-burst decoder. Resistors are 
1/2-watt composition and capacitors are mylar. K1 
is an spst reed relay with а 6-volt coil (C. P. Clare 
PRA-2010). 


Identification of the repeater itself may be 
done by users, but lest a forgetful operator leave 
the repeater unknown, some form of automatic ID 
is preferred; A tape deck with a short loop tape for 
voice ID or a digital cw generator has proven to be 
effective. A suitable solid-state cw generator was 
described in QST for June, 1970. 

Many repeaters use a form of tone control so 
that a carrier on the input frequency will not 
inadvertently key the transmitter. The most 
popular form of tone control is known as tone 
burst, often called whistle on because an operator 
with a good ear for frequency can use a short 
whistle instead of an electronically generated tone 
to key the repeater. A better approach, however, is 
a simple transistor tone generator, such as shown in 
Fig. 14-324. 

The whistle-on device was built for use with a 
Motorola 30-D transmitter, on a 1 1/2 X 2 1/2-inch 
piece of Vectorbord. It is nothing more than an 
astable multivibrator, triggered by a one-shot. 
When the push-to-talk switch is closed, actuating 
the transmitter relay, K1, Q1 goes from saturation 
to cutoff, and the multivibrator, Q2-Q3, begins 
‘oscillating with a period dependent on the values 
of R3, R5, C2 and C3. Values given result in a 
"whistle" of roughly 650 Hz. 
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Fig. 14-33 — Standard Touch-Tone frequencies for 
the 12-digit pad. 


Fig. 14-34 — Typical connections to 
use а Touch-Tone pad for repeater 
control. Resistances are in ohms. R1 
is a linear-taper composition control 
and Ji is a panel-mounted phono 
jack. Capacitors are electrolytic; 
color coding on the wire leads from 
the pad is shown in parentheses. 
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Oscillation ceases when Q1 turns on again. This 
is regulated by the values of R2 and Cl, and is 
roughly 0.25 second with the values shown. The 
470-ohm resistor, R1, protects the base of Q1 from 
current surges when the PTT is released. 

The lower right portion of Fig. 14-32A shows 
an emitter-follower added, for use with transmit- 
ters employing carbon microphones. The value of 
C4 can be adjusted to give the appropriate output 
level. 

Most of the component values are not critical, 
except the RC products which determine timing. 
Since the frequency is low, almost any bipolar 
transistors can be used. Npn types are shown, but 
pnp will work with opposite voltage polarity. The 
beta rating should be at least twice R3/R4, to 
insure saturation. 

Most narrow-bandwidth tone decoders сштепі- 
ly used in amateur repeater and remote-station 
applications employ several bulky LC circuits to 
achieve the required audio selectivity. The 
phase-locked loop (PLL) ICs, pioneered by 
Signetics, have simplified the design and reduced 
the size of tone decoders so that a complete 
Touch-Tone demodulator can be built on a 
3 X 5 1/2-inch etched circuit board (about the size 
for a single-tone decoder using LC components). 

A typical PLL single-tone decoder, such as 
might be employed for tone-burst entry control at 
a repeater, is shown in Fig. 14-32B. One RC 
network establishes the frequency to which the 
PLL is tuned, according to the relationship: 


2. 
frequency = тст 


FM AND REPEATERS 


The PLL, a Signetics NES67, may be operated 
from 0.1 Hz to 500 kHz. C2 establishes the 
bandwidth of the decoder, which can be set 
between one and fourteen percent of the operating 
frequency. C3 smooths the output signal, and, 
when this capacitor is made a high value, provides a 
delay in the turn-on function when a tone is 
received. Up to 100 mA may be drawn by the '567 
output circuit, enough to key a relay directly or to 
drive TTL logic. The PLL contains 62 transistors. 


Autopatch and Touch Tone 


Some repeater groups have provided an 
interconnection to the public telephone network 
through a device called an autopatch. Details on all 
phases of phone patching are contained in Chapter 
15. Such interconnection has led to the 
widespread use of the telephone company's Touch 
Tone system of tone. signaling for repeater control 
functions, as well as telephone dialing. Because all 
of the Touch-Tone frequencies are within the voice 
band, they can be transmitted by any amateur 
voice transmitter. 

The Touch-Tone control system consists of 
pairs of tones (see Fig. 14-33) for each of 10 
numbers and the two special functions. One tone 
from the high-frequency group is generated 
simultaneously with one tone from the low-fre- 
quency group to represent each number or 
function. The Touch-Tone generator pad from a 
standard telephone instrument is usuallp em- 
ployed. See Fig. 14-34 for connections. A simple 
Touch-Tone decoder using ICs throughout was 
described in July 1971 QST. 


A SCANNING TOUCH-TONE DIGIT AND WORD DECODER 


The Touch-Tone encoding system, used ex- 
tensively in auto-patch operations on fm repeaters 
across the country, offers a ready-made source for 
dual-tone codes, and advances in micro-circuitry 
design have produced a single device that can be 
used to decode these dual-tone codes for a variety 
of remotely controlled functions. However, one 
device is required to decode each tone. In this 
article the writer shows how a scanning decoder 
evolved as an attempt to avoid using seven of these 
decoder ICs, and how a simple counter circuit can 
recognize specific four-digit-word sequences to 
provide a unique approach to a remote-control 
decoder. 

There are sixteen tone pairs possible — selecting 
one from the low group, 697, 770, 852 and 941 
Hz, and one from the high group, 1209, 1336, 
1477 and 1633 Hz. Two phase-locked-loop types 
of tone decoders should therefore be sufficient if 
each one sequentially scans the four tones of one 
group. In this way two decoders with some added 
scanning circuits take the place of eight. Parts of 
the scanning circuit such as the clock oscillator and 
digit decoder would be required in any case for 
word decoding, and the parts’ cost of the present 
system using primarily low cost TTL logic is 


reasonable. One disadvantage of the scanning de- 
coder is the slow response time resulting from the 
need to wait for each decoder to find the received 
tone. Also, a delay is built-in which requires both 
decoders to halt for at least one full clock period 
before a digit is registered. The operation is, thus, 
relatively immune to spurious responses from voice 
signals, yet takes 1/2 second or less to respond 
properly to any digit. 

The type 567 tone decoder is not satisfactory 
for use in this circuit because neither side of the 
frequency determining R-C network is grounded. A 
Motorola MC1310P was tried because one had 
been used previously for tone decoding and was 
found to work well in this frequency range. Its 
intended use is as a phase-locked-loop fm stereo 
decoder. In this application it locks onto the 
19-kHz pilot tone which is present, along with the 
audio signal, and turns on an open-collector output 
to light a stereo indicator lamp.1 Its internal 
oscillator runs at 76 kHz, and an internal fre- 
quency divider gives the 19 kHz for the pilot tone 


1Gay, Electronics 44 (24), p. 62, November 
22,1971. 
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detection. А 19-kHz monitor output is provided. 
In the present circuit the oscillator is run at four 
times the Touch-Tone frequencies, and the stereo 
decoder function (except for the indicator lamp 
output) is ignored. Since the frequency deter- 
mining resistor runs to ground, it is programmed 
easily for scanning operation by using four re- 
sistance values and four, open-collector, 15-volt 
NAND gates (7426). 


Digit Decoding 

The digit decoder is shown in Fig. 1. A 12-volt 
power supply is required for the MC1310P circuits, 
and the voltage on the programming resistance 
network is somewhat high for the usual open- 
collector-NAND gates, so a 7426 is used. The .01- 
and .015-uF capacitors should be mylar or silver 
mica for temperature stability, and some experi- 
mentation with the resistance values to achieve the 
correct frequencies may be necessary. A fixed 
resistance of 10k-Q ог 12k-Q was used and а 
jumper-wire or selected value of fixed resistance 
was inserted between all of the 1-0 potentio- 
meters. The circuit time constants resulting from 
the use.of 1.0-4F ceramic capacitors appear to be 
the correct value for the present system. The 
820-9 pull-up resistor from the +5-volt supply 
makes the output TTL compatible; the monitor 
output is correct for driving TTL devices. 

The 555 timer U9 and inverting gate U7D 
provide a positive clock pulse for all the 7473 
flip-flops which toggle on the trailing edge of the 
pulse. When no tone inputs are received, U3 and 
U4 count through four states each and cause the 
open collector gates US and U6 to conduct in 
sequence A through D, thereby sweeping the 
frequencies of U1 and U2 upward through the low 
and high tone groups respectively. When either 
tunes to an incoming tone, it becomes phase 
locked to it, its output at the test point goes low, 
the counter is stopped because its J and K inputs 
are low and the detector remains locked on the 
incoming frequency. Also, the monitor output can 
pass through gate U7B or U7C and can be used for 
exact measurement of incoming tone frequencies. 
When both tones are so detected, a logic-one 
condition appears at the output of NOR gate U7A 
and counter U8 is permitted to advance from its 
cleared condition. 

The J-K flip-flops in U8 are wired to advance in 
count through states 0, 1, 3, 2, 2 and become 
stopped in state 2 (ОВА off, USB on) until reset 
when one or the other tone detector drops out. Its 
purpose is to provide a two-clock-period double 
check on the decoder operation and yield a single 
clock pulse (CLK) just before the end of state 3 if 
the tone signal is so validated. Also, during state 3 
(ОВА and USB on) the decoder 011 is enabled, 
and one of the digit outputs from 012 ог 013 
comes on. 

The decoder makes use of the counter states of 
U3 and U4 when they are stopped by an incoming 
two-tone signal. Since the tones are scanned from 
low to high and the low group (top to bottom rows 


ду 


Shown here is the decoder built by W1GNP as 
described in QST for January, 1976. 


on a standard pad) is wired to the twoleast- 
significant-digit inputs on U11, the output states of 
U11 would correspond to the tone button assign- 
ments of a standard Touch-Tone pad. In order that 
the digit outputs are correct for the actual assign- ` 
ment on the tone pad, the Ull outputs are 
reordered and the twelve corresponding to the 
commonly used twelve button pad are inverted to 
the positive logic form by U12 and U13. The four 
gates U14, U15, U16 and U17 are optional and are 
used to obtain the binary equivalent of the 
standard digit assignment of the Touch-Tone pad. 


Word Decoding 

The word-decoding circuitry shown in Fig. 2 
consists of two, three-digit prefix decoders and an 
output flip-flop 022. Each prefix decoder consists 
of a dual J-K flip-flop (018) two AND gates 
(U20A and B) and two NAND gates (U21A and B). 
The prefix or first three digits of the four-letter 
word being decoded are selected by connecting 
inputs digit 1 (DG1), digit 2 (DG2), digit 3 (DG3) 
and digit 4 (DG4) to the desired outputs from U12 
and U13. Likewise, the other word-decoder inputs 
рні, DH2, DH3 and DH4 are connected to 
four outputs from 012 and 013. The first four- 
letter word such as the sequence 4639 would turn 
U22 on, and the second such as 1 * 8 # would turn 
it off. 

This sequence detection is achieved by the 
gating used on the J-K inputs of 018 and U19. 
Each is a two-stage counter which will advance in 
the state sequence 0 — 1 — 3 — 2 — 0 only if the 
correct digit input is on in proper sequence. That 
is, in order to advance from 0 — 1 DG1 must be 
on, to advance from 1 — 3 DG2 must be on, and to 
advance from 3 — 2 DG3 must be on. If any are off 
when tney should be on, the state goes directly to 
zero. When state 2 is reached, U18A is off and 
U18B is on, and two of ће three AND J inputs of 
U22 are on. At this point the three-digit prefix has 
been received successfully. If the fourth digit 
received corresponds to DG4, the clock pulse 
(CLK) will also turn on U22 since all its J inputs 
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will then be on. Similarly, the second four-digit- 
word sequence will turn off U22. Further inter- 
facing between the TTL output of U22 and а 
controlled system will depend upon its nature. A 
simple relay driver using two parallel-connected 
15-volt open-collector buffer inverters (1/3 of a 
7416) and a 12-volt, 150-ohm relay is shown. A 
small silicon diode connected as shown helps to 
avoid transient problems. 

The on-off function of Fig. 2 can be simplified 
by using the same prefix decoder for both turn on 
and turn off: only the fourth digit need be 
different. One must be sure the word decoder is 
reset before it will respond properly to a four-digit 
word. This is just a matter of being sure that any 
code such as 4639 is not preceeded by a 4, a 46, or 
a 463. If in doubt about what the last digit may 
have been in the system, an extra random digit 
other than 4 is generally sufficient. Alternatively, 
the reset inputs of U18 and 019 can be wired to 
some completely independent source of a reset 
such as the carrier-input detector. 

А few words about the choice of codes. For 
most amateur radio applications the four-digit 
word provides adequate security. If a great deal of 
phone patch activity is present on the channel, the 
characters * or # should be used in the code as 
these do not appear in phone numbers. The four 
additional characters generated only by a sixteen- 
button pad can be used if four additional inverters 
are added to the group in 012 and 013. When a 
number of four-digit codes are used to operate a 
remote system of some sort, it becomes difficult to 
remember them all, and ease of use becomes an 
important factor in choosing codes. Often a single 
digit is better to turn something off because it’s 
quicker and less likely to be forgotten. In any case, 
all system codes must be mutually compatible. 


Construction 


The unit shown in the title photograph was 
constructed on double-sided, copper-clad pc board. 
The layout and fabrication of the boards was done 
by Chuck Carroll, W1GQO, in the АВВГ. labora- 
tory. 

The tone and digit decoder circuit of Fig. 1 was 
constructed on a 6 X 6-inch pc board. All of the 
components are mounted on the top side of the 
board and are soldered on both sides of the pc 
board. The value for Rl through R6 in each 
tone-selection line should be selected so that the 
potentiometer will tune the circuit to the proper 
ione in the middle of its resistance range. The 
values shown in the circuit diagram of Fig. 1 are 
iypical and can be used as a starting point for 
selecting the final value. The word decoders are 
also constructed on pc board with a double-sided 
layout. The decoder board is 4 X 4 inches with all 
of the components installed on the top side. 
Several of these decoder boards can be stacked and 
will make the addition of control functions a 
simple task. 


Alignment 
Alignment is a matter of setting the scanned 
frequencies to the correct values using a frequency 
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Alignment 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 

IN MICROFARADS (F) ; OTHERS 
ARE IN PICOFARADS (pF OR uF); 
RESISTANCES ARE IN OHMS; 

k 31000, M=1000000 


Fig. 1 — Schematic diagram of the tone and digit decoder. Parts placement is not critical, but standard 
construction practice should be followed when fabricating these circuits. 


counter connected to a monitor point. The 
associated test point is grounded, and with no 
input to the decoder one of the frequencies can be 
adjusted, depending on which of the four tones in 
any group happened to be on when it was stopped 
manually. It is best to stop the highest tone first 
and adjust the first potentiometer, along with R9 if 
necessary, to get 941 Hz. Then select the second 


potentiometer and value of R1 until 852 Hz can be 
tuned. In a like manner, adjust all eight frequencies 
to the correct values. After several months of 
operation the response became sluggish and finally 
the unit stopped working, but original performance 
was restored by retuning Rl through R6. 
Satisfactory operation is obtained with input levels 
between 0.1 and 1 volt ac. 
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Fig. 2 — Schematic diagram of the relay-control pc board. Be sure to select relays that have contact- 


current capability for use in the desired application. 


A TONE BEEP KEYER FOR REPEATERS 


This simple telemetry circuit was designed for 
the WR6ABN repeater. Farlier uses of tones and 
tone bursts reminded users to allow time for 
breaking stations, and to indicate that the time-out 
timer had been reset. This latter indication was by 
means of transmitting two tones simultaneously. 

This system is designed to inhibit one of the 
two tones, selectively, and allow either the high or 
low tone to indicate the position of the user’s 
carrier in the receiver passband. 

The sensors were adjusted to trip the relays at 1 
kHz above or below the center frequency; this 
appears to be a practical value for narrow-band 
receivers. Thus, the “on-channel” slot is 2-kHz 
wide, centered about the receiver input frequency. 

The 741 op amp is set for a dc gain of 1000. 
The ac gain of the circuit is very low, as set by the 
l-uF bypass capacitor across the 1М- 0 resistor in 
the feedback loop, and 1 uF across the 50-kQ. 
control in the input circuit, The output of the 741 
feeds two transistors and a zero-center meter. 

The steering diodes, СКІ and CR2, allow the 
op amp to drive Q1 or Q2 into conduction and to 
charge Cl or C2 to the value of the op-amp output 
voltage. R1 and R2 allow capacitors СТ and C2 to 
charge above the base voltage of the transistors and 
to cause them to conduct for about 5 seconds after 


the drive voltage from the op amp is removed. This 
delay acts as a memory. 

Note that the poor ac frequency response of 
the op-amp means that the input to it must remain 
for approximately 3 seconds in order for it to load 
СТ or C2 for the readout. 

The input to the op amp is shorted to ground 
when a carrier is not present. This prevénts noise 
from loading up the sensor prior to a reading. It 
also allows the adjustment of the dc offset control, 
RS. The calibrate potentiometer, R6, is adjusted to 
a point where signals 1 kHz above or below the 
center frequency of the receiver will just trip relays 
КА or K5. (Note that the receiver should be 
adjusted so that the discriminator voltage is zero 
with no signal.) This adjustment of R6to +1 kHz 
determines the slot width. The center frequency is 
determined by the usual crystal-oscillator adjust- 
ments in the receiver. 

К1 can be the normal COR or a separate relay 
keyed by the COR. This relay keys both the input. 
to the op amp and the delay relay, K2. Because of 
the discharge time of C3, K2 will have a delayed 
release. When K2 releases, it keys K3 for a short 
period as determined by C4 and R8. The values 
needed for C3, C4, R7 and R8 will vary, depending 
upon the characteristics of K2 and K3. 
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4) Adjust R5, NULL control, for zero dc volts 
at the output of the 741 with K1 deenergized. 


Operational Notes 


This unit was built by W6MEP and described 


5) The trip point of K4 or KS is adjusted by 
originally in QST for May, 1974. 


1) K2 establishes length of delay between end means of R6, the CALIBRATE control. It should 
be adjusted while monitoring a carrier set to the 


desired frequency offset value. 


3) K4 or KS select the desired tone to be 


2) K3 establishes length of tone beep. 
keyed. 


of carrier and keying of tone beep. 
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IMPROVING FM RECEIVER 
PERFORMANCE 


Many older fm receivers, and some new models, 
do not have sufficient sensitivity or limiting 
capability. Also, the transceivers designed for the 
mobile telephone service do not have a squelch or 
audio power-amplifier circuit, Suitable accessory 
units can be easily constructed to improve the 
performance of a rig deficient in any of these areas. 

A simple preamplifier, such as shown in Fig. 
14-45 for 146 MHz and in Fig. 14-47 for 440 MHz, 
may be added to a receiver to increase its 
sensitivity and to improve limiting (as the overall 
gain before the limiter will be increased by 10-15 
dB). The 2-meter version uses a dual-gate MOSFET 
while the 440-MHz unit employs two JFETs in a 


Fig.14-44 — The 2-meter preamp. may be 
mounted in a small Minibox or connected directly 
inside an fm receiver. 


(A) 


Fig. 14-45 — Circuit diagram (A) and pc-board 
layout (B) for the 2-meter preamplifier. Resistors 
are 1/4-watt composition and capacitors are disk 
ceramic unless otherwise noted. Components not 
listed below are given designators for circuit-board 
location purposes. 

C2, C6 — Air variable (Johnson 189-506-5). 

J1, J2 — Phono type, panel mount 
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grounded-gate circuit. Both amplifiers are adjusted 
by peaking all tuned circuits for maximum limiter 
current while receiving a weak signal. 

A receiver will have a poor limiting characteris- 
tic if the gain before the limiter circuit is 
insufficient, or if the limiter itself is of poor design. 
The circuit of Fig. 14-48 can be added to a receiver 
to replace an existing limiter stage. The new limiter 
uses an RCA CA3011 integrated circuit. Care must 
be used in the installation and layout of this 
high-gain IC to insure stability. The CA3011 will 
provide a "hard" limiting characteristic with about 
100 mV of signal input. 


Fig. 14-46 — The 440-MHz preamplifier is 
constructed in a 3 X 3 1/2 X 1-inch box made of 
double-sided circuit board. All abutting edges are 
soldered to complete the enclosure. Two 
3 X 15/16-inch shields separate the tuned lines. 


(B) 


FOIL SIDE 
(HALF SCALE) 


L1 — 5 turns, No. 16, 5/16 inch dia, 1/2 inch long. 
Tapped at 2 turns for the antenna connection, 
and 4 turns for G1. 

L2 — 4 turns, No. 16, 5/16 inch dia, 3/8 inch long. 
Tapped at 2 turns. 

L3 — 1 turn, plastic-covered hookup wire, 5/16 
inch dia, placed between two turns of L2. 
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440 MHz PREAMP 


440MHz 


Fig. 1447 — Schematic diagram of the uhf 

preamplifier. Capacitors are disk ceramic unless 

otherwise noted. 

C1-C3, incl. — 1.4 to 9.2-pF miniature variable 
(Johnson 189-0563-001). 

C4, C5 — Feedthrough type. 

J1, J2 — BNC type, chassis mount. 

11-13, inc. — 25/8 X 1/4-inch strip of brass, 
soldered to the enclosure on one end and to the 
capacitor at the other, Input and output taps 


Le. 


OUTPUT 


Fig. 14-48 — Diagram of a limiter which may be 
added between the last i-f stage and the detector of 
а receiver. 


lon L1 and L3) are 1/2-inch up from the 
ground епа, Drain taps for Q1 and Q2 on L2 
and L3, respectively, аге made just below C2 
and C3, 

ВЕСТ, RFC2 — 420-MHz choke (Miller 4584). 

RFC3, АРСА — Two ferrite beads on a short piece 
of No. 20 hookup wire. (Beads are available 
from Amidon Associates, 12033 Otsego St., N. 
Hollywood, CA 91607.) 

RFCS —Three ferrite beads on No. 20 hookup wire. 

Q1, 02 — Motorola ЈРЕТ. 
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A SOLID-STATE FM TRANSMITTER FOR 146 MHz 


In an effort to shrink the dimensions of the 
solid-state fm transmitter treated earlier in QST, 
and in the 1972 ARRL Handbook, it became 
necessary to eliminate one stage of the rf section, 
and to reduce the size of the speech amplifier and 
clipper. The product of that effort is shown 
schematically in Fig. 1. 

A slightly different electrical approach was 
taken, wherein the oscillator was called upon to 
deliver a fair amount of power. The increased 
output from QI permitted the deletion of a driver 
stage ahead of the PA. The change made it 
necessary to pay particular attention to the design 
of all networks between stages, providing adequate 
selectivity to assure suppression of unwanted out- 
put frequencies. The criterion was met, as 
evidenced by a spectral display of the output 


energy. The MK-II version is as clean as was the 
MK-I model. 

A logical approach to reducing the area 
occupied by the speech amplifier and clipper was 
the employment of a transistor-array IC as opposed 
to the use of discrete components. The latter 
technique was used in the MK-I example. 


Circuit Highlights 

Generally, the circuit of Fig. 1 follows the 
classic sonobuoy format given in RCA’s Power 
Circuits, DC to Microwaves. Some of the circuit 
changes made are radical; others are subtle. The 
1 Recommended for amateur libraries. Order 


from local radio store, or write RCA Electronic 
Components, Harrison, NJ 07029. Price: $2. 
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EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 

1н MICROFARADS (uF); OTHERS 
ARE IN PICOFARADS (pF OR ol; 
RESISTANCES ARE IN OHMS; 
14000, M1000000 


Fig. 1 — Schematic diagram of the 2-meter fm 
transmitter, Fixed-value capacitors are disk ceramic 
unless otherwise marked. Polarized capacitors are 
electrolytic. Fixed-value resistors are 1/2-watt com- 
position. Numbered components not appearing in 
parts list are so numbered for pc-board layout 
purposes only. Use crown type heat sink on Q1, 
larger style on Q2 and ОЗ. 

Ci, C2, C6, C11, C15, C18 — 7- to 25-pF 
miniature ceramic trimmer (Erie 538-0028-7-25 
or equiv. Avail, new from Newark Electronics. 
Avail. surplus from Reliance Merchandising Co., 
Phila. PA). 

C19 — 15- to 60-рЕ miniature ceramic trimmer 
(Erie 538-002F-15-60 or equiv.) 

C31 — 100-pF silver mica. 

САТ — Voltage-variable capacitor (Varicap) diode. 

CR2 — High-speed silicon switching diode. 

L — 1 to 2 ИН inductor. 20 turns No. 30 enam. 
close-wound on 100,000 ohm, 1-watt resistor. 

L1 — 5 turns No. 16 tinned bus wire, 1/4-inch ID 
X 5/8 inch long. Tap at 1-1/2 turns from 
12-volt end. 

L2 — 3 turns No. 16 tinned bus wire, 1/4-inch ID 
x 3/8 inch long. Tap at 1/2 turn from C13 end. 

L3 — 4 turns No. 22 enam. wire, close-wound, 
1/4-inch ID. 

L4 — 25 turns No. 28 enam. wire, close-wound on 
body of 100,000-ohm, 1-watt resistor. Use 


resistor pigtails as anchor points for ends of 
winding. 

LB — 5 turns No. 16 tinned bus wire, 5/16 ID x 
1/2 inch long. 

Q1-03, incl.— RCA transistor. 

R17 — 10,000-ohm pc-board carbon control linear 
taper (Mallory МТС 141.1 or equiv.). 

ВЕСТ — 1-mH miniature rf choke (Millen 
2300-25). 

RFC3, RFC4 — 10-ШН miniature rf choke (Millen 
4300-10). 

ВЕСБ — 10-H miniature rf choke (Millen J300- 
10) with one Amidon ferrite bead over ground- 
end pigtail. 

RFC6, RFC9 — 4 Amidon ferrite beads on 
1/2-inch length of No. 24 wire (Amidon Asso- 
ciates, 12033 Otsego St., No. Hollywood, CA 
91607). 

RFC7, RFC8 — Same as RFC6 but with three 
beads on 3/8-inch length of wire. 

51 — Spdt slide ог rotary switch. 

U1 — RCA integrated circuit. 

VR1 — 9.1 volt, 1-watt Zener diode. 

Y1, Y2 — 18-MHz crystal (International Crystal 
Co. ground for 20-pF load capacitance. 
HC-25/U holder. Use International FM-2 pc- 
board crystal socket). High accuracy .002 рег- 
cent temperature-tolerance crystal recommen- 
ded. 


146 MHz FM Transmitter 


boiled-down version is based on amateur-band 
performance criteria and the more commonly 
available supply voltage of 12. Emphasis has been 
placed on good frequency stability, narrow-band 
deviation (up to 6 kHz), and relative freedom from 
spurious output. 

Low-cost transistors are used at Q1 and Q2. A 
ballasted transistor (mismatch protected) is used at 
Q3 to prevent burnout resulting from temporary 
open- or short-circuit conditions in the antenna 
system. The current OEM price (single lot) for the 
2N5913 is $3.63. Over-the-counter prices will be 
slightly higher, but it is recommended that the 
builder use the "5913 if he wishes to have the 
circuit perform as specified here. Substitutes for 
any of the devices used in the circuit should be 
employed only by those who are experienced in 
semiconductor work. The wrong choice can lead 
to dismal results with the circuit — instability, low 
output, or destruction of one or more of the 
transistors. 

Ferrite beads are used generously in the circuit, 
for decoupling of the dc bus and as rf chokes.2 The 
beads provide low-Q impedances and are superior 
to solenoid-wound inductors in preventing circuit 
instability caused by tuned-base-tuned-collector 
conditions, A further aid to stability is provided 
through the use of high and low values of 
capacitance (combined) in various parts of the 
circuit, This standard technique helps to assure 
stability at hf and vhf, and is necessary because of 
the high fr of the transistors used.3 

Transistor sockets should not be used at Q1, Q2 
or Q3. The additional lead lengths resulting from. 
the use of sockets could lead to instability prob- 
lems. Those wishing to use a socket at 01 may do 
зо by redesigning the pc board to allow a socket to 
be installed (bringing the twelve holes for the IC 
closér together). Alternatively, one might employ 
an IC socket which has fairly long lugs, bending the 
lugs outward to mate with the holes in the 
pe-board. 


Speech Amplifier 


Ul consists of four bipolar transistors on a 
common substrate. Two of the transistors are 
connected for use as a Darlington pair. The 
remaining two are separate from one another. In 
the circuit of Fig. 1 the Darlington pair serves as a 
preamplifier for a high-impedance crystal, ceramic, 
or dynamic microphone. One of the separate 
transistors is used as a diode in the clipper circuit 
(an outboard silicon diode is used. to clip the 
opposite side of the af sine wave), and the 
remaining transistor amplifies the clipped audio 
after it is filtered by an R-C network. Deviation is 
set by adjustment of a pc-board potentiometer, 
RIT. 

The processed audio is fed to СЕЛ, the varactor 
diode modulator, Some reverse bias is used on СВ1 
to assure greater linearity of modulation (3 volts dc 


2 See parts list for ordering information. 

3 The higher the fp (upper-frequency rating) of 
a transistor, the greater will be its gain capability at 
lower frequencies, thus giving rise to unwanted hf 
or If oscillations. 
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taken from the junction of R3 and R4), As the 
audio voltage is impressed across CRI, the junction 
capacitance of the diode shifts above the steady- 
state value which exists when no af voltage is 
present. The change in capacitance shifts the 
crystal frequency above and below its nominal 
value to provide fm. 


Construction 


There are no special instructions provided the 
builder follows the template pattern offered.4 
However, it is worth mentioning that the 057 


Fig. 2 — Template and parts layout for the transmitter drawn to full scale. Foil-side view. 
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model was built on glass-epoxy circuit board. 
Those attempting to use phenolic or other types of 
pe board may encounter difficulty in obtaining 
proper circuit performance. The dielectric pro- 
perties of the various board materials are different, 
thereby causing different values of capacitance to 
exist between pc-board foil strips. The condition 
can cause instability, unwanted coupling, and 
tuned circuits that will not hit resonance. Some 
builders of the MK-I transmitter learned this the 
hard way! 

Transistors Q2 and Q3 require fairly hefty heat 
sinks if good efficiency and longevity of the 
devices is to be realized. Homemade sinks are 
shown in the photo. Each consists of a piece of 
1/16-inch thick aluminum (brass or copper is ok) 
formed over a drill bit slightly smaller in diameter 
than a ТО-5 transistor case. The aluminum can be 
crimped in a bench vise until it fits snugly around 
the drill body. Silicone grease should be used to 
coat the transistor bodies prior to installation of 
the heat sinks. The height of the sinks is 1 inch. 
The ID is approximately 1/4 inch. 

Lead lengths of the wires going from the pe 
board to 51 should be kept short — preferably less 
than 1-1/2 inches long. Coaxial cable (50-оһт 
impedance) should be used between the antenna 
terminals on the pe board and the antenna con- 
nector. The shield braid must be grounded at each 
end of the cable. Similarly, shielded cable should 


be employed between the microphone jack and the 


audio-input terminals on the pe board, 


Checkout and Use 


Initial checkout should be undertaken at re- 
duced supply voltage. Apply a voltage of between 
6 and 12, making certain that a dummy load of 
approximately 50 ohms is connected to the output 
of Q3. A 56-ohm 2-watt resistor or a No. 47 pilot 
lamp will suffice. Using a wavemeter tuned to 73 
MHz, adjust the collector tank of Q1 for a peak 
reading on the wavemeter. Next, set the wavemeter 
for operation at 146 MHz and adjust the collector 
tuned circuit of Q2 for maximum meter indication. 
The tank circuit of Q3 should be adjusted for 
maximum power output as observed on an rf 
wattmeter or Monimatch-type SWR indicator. A 
rough check can be made by using a No. 47 lamp 
as a load, adjusting for maximum bulb brilliancy. 
The next step is to raise the supply voltage to 12 
and repeat the tweaking procedure outlined above. 
If all stages are functioning normally, а No. 47 
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lamp should illuminate to slightly more than 
normal brilliance. Power output into a 50-ohm 
load should be between 1-1/2 and 2 watts Current 
drain will be between 200 and 250 mA, speech 
amplifier included. 

Adjustment of the transmitter frequency and 
deviation can best be done while using a vhf 
frequency counter and deviation meter. Alter- 
natively, one can put the transmitter in service and 
ask one of the other fm operators in the area to 
observe his receiver's discriminator meter while 
you adjust your crystal trimmer for a zero reading. 
Deviation can be set reasonably close to the desired 
amount by comparing your modulation against 
that of other local stations, having a third operator 
report the comparisons. 

This transmitter is well suited as a companion 
unit to the fm receiver described in Chapter 3, and 
in QST.5 The two units can be packaged to form a 
trans-receiver for portable, mobile, or fixed-station 
use. The transmitter can be used to drive a 
high-power solid-state 2-meter amplifier, described 
later in this chapter, if one wishes to put on a pair 
of "boots." 6 


5DeMaw, "A Single-Conversion 2-Meter FM 
Receiver," QST, August, 1972. 

6 Hejhall, “Some 2-Meter Solid-State RF 
Power-Amplifier Circuits,” 057, May, 1972, p. 40. 

" Write: Spectrum Research Laboratory, Box 
5824, Tucson, AZ 85703. 


2-METER SOLID-STATE 
RF POWER-AMPLIFIERS 


The majority of the commercially made 2- 
meter fm transceivers available today have rf 
power-output levels of 1 to 15 watts. There are 
many occasions when an fm operator would like to 
have a little more power to be able to work over 
greater distances, Described here are two ampli- 
fiers, one for 25 watts and another for 50 watts 
output for the 2-meter band. Both amplifiers use a 
single transistor and operate directly from a 
13.6-volt vehicular electrical system. 


Circuit Description 


‘The amplifier circuit shown in Fig. 14-53 
utilizes a single 2N6084 transistor operated in a 
Class-C, zero-bias configuration. This mode of 
operation has the advantages of high collector 
efficiency at full output and zero de current drain 
when no rf driving signal is applied. The reader 
should note that zero-bias operation yields an 
amplifier that is not a “linear.” It is designed for 


Fig. 14-52 — An end view of the breadboard 
version of the 50-watt 2-meter amplifier. The input 
circuit is at the lower right, and the output 
network is at the upper left. 
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Fig. 14-53 (A) — Diagram of the amplifier which 
provides 40 to 50 watts output and its associated 
COR circuit, Capacitors are mica unless otherwise 
noted. The heat sink is а Thermalloy 61698 (Allied 
Electronics No. 957-2890). 


СТ, C7 — 5- to 80-РЕ compression trimmer (alco 
462 or equiv.]. 

C2, С4-С , C8, incl. — Mica button (Underwood 
J-101). 


Ji 146 MHz. 
INPUT. 


C3, C9 — 9- to 180-pF compression trimmer (Arco 
463 or equiv.). 

C10 — Feedthrough type. 

C11 — Tantalum. 

C12, C15, C16 — Ceramic disk. 

C13, C14 — 39-pF mica (Elmenco 6ED390J03 or 
equiv.). 

САТ — 100-PRV or more, 500-mA or more silicon 
diode (Motorola 1N4001 or equiv.). 

CR2,CR3 — High-speed, low capacitance 100-PRV 
silicon diode (Motorola MSD7000 dual package 
used here). 

J1,J2 — Coaxial connector, panel mount. 

K1 — 4pdt open-frame relay, 12-V contacts (Co- 
таг CRD-1603-4S35 ог equiv, Sigma 
67R4-12D also suitable), modified as described 
below. 


+13.6V кв 
RF 
INPUT 
CRI KIA e 
Ат $4700 
MPS-AI. 
T A 
КЕ 


До 


(В) COR circuit. Capacitors are disk ceramic. 

The COR relay is modified by removing the 
connecting wires from all four wiper arms and 
adding two shorting bars, as shown. Only the 
stationary-contact connections are used. 

CR1— 100-PRV or more, 500-тА or more silicon 
diode (Motorola 1N4001 or equiv.). 

CR2, САЗ — High-speed, low-capacitance 100-PRV 
silicon diode (Motorola MSD7000 dual package 
used here). 

K1 — 4pdt open-frame relay, 12-V contacts (Co- 
таг CRD-1603-4S35 ог equiv., Sigma 
67R4-12D also suitable), modified as described 
below. 

Q2 — Npn silicon Darlington transistor, hpg of 
5000 or more (Motorola MPS-A13 ог equiv.). 

(C) The COR relay is modified by removing the 

connecting wires from all four wiper arms and 

adding two shorting bars, as shown. Only the 
stationary-contact connections are used. 


(B) 


30nH 
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180 42 


OUTPUT 


L1 — 12 nH, No. 10 tinned wire, 1 1/4-inch long 
straight conductor. 

L2 — 30 nH, 1 3/4 turns, No. 10 tinned wire, 3/8 

nch ID, 3/4 inch long. 

L3 — 15 nH, No. 14 tinned wire, 3/4-inch long 
straight conductor. 

L4 — 2 turns of No. 18 tinned wire 1/4-inch ID, 
0.2 inch long (approximately 44 nH). 

Q1 — Motorola silicon power transistor. 

Q2 — Npn silicon Darlington transistor, hpg of 
5000 ог more (Motorola MPS-A13 ог equiv.). 

R1 — 15 ohm, 1-watt composition. 

R2 — 4700 ohm 1/2-watt composition 

RFC1 — 17 turns, No. 16 enam. wire wound on 
Amidon T-80-2 toroid core. 

RFC2 — Molded rf choke (J. W. Millet 9250-15). 

RFC3 — Ferrite bead (Ferroxcube 56-590-65/38 
or equiv.) 


RELAY TOP VIEW 
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(D) Pi-section output filter, C1 and C2 are 39-pF 
mica capacitors (Elmenco 6ED390J03 or equiv.), 
and L1 consists of 2 turns of No. 18 tinned wire, 
1/4 inch 10, 0.2 inch long (approximately 44 nH). 
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ЕМ АМО ВЕРЕАТЕР5 


OUTPUT 
CONNECTOR 42 
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BULKHEAD 


INPUT 
CONNECTOR 
MOUNTED. 
IN VERTICAL 
BULKHEAD 


VERTICAL 
BULKHEAD 


со 


OUTPUT 
FILTER 
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THESE FOUR AREAS REQUIRE AN ISOLATED CONNECTION POINT. 
THIS CAN BE FORMED BY ETCHING A MOAT IN PC BOARD OR BY 
ATTACHING A SMALL SQUARE OF PC BOARD ON TOP OF MAIN PC BOARD 


Fig. 14-54 — Parts-layout diagram for the 50-watt amplifier (not to scale). A 4 X 6-їпсһ pc board is used 


as the base. 


fm (or сж operation only, and would produce 
objectional distortion and splatter if used to 
amplify either a-m or ssb signals. 

The amplifier operates directly from an auto- 
mobile electrical system, so no additional power 
supply is required for mobile operation. The input 
and output-tuned circuits are designed to match 
the impedances of the transistor to a 50-оћт 
driving source and to a 50-ohm antenna system, 
respectively. Since both the input and output 
impedances of the transistor are extremely low (in 
the 1- to S-ohm region), the matching networks 
employed are somewhat different than those used 
with tubes. The networks chosen for the amplifier 
are optimized for low-impedance matching, and 
they perform their tasks efficiently. The network 
designs for this amplifier were done with the aid of 
a computer. 

The elaborate decoupling network used in the 
collector de feed is for the purpose of assuring 
amplifier stability with a wide variety of loads and 
tuning conditions. The 2N6084 transistor is conser- 
vatively rated at 40 watts output (approximately 
60 watts dc input). The amplifier can readily be 
driven to power output levels considerably higher 
than 40 watts, but it is recommended that it be 
kept below 50 watts output. If your transmitter or 
transceiver has greater than 10 watts output, an 
attenuator should be used at the amplifier input to 
keep the output from the amplifier below 50 
watts. 


Construction Details 


Construction of the amplifier is straight- 
forward. The usual precautions that must be 
observed when building a solid-state finat amplifier 
are followed. These precautions include proper 


mechanical mounting of the transistor, emitter 
grounding, heat sinking, and decoupling of the 
supply-voltage leads. Most of the components used 
are conventional items which are readily available, 
with two exceptions. The fixed mica capacitors, 
Underwood type Ј-101, are a special mica unit 
designed for high-frequency applications. The core 
for КРСТ and the rf bead used for RFC3 are 
available from Elna Ferrite Labs, Inc., 9 Pine Grove 
St., Woodstock, NY 12498. 

The amplifier is constructed on a pc board 
which is bolted to a heat sink. A few islands can be 
etched on the board for tie points, at the builder's 
discretion; a complex foil pattern is not required. 
In the amplifier shown in the photo, islands were 
etched only for input and output tie points. 
Circuit-board islands may also be etched for the 
transistor base and collector leads. However, an 
interesting alternative method was used in the 
author's breadboard amplifier. The base and collec- 
tor islands were formed by attaching small pieces 
of pc board to the top of the main board. This 
procedure added a few tenths of a pF of capaci- 
tance at the connection points, so if you choose to 
etch islands directly on the main board you may 
want to increase the value of C6 slightly. (The 
values of C4 and CS are not critical.) 

A word about the care of a stud-mount rf 
power transistor: Two of the most important 
mounting precautions are (1) to assure that there is 
no upward pressure (in the direction of the ceramic 
cap) applied to the leads, and (2) that the nut on 
the mounting stud is not over-tightened. The way 
to accomplish item 1 is to install the nuts first and 
solder the leads to the circuit later. For item 1, the 
recommended stud torque is 6 inch-pounds. For 
those who don't have a torque wrench in the 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 


CAPACITANCE ARE IN MICROFARADS ( pF); 
OTHERS ARE IN PICOFARADS ( pF OR уре); 


RESISTANCES ARE ÎN OHMS; 
k= 1000, м=1000 000. 
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Lu 


Fig. 14-55 — Circuit diagram of the 25-watt 

amplifier. Capacitors are disk ceramic unless other- 

wise noted. 

C1 — 5- to BO-pF compression trimmer (Arco 462 
or equiv.). 

C2 — 2- to 50-pF compression trimmer (Arco 461 
or equiv.). 

C3 — Button mica (Underwood J-101). 

СА, C5 — 9- to 180-]-pF compression trimmer 
(Arco 463 ог equiv.). 


shack, remember that it is better to under tighten 
than to over tighten the mounting nut. 

The transistor stud is mounted through a hole 
drilled in the heat sink. A thermal compound, such 
as Dow Corning 340 heat-sink grease, should be 
used to decrease the thermal resistance from 
transistor case to heat sink. See the excellent 
article by White in QST for April, 1971, for details 
of heat-sink design. 

Series impedance in the emitter circuit can 
drastically reduce the gain of the amplifier. Both 
transistor emitter leads should be grounded as close 
to the transistor body as is practical. 

The wiring for the dc voltage feeder to the 
collector should have extremely low dc resistance. 
Even a drop of one volt can significantly reduce 
the power output of the amplifier. А good goal is 
less than 0.5 volt drop from the car battery to the 
transistor collector. With operating currents of 
several amperes, а total dc resistance of only a 
fraction of an ohm is needed. А standard commer- 
cially made heat sink is used for the SO-watt 
amplifier, and it is adequate for amateur communi- 
cations. Forced-air cooling across the heat sink 
should be used for any appliation requiring long- 
term key-down operation at 40 watts or more of 
output. 


Tune-Up Procedure 


Generally, the best way to tune a transistor 
final is for maximum rf power output. If this 
approach results in exceeding the power ratings of 
the transistor, then the power output should be 
reduced by reducing the drivelevel, not by de- 
tuning the final. In the case of an outboard PA 
stage, such as described here, both the input and 
output networks can be tuned for maximum rf 


453 


J1, J2 — Coaxial connector, panel mount. 

L1 — 1-inch length of No. 14 tinned wire, 

Q1 — Motorola silicon power transistor (2N5591 
ог HEP 53007 for 25 W output, 2N5590 or 
НЕР 53006 for 10 W output). 

RFC1 — Ferroxcube VK200-19/4B ferrite choke. 

RFC2 — Molded rf choke (J. W. Miller 9250-15). 

RFC3 — Ferrite bead (Ferroxcube 56-590-65/38. 
or equiv.). 

T1 — See Fig. 14-56. 


output, if the driving source has an output impe- 
dance of approximately 50 ohms. However, a 
better procedure consists of tuning the output tank 
circuit for maximum rf output and tuning the 
input circuit for minimum SWR as measured 
between the exciter and the final amplifier. This 
tune-up procedure has the added advantage of 
assuring that the amplifier presents a 50-ohm load. 
to the exciter. A dc ammeter to check collector 
current is a useful tune-up aid. Since tuning is for 
peak output, a Monimatch-type SWR bridge is 
adequate for the job. Also, the wattmeter de- 
scribed in Chapter 22 would be an excellent 
choice. The best tuning procedure ís to monitor 
simultaneously both output power (absolute or 
relative) and the SWR between the exciter and 
amplifier. 

First, apply dc voltage with no rf drive. No 
collector current should flow. Then apply a low 
level of rf drive — perhaps 25 percent or less of the 
rated 10 watts maximum drive — and tune the 
input network for maximum indicated collector 
current. The networks may not tune to resonance 
at this low drive level, but you should at least get 


- an indication of proper operation by smooth 


tuning and lack of any erratic behavior in the 
collector-current reading. Gradually increase the 
drive, retuning as you go, until the rated 7-10 watts 
input and 40 to 50 watts output are obtained. As 
power input is increased, use the recommended 
tuning procedure of maximum output from the 
output tank and minimum input SWR for the 
input circuit. 

There is danger of low-frequency oscillations 
with most transistor amplifiers. A scope of 5-MHz 
or more bandwidth connected to the de feeder at 
point A makes an excellent indicator of any 
low-frequency oscillation. It is possible to have 
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TO POINT 8 
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то COLLECTOR 


Fig. 14-56 — Transmission-line output transformer 
consisting of 2 4-inch long conductors, No. 20 
enam. wire, twisted to 16 crests per inch, using an 
electric drill. The conductors should be color 
coded, one with one color and one with a second 
color. Form the twisted pair into a 1/2-inch dia 
circle, Unwind the leads so that only the portion of 
the pair forming the circle remains twisted. Con- 
nect the leads of each color as shown. 


signal output on all hf and vhf amateur bands and 
all TV channels, simultaneously, when a bad case 
of parasitic oscillation occurs. For those who may 
have access to one, the best indicator of parasitic 
oscillation is a wide-band spectrum analyzer. 


Ап Additional Design 


For those who own a low-power fm transceiver, 
an intermediate amplifier stage or a final amplifier 
providing 10 to 25 watts may be desired. The 
circuit of Fig. 14-55 is suitable for the 2NSS91 or 
HEP $3007 transistors (25 watts), and the 2NSS90 
or HEP 3006 transistors (10 watts). An unusual 
feature of this circuit is the use of a transmission- 
line transformer in the output network. The 
construction and tune-up procedures for the ampli- 
fiers of Fig. 14-55 is similar to that described 
earlier for the 50-watt amplifier. 


Accessories 


When an amplifier stage is used with an fm 
transceiver, a method of automatic transmit/re- 
ceive switching is needed. A simple carrier-operated 
relay (COR), such as shown in Fig. 14-16 can be 
employed for the amplifiers described in this 
article. The level of input rf required to operate the 
COR is determined by the value of R1. One to two 
watts of 2-meter energy will operate КІ when a 
4700-ohm resistor is employed. The rf signal is 
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rectified by two high-speed switching diodes; the 
dc output from the rectifier is applied to Ql, a 
Darlington-connected transistor pair. When suf- 
ficient current is developed in the base circuit, 01 
will turn on, activating K1. A transient-suppression 
diode is included across the relay coil to prevent 
voltage-spike damage to Q1. 

The switching circuits needed to take the 
amplifier in and out of the circuit- are somewhat 
complex. The cost of four coaxial relays would be 
prohibitive. But, an open-frame relay can cause 
sufficient loss at 146 MHz to severely degrade the 
sensitivity of the associated receiver. To get around 
this problem the author modified an inexpensive 
relay. The long leads to the wiper arms were 
removed and discarded. Two shorting bars were 
added, as shown in the drawing. External connec- 
tions were made only to the stationary contacts. 
Received signal loss through the modified relay 
measured 0.4 dB — an insignificant amount. 

Second-harmonic output from the 50-watt am- 
plifier measured 34 dB down from the level of the 
146-MHz energy. Thus, the computer-design out- 
put network compares favorably with the pi- 
section tank circuits often used in hf transmitters. 
To assure that harmonic energy didn't cause а 
problem to other services, a simple pi-section 
output filter was added. This filter is designed for 
50-оћт input and output impedances; it can be 
used with any two-meter amplifier. The insertion 
loss of the filter at 146 MHz is 0.2 dB, while it 
provides 46 dB attenuation at 292 MHz and 25 dB 
at 438 MHz. 


Appendix A 

1) Amidon toriod cores are available from 
Amidon Associates, 12033 Otsego Street, No. 
Hollywood, CA 91607. 

2) Ferroxcube components can be purchased 
from Elna Ferrite Laboratories, Inc., 9 Pine Grove 
Street, Woodstock, NY 12498. 

3) J. W. Miller chokes are available from 
distributors, or directly from J. W. Miller, 19070 
Reyes Ave., Compton, CA 90224. 

4) Underwood mica capacitors must be ordered 
directly from the manufacturer, Underwood Elec- 
tric and Manufacturing Company, Inc., P. O. Box 
188, Maywood, IL 60153. Price for the J-101 units 

this article is approximately $1.20 each 
оу the value — in pF — desired). 

5) A circuit board for the 50-watt amplifier will 
be available from Spectrum Research Labs, P. O. 
Box 5824, Tucson, AZ 85703. 


2-METER FM RECEIVER 


An fm purist is not likely to settle for second- 
rate receiver performance in this day of vhf-band 
saturation. A satisfactory fm receiver must be able 
to separate the various repeater output frequencies 
without being affected by IMD and overload 
problems. The sensitivity must be good, and so 
should the limiting characteristics. Few low-cost 
designs satisfy the foregoing criteria. The circuit of 
Fig. 14-58 represents a practical compromise be- 
tween cost and circuit complexity, yet provides 
performance which is comparable to that of many 
commercial fm receivers in use by amateurs. 


The single-conversion solid-state fm receiver 
described here is intended as a mate for the 
transmitter shown in Fig. 14-50. This design 
centers around a multifunction IC, the CA3089E. 
Circuit simplicity, good performance, and low cost 
are the keynotes in this project.. 


Circuit Highlights 
A JFET was chosen for rf amplifier Q1, Fig. 
14-58. Neutralization is unnecessary provided the 
gate and drain elements are tapped down on their 
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Fig. 14-57 — This photo 
shows the final breadboard 
version of the fm receiver. 
Some of the bypass capaci- 
tors are located on the foil 
side of the pc board in this 
example. The template and 
Parts-layout sheet provides 
for topside mounting of 
the capacitors. The dif- 
ferences between the re- 
ceiver shown here and the 
final model are quite 
minor. 


respective tuned circuits. For simplicity s sake only 
two tuned circuits are used ahead of the mixer, 
which uses a dual-gate MOSFET. The combination 
of FETs Q1 and Q2 assures low IMD and provides 
good immunity to overloading. Output from the 
mixer is supplied to FLI. This is a fourpole 
10.7-MHz i-f filter which is fed from а 900-ohm 
tap point on tuned circuit C9-C10-L3. 

The oscillator/multiplier stage, Q3, is a carbon 
copy of that used by Pearce-Simpson іп their 
Gladding 25 fm transceiver. It is one of the 
simplest circuits one can use, yet it performs well. 
Injection to the mixer is supplied at 157 MHz 
(10.7-MHz if plus the frequency of the received 
signal). The oscillator crystal frequency is one half 
the injection frequency — 78 MHz in this example. 
No netting trimmers are necessary if crystals for 
the Gladding circuit are ordered and used. Fre- 
quency doubling from 78 MHz is accomplished in 
the collector circuit of Q3. 

I-f amplifier Ul is a CA3028A wired for 
cascode operation. FL1 connects to input terminal 
2 through a .01-UF blocking capacitor. Terminating 
resistor R7 is selected for the characteristic impe- 
dance of the filter used. The KVG filter has a 
910-ohm bilateral impedance, so if precise 
matching is desired one can use a 910-ohm unit at 
R7. Output from U1 is fed to multifunction chirp 
U2, across R11. 

‘Audio output from U2 is amplified by Q4 
before being routed to U3, a transformerless 1-watt 
output IC. Though the MC1454 is designed to 
work into a 16-ohm speaker, good results can be 
had when using an 8-ohm speaker. 


Construction 


How the receiver is packaged can best be 
decided by the builder. Two choices are offered: 
dividing the board in two parts and stacking one 
section above the other on standoff posts. If this is 
done it will be necessary to cut the board midway 
between 01 and U2. If compactness is not neces- 
sary the constructor can follow a one-piece as- 
sembly format, keeping the board its 8 x 
2-11/16-inch size. 

Those who desire additional crystal positions 
can make the board slightly longer. This will 
provide room for more crystal sockets, but will 
require that a switch with more positions be used 
for S1. 


It is recommended that transistor and IC 
sockets be avoided except at Q4 and U3. Short 
leads between the bodies of the devices and the pe 
board must be maintained to prevent unstable 
operation, The use of sockets will cause instability 
unless low-profile receptacles are used. Similarly, 
the pigtails on the bypass capacitors should be kept 
as short as possible in all parts of the rf circuit. 

The wiring which connects the audio and 
squelch controls to the circuit board should be of 
the shielded variety. If the board is cut into two 
sections, as mentioned earlier, use shielded cable 
between U1 and U2, routing the i-f signal from pin 
6 of U1 to pin 1 of U2. Don't leave out C16. 

The leads from S1 to the crystal sockets must 
be kept as short as possible — less than 1-1/2 inches 
each. As a further aid to circuit stability mount the 
pc board on a metal cabinet wall or chassis by 
means of four or six metal standoff posts. This 
technique is beneficial in preventing rf ground 
loops. 


Checkout and Alignment 


It should be stressed that there is no simple way 
to align an fm receiver. A stable signal generator 
will be required, preferably one with fm capability. 
Initial alignment cannot be properly effected by 
using off-the-air fm signals. A weak-signal source 
can be built by using the modulator and crystal 
oscillator stage of the low power transmitter 
described in Fig. 14-50. Whatever method is used, 
make certain that the test signal is no farther off 
frequency than 200 Hz from the desired frequency 
of reception. Ideally, the signal source should be 
exactly on the chosen input frequency of the 
receiver. 

Connect the signal generator to Jl. Attach a 
meter across J2 and J3. Make certain that a speaker 
is hooked to the output of U3. Assuming that an 
ohmmeter check shows no shorted or open circuits 
in the completed assembly, connect a 12-volt dc 
supply to the receiver. With the squelch turned off 
(maximum hiss noise) adjust C2, C4, and C44 for 
an upward deflection of the relative-signal-strength 
meter (at J2 and J3). Next, adjust CIO for 
maximum meter reading. Repeat these steps two 
more times. АП tuning adjustments should provide 
fairly sharp peaks when the circuits are tuned to 
resonance. 
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A frequency-modulated signal will be required 
for on-the-nose adjustment of the detector (L4 and 
C24). C24 should be adjusted slowly until the 
point is found where best audio quality occurs. 
Audio recovery will be the lowest at this point, 
creating the illusion of reduced receiver sensitivity. 
If no fm signal is available for this part of the 
alignment, tune the detector for minimum hiss 
noise as heard in the speaker. After the detector is 
aligned, readjust C10 for best audio quality of a 
received fm signal. It may be necessary to go back 
and forth between СТО and C24, .carefully 
tweaking each capacitor for the best received-signal 
audio quality. The detector should be adjusted 
while a strong signal (100 У or greater) is being 
supplied at J1. 

Adjustment of the squelch control should 
provide complete muting of the hiss noise (no 
signal present) as approximately midrange in its 
rotation, If the audio channel is functioning 
properly one should find that plenty of volume 
occurs at less than a midrange setting of R18. 
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specs. Nylon crystal sockets available from 


International Crystal Co. 
Z1 — Rf choke consisting of 8 turns No. 24 enam. 
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integrated circuits. 


close-wound on body of 1000-оћт 


1/2-watt carbon resistor. Solder ci 


crystal ground to Pearce-Simpson 
resistor pigtails. 


lent). 

S1 — Spdt miniature 
shorting. 

U1, U2 — RCA 

03 — Motorol 


lent). 
RFC2 — 500-ИН choke ( 


ВЕСТ — 25-ИН choke (Millen 3300-25 or equiva- 
wire, 


R17 — 50,000-ohm linear-taper carbon control. 
R18 — 10,000-ohm audio-taper carbon control. 
Yi, Y2 — International Crystal Co. 


Q2 — RCA MOSFET 


Performance 


In two models built, both identical to the 
circuit of Fig. 14-58, sensitivity checked out at 
roughly 0.8 ШУ for 20 dB of quieting. This 
sensitivity figure is by no means spectacular, but is 
quite ample for work in the primary signal contour 
of any repeater. The addition of a dual-gate 
MOSFET preamplifier ahead of Q1 resulted in a 
sensitivity of 0.25 ШУ for 20 dB of quieting. The 
barefoot receiver requires approximately 0.5 LV of 
input signal to open the squelch. A more elaborate 
circuit would have provided greater sensitivity, but 
at increased cost and greater circuit complexity. 

Hard limiting occurs at signal input levels in 
excess of 10 ИМ, with 3 dB of limiting exhibited at 
1 У. Addition of an outboard preamplifier will 
greatly improve the limiting characteristics, and 
this would benefit those who are dealing primarily 
with weak signals, 

А КУС XM 107504 i-f filter (FL1)1 is used in 
the circuit of Fig. 14-58. However, any 10.7-MHz 
filter with suitable handwidth characteristics for 
amateur fm reception can be substituted for the 
unit specified. During the development period a 
Piezo Technology Comline filter was used at FL1.2 
The model tried was a PTI 2194F, which sells for 
$10 per unit in single lots. Club groups may wish 
to take advantage of the 5 to 9 price break . . 
$5.95 each. The PTI 2194T gave performance 
similar to that of the КУС ш 

Each brand of filter has its own characteristic 
impedance, so if substitutions are made it will be 
necessary to change the tap position on L3 to 
assure а proper match between Q2 and FLI. 
Similarly, the ohmic value of R7 will have to be 
changed. 

ТА product review describing the filter's char- 
acteristics was given in QST for June,, 1972, p. 56. 
The filter sells for $15.95 and can be ordered from 
Spectrum International Box 87, Topsfield, MA 
01983. A drilled printed circuit board is available 
for $5 from: D.L. McClaren, W8URX, 19721 
Maplewood Avenue, Cleveland, OH 44135. 


2 Piezo Technology Ine., Box 7877, Orlando, 
FL 32804. 
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circumference of Amidon T-50-2 toroid core. 


Tap at 6 turns from hi-Z end for FL1. 
L4 — 14H high-Q inductor, unloaded О 150 ог 


х 1/2-inch long. Tap gate of Q1 at 2-1/2 turns 


from hi-Z end. 
L2 — 4 turns tap at 1 turn from the top 
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(high-impedance) end. 


L3 — 16 turns No. 22 enam. wire to occupy entire 


from hi-Z end. 
Q1, Q3, O4 — Motorola Transistor. 
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J1 — Coax receptacle of builder's choice. 
L1 — 5 turns No. 18 tinned bus wire, 1/4-inch ID 


J2, J3 — Binding posts of pin jacks. 


FL1 — See text and footnotes. 
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C44 — 11-pF pe-mount miniature air 
le (E.F. Johnson 187-0106-005, avail. 
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Fig. 14-58 — Schematic diagram of the fm receiver. 


Fixed-value capacitors are disk ceramic unless 
otherwise noted. Polarized capacitors are electroly- 


tic. Fixed-value resistors are 1/2-watt comp: 
available from Spectrum Research Labs., 


5824, Tucson, AZ 85703. 
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Specialized Communications 


Systems 


The field of specialized amateur communica- 
tions systems includes radioteletype, amateur tele- 
vision, amateur facsimile, phone patching, and 
space and satellite communications. Radio control 
of models is not a “communications” system in the 
amateur (two-way) sense. Тһе specialized hobby of 
radio control does have a large following, but 
“citizen-band” provisions for frequency allocations 
and operator registrations divorce it from the 
strictly ham-radio field (unless one wishes to avoid 
the QRM). 

By far the greatest activity in the specialized 
fields is to be found in radioteletype (RTTY). 
Operation using frequency-shift keying techniques 
is permitted on all amateur bands except 160 
meters. 

Activity in amateur TV (ATV) can be found 
primarily in a number of population centers 
around the country. Most of the work is based on 
converted entertainment receivers and manufac- 
turer’s-surplus camera tubes (vidicons). ATV is 
permitted on. the amateur bands above 420 MHz, 
and this and the broadband nature of the transmis- 
sions precludes extensive DX work. 

Slow-scan TV (SSTV) is a narrow-band system 
that is permitted in any of the phone bands except 


160 meters. It is a completely electronic system, 
however; no photographic techniques are required. 
Pictures are transmitted in 8 seconds or less. 

Amateur facsimile operation, under present 
U.S. regulations, is permitted only above 50.1 
MHz. Operation in the 6- and 2-meter bands is 
restricted to the use of shifting audio tones with an 
amplitude-modulated carrier (A4 emission), so 
operation through an fm repeater on these bands is 
prohibited. Facsimile operation is undertaken pri- 
marily by groups in heavily populated areas. 

Amateur satellites — called Oscars for Orbiting 
Satellites Carrying Amateur Radio — offer another 
way of extending the range of vhf and uhf stations. 
Satellites can also operate in the hf region to 
provide communication during times of poor iono- 
spheric conditions. 

Phone patches permit third parties to communi- 
cate via amateur radio, through an interconnection 
between the amateur’s station equipment and his 
telephone line. With voice operation in use, phone 
patching may be conducted in any amateur voice 
band between domestic stations, or between sta- 
tions of any two countries permitting third-party 
communications. 


RADIOTELETYPE (RTTY) 


Radioteletype (abbreviated RTTY) is a form of 
telegraphic communication employing typewriter- 
like machines for (1) generating a coded set of 
electrical impulses when a typewriter key corres- 
ponding to the desired letter or symbol is pressed, 
and (2) converting a received set of such impulses 
into the corresponding printed character. The 
message to be sent is typed out in much the same 
way that it would be written on a typewriter, but 
the printing is done at the distant receiving point. 
The teletypewriter at the sending point may also 
print the same material. 


The teleprinter machines used for RTTY are far 
too complex mechanically for home construction, 
and if purchased new would be highly expensive. 
However, used teletypewriters in good mechanical 
condition are available at quite reasonable prices. 
These are machines retired from commercial ser- 
vice but capable of entirely satisfactory operation 
in amateur work. They may be obtained from 
several sources on condition that they will be used 
purely for amateur purposes and will not be resold 
for commercial use. 

Some dealers and amateurs around the country 
make it known by advertising that they handle 
parts or may ђе a source for machines and 
accessory equipment. QST's Ham-Ads and other 
publications often show good buys in equipment as 
amateurs move about, obtain newer equipment, or 
change interests. 

Periodic publications are available which 
are devoted exclusively to amateur RTTY. 
Such publications carry timely technical articles 
and operating information, as well as classified ads. 


The Teletype Corp. Model 28ASR teleprinter is 
used by many amateurs. In addition to the 
keyboard and page printer, this model contains 
facilities for making and sending perforated tapes. 


Radioteletype (RTTY) 


Over the years QST has carried a number of articles 
on all aspects of RTTY, including a detailed series 
by Hoff in 1965 and 1966. For a list of surplus- 
equipment dealers, information on publishers of 
RTTY periodicals, and a bibliography of all articles 
on RTTY which have appeared in QST, write to 
RTTY Т1.5., АВВГ Headquarters, 225 Main 
Street, Newington, CT 06111. U.S. residents 
should enclose a stamped business-size envelope 
bearing a return address with their request. 


"Types of Machines 


There are two general types of machines, the 
page printer and the tape printer. The former 
prints on a paper roll about the same width as a 
business letterhead. The latter prints on paper tape, 
usually gummed on the reverse side so it may be 
cut to letter-size width and pasted on a sheet of 
paper in a series of lines. The page printer is the 
more common type in the equipment available to 
amateurs. 

The operating speed of most machines is such 
that characters are sent at the rate of either 60, 67, 
75 or 100 wpm depending on the gearing ratio of a 
particular machine. Current FCC regulations al- 
low amateurs the use of any of these four speeds. 
Interchangeable gears permit most machines to 
operate at these speeds. Ordinary teletypewriters are 
of the start-stop variety, in which the pulse-form- 
ing mechanism (motor driven) is at rest until a 
typewriter key is depressed. At this time it begins 
operating, forms the proper pulse sequence, and 
then comes to rest again before the next key is 
depressed to form the succeeding character. The 
receiving mechanism operates in similar fashion, 
being set into operation by the first, pulse of the 
sequence from the transmitter. Thus, although the 
actual transmission speed cannot exceed about 60 
wpm (or whatever maximum speed the machine is 
geared for), it can be considerably slower, depend- 
ing on the typing speed of the operator. 

It is also possible to transmit by using perforat- 
ed tape. This has the advantage that the complete 
message may be typed out in advance of actual 
transmission, at any convenient speed; when trans- 
mitted, however, it is sent at the machine’s normal 
maximum speed. A special tape reader, called a 
transmitter-distributor, and tape perforator are 
required for this process. A reperforator is а device 
that may be connected to the conventional tele- 
typewriter for punching tape when the machine is 
operated in the regular way. It may thus be used 
either for an original message or for “taping” an 
incoming message for later retransmission. 


Fig. 15A-2 — Teleprinter letter 
code as it appears on perforated 
tape; start and stop elements do 
mot appear. Elements are num- 
bered from top to bottom; dots 
indicate marking pulses. Numer- 
als, punctuation, and other arbi- 


UPPER CASE 3 в E 
LOWER CASE- ABCDEFGHIJKLMNO 


Fig. 15A-1 — Pulse sequence in the teleprinter 
code. Each character begins with a start pulse, 
always a "space," and ends with a "stop" pulse, 
always a "mark." The distribution of marks and 
spaces in the five elements between start and stop 
determines the particular character transmitted. 


Teleprinter Code 


In the special code used for teleprinter opera- 
tion, every character has five “elements” sent in 
sequence. Each element has two possible states, 
either “mark” or “space,” which are indicated by 
different types of electrical impulses (ie.. mark 
might be indicated by a negative voltage and space 
by a positive voltage). At 60 wpm each element 
occupies a time of 22 milliseconds. In addition, 
there is an intial "start" element (space), also 22 
ms long, to set the sending and receiving mecha- 
nisms in operation, and a terminal “stop” element 
(mark) 31 ms long, to end the operation and ready 
the machine for the next character. This sequence 
is illustrated in Fig. 15A-1, which shows the letter 
G with its start and stop elements. 

At maximum machine speed, it takes 163 ms to 
send each character. This is the equivalent of 368 
operations per minute. At 75 wpm with this same 
code, 460 operations per minute result, and 600 
for 100 wpm. The letter code as it appears on 
perforated tape is shown in Fig. 15A-2, where the 
black dots indicate marking pulses. Figures and 
arbitrary signs — punctuation, etc. — use the same 
set of code impulses as the alphabet, and are 
selected by shifting the carriage as in the case of an 
ordinary typewriter. The carriage shift is accomp- 
lished by transmitting either the “LTRS” ог 
“FIGS” code symbol as required. There is also a 
“carriage return" code character to bring the 
carriage back to the starting position after the end 
of the line is reached on a page printer, and a “line 
feed" character to advance the page to the next 
line after a line is completed. 


Additional System Requirements 


To be used in radio communication, the pulses 
(dc) generated by the teletypewriter must be 
utilized in some way to key a radio transmitter so 
they may be sent in proper sequence and usable 
form to a distant point. At the receiving end the 
incoming signal must be converted into dc pulses 
suitable for operating the printer. These functions, 
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trary symbols аге secured by 
carriage shift. There are no 
lower-case letters on a teletype- 


writer using this 5-unit code. 


TELEPRINTE 
EQUIPMENT 


Fig. 15A-3 — Block diagram showing the basic 
equipment required for amateur RTTY operation. 


shown in block form in Fig. 15A-3, are performed 
by electronic units known respectively as the 
frequency-shift keyer or RTTY modulator and 
receiving converter or RTTY demodulator. 

The radio transmitter and receiver are quite 
conventional in design. Practically all the special 
features needed can be incorporated in the keyer 
and converter, so that most ordinary amateur 
equipment is suitable for RTTY with little or no 
modification, 


Transmission Methods 


It is quite possible to transmit teleprinter 
signals by ordinary “on-off” or "make-break" 
keying such as is used in regular hand-keyed cw 
transmission, In practice, however, frequency-shift 
keying is preferred because it gives definite pulses 
on both mark and space, which is an advantage in 
printer operation. Also, since fsk can be received 
by methods similar to those used for fm reception, 
there is considerable discrimination against noise, 
both natural and manmade, distributed uniformly 
across the receiver’s passband, when the received 
signal is not too weak. Both factors make for 
increased reliability in printer operation. 


Frequency-Shift Keying 
On the vhf bands where A2 transmission is 
permitted, audio frequency-shift keying (afsk) is 
generally used. In this case the rf carrier is 
transmitted continuously, the pulses being trans- 
mitted by frequency-shifted tone modulation. The 
audio frequencies used have been more-or-less 
standardized at 2125 and 2975 Hz, the shift being 
850 Hz. (These frequencies are the Sth and 7th 
harmonics, respectively, of 425 Hz, which is half 
the shift frequency, and thus are convenient for 
calibration and alignment purposes.) With afsk, the 
lower audio frequency is customarily used for 
mark and the higher for space. 
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Below 50 MHz, Fl ог fsk emission must be 
used. The carrier is on continuously, but its 
frequency is shifted to represent marks and spaces. 
General practice with fsk is to use a frequency shift 
of 850 Hz, although FCC regulations permit the 
use of any value of frequency shift up to 900 Hz. 
The smaller values of shift have been shown to 
have a signal-to-noise-ratio advantage, and 170-Hz 
shift is currently being used by a number of 
amateurs, The nominal transmitter frequency is the 
mark condition and the frequency is shifted 850 
Hz (or whatever shift may have been chosen) lower 
for the space signal. 


RTTY with SSB Transmitters 


A number of amateurs operating RTTY in the 
hf bands, below 30 MHz, are using audio tones fed 
into the microphone input of an ssb transmitter. 
With properly designed and constructed equipment 
which is correctly adjusted, this provides a satisfac- 
tory method of obtaining F1 emission. The user 
should make certain, however, that audio distor- 
tion, carrier, and unwanted sidebands are not 
present to the degree of causing interference in 
receiving equipment of good engineering design. 
The user should also make certain that the equip- 
ment is capable of withstanding the higher-than- 
normal average power involved. The RTTY signal is 
transmitted with a 100-percent duty cycle, i.e., the 
average-to-peak power ratio is 1, while ordinary 
speech waveforms generally have duty cycles in the 
order of 25 percent or less, Many ssb transmitters, 
such as those using sweep-tube final amplifiers, are 
designed only for low-duty-cycle use. Power-supply 
components, such as the plate-voltage transformer, 
may also be rated for light-duty use only. As a 
general rule when using ssb equipment for RTTY 
operation, the de input power to the final PA stage 
should be no more than twice the plate dissipation 
rating of the PA tube or tubes. 


FREQUENCY-SHIFT KEYERS 


The keyboard contacts of the teletypewriter 
actuate a direct-current circuit that operates the 
printer magnets. In the “resting” condition the 
contacts are closed (mark). In operation she 
contacts open for “space.” Because of the presence 
of de voltage across the open keyboard contacts in 
such an arrangement, they cannot normally be 
used directly to frequency-shift-key another cit- 
cuit. Isolation in the form of a keying relay or 
electronic switching is ordinarily used. 


Saturated-Diode Keying 

Perhaps the simplest satisfactory circuit for 
frequency-shift keying a VFO is the one shown in 
Fig. 1. This uses a diode to switch a capacitor in 
and out of the circuit, and is intended for use in a 
transmitter which heterodynes the VFO signal to 
the operating frequency. Because of the small 
number of parts required for the modification, 
they can often be mounted on a small homemade 
subchassis, which in turn is mounted alongside the 
VFO tube. Connection to the VFO circuit can be 
made by removing the tube from its socket, 


Frequency-Shift Keyers 


Fig, 1 — Frequency-shift keyer 
using saturated diodes 


ВЕСТ, ВЕС2 — 2.5 mH (Na ғ 
tional R-100 or equiv.]. 

S — Spdt rotary, toggle, or 
slide. 


wrapping the connecting lead around the tube's 
cathode pin, and reinserting the tube in its socket. 
The variable capacitors are adjusted for the desired 
shifts. Once set, the shifts will remain constant for 
all bands of operation. With this circuit the VFO 
frequency will be lower on space when the fsk 
driver of the RTTY demodulator shown later is 
used. If VFO “sideband inversion" takes place in a 
mixer stage of the transmitter, it will be necessary 
to key from the afsk driver output of the demodu- 
lator to send a signal which is “right side up." 

Be sure to use an МРО type miniature ceramic 
trimmer for best stability. Use only an rf choke 
wound on a ceramic form. Ferrite or iron-core 
types are not suitable because of excessive internal 
capacitance, so the National type R-100 is recom- 
mended. Use only the 1N270 diode specified. This 
diode is a special high-conductance computer type 
which provides maximum circuit Q, avoiding varia- 
tions in oscillator output level. 


"Shift-Pot" Keying Circuit 


The circuit of Fig. 2 may be used with 
transmitters having a VFO followed by frequency- 
multiplying stages. The amount of frequency mul- 
tiplication in such transmitters changes from one 
amateur band to another, and to maintain a 
constant transmitted frequency shift readjustment 
is necessary during band changes, In this circuit the 
natural VFO frequency is used for mark, and for 
space the frequency is lowered somewhat depend- 
ing on the current flowing through СКЈ. R1 
adjusts this current, and therefore controls the 
amount of frequency shift. As shown, the circuit 
may be keyed by the fsk driver stage of the RTTY 
demodulator shown later. If a keying relay is 
used, 01 may be omitted and the keying contacts 
(closed on mark, open on space) connected direct- 
ly from the junction of R1 and R2 to ground. 

Leads inside the VFO compartment should be 
kept as short as possible, Lead length to the 
remainder of the circuit is not critical, but to avoid 
inducing rf or 60-Hz hum into the circuit, shielded 
wiring should be used for runs longer than a few 
inches. Positive voltages other than 150 may be 
used for the bias supply; the value and wattage of 
R3 should be chosen to supply a current of 2mA 
or more to the 6.5-V Zener diode. 


Cw KEY (FOR NARROW 
‘SHIFT CW 10) 


зм SILVER. MICA 
EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 

їн MICROFARADS (УР); OTHERS. 
ARE IN PICOFARADS [pF OR yl; 
RESISTANCES ARE IN OHMS; 
44000, M«1000000 


Fig. 2 — “Shift-pot” frequency-shift keyer circuit, 

The shift-adjustment control may be remoted from 

the VFO circui 

CR2 — Zener, 6.5-V 400 mW (1N710 or equiv.). 

R1 — Linear-taper control, low wattage. 

Q1 — Audio transistor, npn silicon (Motorola 
MPS3394 or equiv.). 


AN RTTY DEMODULATOR 


Fig. 1 оп page 462 shows the diagram of a 
solid-state demodulator which can be built for 
approximately $60. Using surplus 88-mH toroidal 
inductors,’ the discriminator filters operate with 
audio tones of 2125 and 2295 Hz for copying 
170-Hz shift, which is used almost exclusively on 
the amateur bands these days, 

The demodulator is intended to be operated 
from a 500-ohm source. If only a 4- ог &ohm 
speaker output is available at the receiver, a small 
line to voice-coil transformer should be used 
between the receiver and the demodulator to 
provide the proper impedance match. An 
integrated-circuit operational amplifier, having very 
high-gain capability, is used for the limiter. The 
discriminator filters and detectors convert the 
shifting audio tones into dc pulses which are 
amplified in the slicer section, The keyer transistor, 


‘See QST Ham-Ads for suppliers of 88-mH 
toroids, 
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05, controls the printer selector magnets, which 
should be wired for 60-mA operation. The tele- 
printer keyboard is to be connected in series with 
the printer magnets, both being connected to the 
demodulator via J3. Typing at the keyboard will 
then produce local copy on the printer and will 
also produce voltages at J1 and J2 for frequency- 
shift keying a transmitter or an audio oscillator. 
The autoprint and motor-delay section provides 
optional features which are not necessary for basic 
operation, This section provides a simulated mark 
signal at the keyer when no RTTY signal is being 
received, preventing cw signals and random noise 
from printing “garble” at the printer. The motor- 
control circuit energizes the teleprinter motor in 
the presence of an RTTY signal, but turns off the 


DISCR, 
FILTER 


LIMITER 


моо: 
MAT 


SLICER 
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OPTIONAL TUNING-INDICATOR 
CIRCUIT 


R12 
mi 
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motor should there be no RTTY signal present for 
approximately 30 seconds, 


Adjustments 


With а VIVM, measure the +12-V supply 
potential, Ground the audio input to the de- 
modulator, and connect the VTVM to pin 3 of the 
IC. Adjust КЛ through its total range, and note 
that the voltage changes from approximately 1.6 V 
at either extreme to about *6 V at the center 
setting of КІ. Perform a coarse adjustment of R1 
by setting it for a peak meter reading, approxi- 
mately +6 У. Now move the УТУМ lead to pin 6 
of the IC. Slowly adjust R1 in either direction, and 
note that adjustment of just a small fraction of a 


OPTIONAL 
FSK DRIVER 


VALUES OF CAPACITANCE ARE 
т MICROFARADS | у); OTHERS 


à 000, M-1000000. 


Parts for optional tuning-indicator circuit: 

CR22, CR23 — Silicon diode, 50 PRV or greater 
(14816 or equiv.). 

М1 — 0-1 MA dc meter (Shur 

Q31 — Audio transistor, npn 
3394 or equiv.) 


8336 or equiv.) 
оп (Motorola MPS 


2000-ohm  linear-taper control, sub- 
re, for horizontal circuit-board mount- 


ing (Mallory МТС 2314 or equiv.). 


POWER, 


An RTTY Demodulator 


AUTOPRINT AND MOTOR DELAY 
жду 


POWER SUPPLY 


сап THRU 
Z CRIA, INCL. 


T2 
он2у 
оц o43V 
ФА 
FUSE 
(ТОМАС — Q5QI2 MJE340 Н 
BRASS PLATE &°%\ 
«(о ш о)г 
ооо, 
BRASS PLATE 7 
IS CONNECTED TO COLLECTOR 
C1 — Optional 
C2 — .033 pF, paper or Mylar, 75- or 100-volt 
rating. 


СЗ — .01 ШЕ Mylar or disk, 600 volt. Omit if af 
keying output is not used. 

CR1, CR2, CR7, САВ, СВО, CR15-CR18, incl., 
CR20 — Silicon diode, 50 PRV or greater(1N4816 
or equiv.) 

CR3-CR6, incl. — Germanium diode, type 1270. 

CR10-CR14, incl. — Silicon rectifier, 400 PRV or 
greater (1N4004 or equiv.). 

СВ19 — Zener diode, 12-V, 1-W (Sarkes-Tarzian 
VR-12 or equiv.). 


MANUAL 
MOTOR. 
CONTROL 


X САМО 55 OPTIONAL FOR 87-3 
ONLY, SEE DISCR.FILTER SECTION OF 
TEXT. # OMIT СЗ AND Jt IF AFSK 
OUTPUT 15 NOT USED 


EXCEPT AS INDICATED, DECIMAL. 
VALUES OF CAPACITANCE ARE 

їч MICROFARAOS (pF), OTHERS 
ARE IN PICOFARADS (pF OR уу); 
RESISTANCES ARE IN OWNS; 
11000, M+1.009000 


CR21 — Zener diode, 4.3-V, 400-mW (1N4731 ог 


equiv. 

J1, J2 — Phone jacks. Omit J1 if af keying output 
is not used, 

33 — Phone jack, single circuit, shorting, 

K1 — 110-V dc relay, dpdt contacts with 10-A 
minimum rating (Potter and Brumfield type 
KA11DG or equiv.). 

L1, L2 — 88 mH toroid. 

01, Q6, 08, Q9, 011, Q21 — Audio transistor, npn 
silicon (Motorola MPS3394 or equiv.). 

Q2, Q7, Q10 — Audio transistor, pnp silicon 
(Motorola MPS3702 or equiv.). 

, Q4 — General-purpose transistor, npn silicon 
(Motorola MPS2926 or equiv.). 

05, 012 — Audio transistor, npn silicon, 300-V 

collector-emitter rating (Motorola MJE340 or 


0,000-ohm linear taper control, sub- 
miniature, for horizontal circuit-board mount- 
ing (Mallory MTC-14L4 or equiv.). 

R 


R5 — 82,000 ohms. 

R6 — 0.1 megohm. 

R7 — 1000 ohms, 

R8 — 560 ohms. 

51-55, incl. — Spst toggle. S5 optional. 

Т1 — Power; primary 120 V; secondary 125 V 
IcticagoStancor РА ВАЗ ‘or Tried NSIX or 
equiv.). 

T2 — Power; primary 120 V; secondary 12 V, 350 
mA (Chicago-Stancor P8391 or equiv.). 

U1 — Integrated-circuit operational amplifier, 
A741, TO-5 package. 


Fig. 1 — The ST-4 RTTY demodulator (by Hoff — from QST, April 1970). Unless otherwise indicated, 
resistors are 1/4-watt 10-percent tolerance. Capacitors with polarity indicated are electrolytic. Dc 
operating voltages are indicated in the limiter, slicer, keyer, and autoprint and motor delay circuits. All 
voltages are measured with respect to chassis ground with a VTVM. In the slicer and keyer stages, voltage 
values above the line should appear with a mark tone present at the demodulator input, while values 
below the line appear with a space tone present. In the autoprint and motor delay circuit, voltage values 
above the line occur with a mark or space tone present while those values below the line are present with 


only receiver noise applied at the demodulator input. 


turn causes the voltage to swing from approxi- 
mately +1 V to +11 V. Carefully perform a fine 
adjustment of R1 by setting it for a voltmeter 
reading of half the supply voltage, approximately 
+6 V. Next, again measure the voltage at pin 3. If 
the potential is approximately +6 V, R1 is properly 
set, If the potential is in the range of +2 V or less, 
RI is misadjusted, and the procedure thus far 
should be repeated. 

Next connect the VTVM to point A. With a 
mark-tone input, adjust the tone frequency for a 
maximum reading around —2.5 volts, Then change 
the tone for maximum reading on the space 
frequency. Adjust R2 until the voltages are equal. 


The RTTY demodulator may be constructed on a 
large circuit board which is mounted inside a 
standard aluminum chassis, as shown here, A 
decorative self-adhesive paper provides the grained- 
wood appearance. The meter is optional and 
provides a tuning indication for use in the hf 
amateur bands. 


With afsk at vhf, audio tones modulating the 
carrier are fed from the receiver to the RTTY 
demodulator. At hf, the BFO must be energized 
and the signal tuned as if it were a lower sideband 
signal for the proper pitches. If the tuning- 
indicator meter is used, the hf signal should be 
tuned for an unflickering indication, А VTVM 
connected at point A of Fig. 1 will give the same 
type of indication, An oscilloscope may be con- 
nected to the points indicated in the filter section 
and used for a tuning indicator, as shown in the 
accompanying photographs. 


Oscilloscope presentations of the type obtained 
with the scope mark and scope space connections 
in the filter section are made, For these displays 
the mark frequency is displayed on the horizontal 
axis and the space frequency on the vertical axis. 
The signals appear as ellipses because some of the 
mark signal appears in the space channel and vice 
versa, Although only one frequency is present at a 
given instant, the persistence of the scope screen 
permits simultaneous observation of both fre- 
quencies. The photo at the left shows a received 
signal during normal reception, while the photo at 
the right shows a signal during unusual conditions 
of selective fading, where the mark frequency is 
momentarily absent. 


AMATEUR TELEVISION (ATV) 


Television is not exactly new to amateur radio. 
Enterprising amateurs have been playing with this 
branch of the electronics art for a matter of 45 
years or тоге. Files of QST dating back to the ‘20s 
offer proof that there was amateur television 
before many of our present-day amateurs were 
born. The methods used then bore little resem- 
blance to the techniques employed today, but 
hams were sending and receiving pictures (or trying 
to) two generations ago. 


QST camied many articles on television from 
1925 on, and there was plenty of interest. But the 
work was being done by the motor-driven scanning 
disk method, and it was doomed to failure. Though 
many dollars and man-hours were spent on the 
problem, nobody succeeded in developing mechan- 
ical systems that were completely practical. As 
early as 1928, а 057 author was pointing out the 
possibilities of electronic television, using the then 
rare-and-expensive cathode-ray tube. The days of 
the scanning disk were numbered. 

But predicting the coming of electronic tele- 
vision and bringing it about were two quite 
different matters. Though it had become fashion- 
able, by 1931, to say that “Television is just 
around the corner,” the cathode-ray tube was a 
laboratory curiosity, and it was to remain so for 
some years to come, as far as most amateurs were 
concerned. Not until 1937 was the subject of 


An actual 440-MHz TV picture transmitted with 
the equipment shown in Fig. 15B-2. 
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Fig. 158-1 — Block diagram of the television system used by W2BK, formerly W2LNP. (From 057, 


June, 1950.) 


television to appear again in QST. By then the 
problems involved in electronic television were 
gradually being solved, Usable components were 
beginning to appear, and television experimental 
work loomed as a possible field for the more 
advanced amateur. For more than two years almost 
every issue of QST carried something on television, 
but it was mostly concerned with the receiving 
end. The generation of a television picture for 
transmission was still considered to be beyond the 
radio amateur, until moderately priced iconoscope 
tubes were introduced for amateur use in 1940. 
Television transmitter and camera design were 
treated extensively in QST for 1940. 

The highly involved and expensive process 
required in getting on the air for actual television 
communication was just too much for most ama- 
teurs, and progress in amateur television slowed to 
a standstill until well into the postwar period. At 
that time, availability of most of the needed 
components on the surplus market gave amateur 
television the push that it had always needed, and 
the period since 1948 has seen more amateur TV 
activity than existed in all previous years com- 
bined, By 1960, color-TV signals were being 
transmitted by amateurs, 

From several cities in this country has come 
news of activity in amateur television. Much of the 
effort has been concerned with transmitting. The 
trend in this country has been to use transmitting 
systems that would tie in with those employed in 
commercial services, so that ordinary home tele- 
vision receivers could be used for amateur work by 
the addition of a simple converter. In this country 
amateur TV is limited to the frequencies from 420 
MEZ up, because of the bandwidth involved.. 


Fig. 158-2 — The transı ing portion of a 
complete ATV station. The video system utilizes a 
modified RCA TV Eye closed-circuit camera and 
control unit, shown at the left. The 440-MHz 
TV signal comes out the BNC connector at the end 
of the mixer-amplifier chassis. The power supply 
and bias battery are also visible in the photograph. 
(From QST, November, 1962) 


A Novel Way to Get Started 


The cost and complexity of TV gear has so far 
left most amateurs convinced that television is not 
for them, but ways have been found to cut corners. 
There have been several ideas developed for bring- 
ing the transmission of television nearer to the 
abilities of the average experienced ham. One such 
simplified system was developed by J. R. Popkin- 
Clurman, W2LNP, later to become W2BK. This 
system simplifies matters for the ham who would 
like to transmit transparencies (film negatives or 
positives, movies, diagrams, visual messages) with- 
out going into the complexities of camera design 
and construction. It also lets а local TV station and 
a standard TV receiver do some of the work, as 
shown in block-diagram form in Fig. ISB-l. А 
standard TV receiver is tuned to a local station and 
the lead from the receiver video amplifier to the 
cathode-ray tube is disconnected and the output of 
the amplifier is fed to a blanking generator. The 
output of the blanking generator is applied to the 
receiver cathode-ray tube, the raster of which is 
used as a light source. 

In the simplest form of picture transmission, a 
transparency is placed directly on the face of the 
cathode-ray tube, which for this purpose can be 
almost any type, including those with P-7 phos- 
phor. Light from the raster, passing through the 
transparency, is picked up by a photo tube and 
multiplier and fed to a video-amplifier unit that 
includes a high-frequency peaker and possibly a 
video phase inverter. The latter is used only if it is 
desired to transmit negatives in positive form. 
After passing through a clipper and blanking 
inserter and a mixer, the signal is ready for the 
modulator and transmitter. Sound and video are 
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transmitted on the same channel, first by frequen- 
cy modulating a 4.5-MHz oscillator. The 420-MHz 
transmitter is modulated simultaneously with this 
signal and the video, by means of the video-sound 
modulator. 

The signal thus transmitted has all the charac- 
teristics of a commercial video transmission, and 
may be received on any standard home television 
receiver equipped with a 420-MHz converter. In 
the absence of a local TV station it is merely 
necessary to derive the sync and blanking from the 
receivers own sweep circuits. In this case the 
picture will have only 262 lines, noninterlaced. It 
retains the same horizontal resolution, but the 
vertical resolution is reduced. In this type of 
operation it is desirable to sync the vertical to the 
60-Hz power supply, to reduce hum effects. 

The photo tube may be a 931-A multiplier 
type, available as surplus, The output of the photo 
tube is fed into a series of video amplifiers, one of 
which is a high-frequency peaker. This is necessary 
to compensate for the build-up and decay times of 
the cathode-ray tube's phosphor screen, 

The rf section of the transmitter is crystal- 
controlled. The receiver has a crystal mixer and a 
616 oscillator, followed by a cascode amplifier 
working into a home television receiver. The 
channel used for the i-f should be one that is not in 
use locally, and should be in the low-TV band for 
best results, 

The system may ђе adapted for transmission of 
movies. A film-projector light source is removed, 
and the photo tube installed in its place. A 60-Hz 
synchronous motor is used to drive the film 
sprocket and the film is run at 30 frames per 
second instead of 16 or 24. It is necessary to blank 
the raster during the film pull-down time, Pictures 
of live subjects may also be transmitted by 
projecting the light from the raster on the subject 
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and collecting the reflected light with a condens- 
inglens system for the photo tube. Considerably 
greater light is needed than for transparencies, and 
а STP4 or a SWPIS projection cathode-ray tube, 
with its associated high voltage, is suitable. 


Adapting Closed-Circuit TV Systems 


By adapting closed-circuit TV systems, a num- 
ber of amateurs have been able to get a picture on 
the air without having to struggle with cut-and-try 
methods, not to mention the mechanical problems 
of camera construction, A manufactured TV cam- 
era and control unit are used, along with home- 
built rf sections necessary for the ATV station. 
Such a system is not restricted to sending slides or 
stills, It is capable of transmitting a moving picture 
ional quality. Such a station is shown in 


Many closed-circuit TV cameras provide a 
picture signal on any regular TV channel from 2 to 
6, inclusive. In a typical system, the camera 
contains a vidicon camera tube, a three-stage video 
amplifier, a video output stage, a 55- to 85-MHz 
tunable oscillator, and a modulator stage that 
combines the rf, video, and sync signals from a 
control unit, The control unit contains the hori- 
zontal and vertical deflection circuits for the 
vidicon tube, a protective circuit that prevents 
damage to the vidicon in the event of а sweep- 
circuit failure, a blanking and vertical sync stage, 
and the power supply. For use in an ATV station, 
most amateurs choose to modify the camera 
oscillator circuit to provide crystal-controlled op- 
eration on a locally unused low TV channel. In this 
way, a regular TV receiver can be used as a 
monitor. The video-modulated rf signal from the 
camera is fed through amplifier and mixer stages to 
derive the transmitted video signal. For reception, 
а converter is used ahead of a regular TV receiver. 


SLOW-SCAN TELEVISION (SSTV) 


Because of the required bandwidth, amateur 
TV transmissions in this country are limited to the 
frequencies above 420 MHz. With essentially line- 
of-sight propagation of signals at these frequencies, 
it has always been necessary for an amateur 
wishing to engage in ATV to interest another local 


Fig. 51С-1 — A typical slow-scan TV picture. 


amateur in this mode, or for him to work into a 
local group which may already be active if he did 
not wish to transmit pictures merely for his own 
amusement. For this reason, ATV has had little to 
offer to the amateur who lives in a sparsely 
populated area, perhaps hundreds of miles from 
any large city. Slow-scan TV, on the other hand, 
offers a great deal. By using voice-channel band- 
widths, SSTV transmissions may be used in any 
amateur band except 160 meters. The amateur in 
the sparsely populated area can exchange pictures 
with the fellows in the big city, the next state, or 
even with fellows in other countries. 

Work in the area of SSTV was pioneered by a 
group of amateurs headed by Copthorne Mac- 
donald, W4ZII (later to become in succession, 
WA2BCW, WA@NLQ, WA2FLJ, and WIGNQ). 
The first of Macdonald’s several articles on the 
subject appeared in QST in 1958. Early on-the-air 
tests took place in the then-available 11-meter 
shared band, the only hf amateur band where 
“facsimile” transmissions were permitted. The 
video information was transmitted as amplitude 
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modulation of a 2000-Hz subcarrier tone, which in 
turn was fed into the speech-amplifier circuits of a 
conventional transmitter. 

The loss to U.S. amateurs of the 27-MHz band 
in September 1958 did much to dampen the 
enthusiasm of would-be slow scanners. However, 
special temporary authorizations were granted by 
the FCC to a few amateurs for the purpose of 
making experimental SSTV transmissions, first on 
10 meters, and later on 20 meters. Tests by 
WA2BCW and others in 1959 and 1960 indicated 
that signal fading and interfering transmissions 
from other stations caused considerable degrading 
of pictures received from subcarrier a-m (scam) 
transmissions. This led to experiments with subcar- 
tier fm (scfm) transmissions, and the superiority of 
this technique for average propagation conditions 
was immediately recognized. The resulting stan- 
dards proposed by Macdonald in January 1961 
have since been adapted and are in use today (see 
Table I). In the scfm system, the frequency of the 
audio tone conveys the video information, with 
1500 Hz representing black and 2300 Hz represent- 
ing white, Intermediate shades of gray are transmit- 
ted with intermediate-frequency tones. Tones of 
1200 Hz (ultrablack) are used to transmit vertical 
and horizontal syne pulses. The success of experi- 
ments in the mid '605 on 20 meters with scfm, and 
especially the fact that SSTV occupies a normal 
voice-channel bandwidth with no side-frequency 
products to cause interference on adjacent chan- 
nels, led to changes in the FCC rules. 


SSTV Emissions 


Since August 1968, narrow-band A5 and FS 
emissions (SSTV) have been permitted in the 
Advanced and Extra Class portions of 75, 40, 20 
and 15 meters, in all but the cw-only portions of 
10, 6, and 2 meters, and the entire amateur range 
above 220 MHz. The regulations permit the trans- 
mission of independent sidebands, with picture 
information contained in one sideband and voice in 
the other. Few amateurs today are equipped for 
this type of operation, however. The usual practice 
is to intersperse picture transmissions with voice 
transmissions on single sideband. 

A stipulation in the U.S. regulations limits the 
bandwidth of А5 or F5 emissions below 50 MHz; 
they must not exceed that of an АЗ single-sideband 
emission, approximately 3000 Hz. This precludes 
the use of an a-m transmitter with the standard 
SSTV subcarrier tones. Most amateurs operating in 
the hf bands feed the video information as a 
varying-frequency tone into the microphone input 
of an ssb transmitter, and with carrier suppression, 
F5 emission results. A seldom-used but quite 
feasible alternative is to frequency modulate an те 
oscillator with video signals from the camera. 

Because of the narrow bandwidth used, tape 
recordings of SSTV video signals can be made with 
an ordinary audio tape recorder running at 3 3/4 
inches per second. Nearly every slow scanner 
preserves some of his on-the-air contacts on tape, 
and most prepare an interesting program to be 
transmitted. A good number of amateurs begin 


The SSTV Viewing Adapter with the top cover 
removed. The adapter may be constructed on 
Vectorbord, as shown. The transformer near the 
rear (left) is in the power supply circuit; the one 
near the front is in the video detector stage. On the 
front panel are the power switch and indicator, the 
manual vertical-sweep push button, and vertical 
sync control. Phono jacks on the rear panel are for 
connections to the oscilloscope and receiver. Two 
banana jacks are used for the CRT connections. 
(Originally described in QST for June, 1970, by 
WTABW and W7FEN.) 


making two-way picture transmissions while 
equipped with nothing more than a receiving 
monitor and a tape recorder, in addition to 
ordinary station equipment. In lieu of a camera, 
they enlist the aid of a friend having the proper 
equipment to prepare a taped program which is 
sent during transmissions. Because of the slow 
frame rate with SSTV (one picture every 7 or 8 
seconds), live pictures of anything except still 
subjects are impractical, Viewing a series of SSTV 
frames has frequently been compared to viewing a 
series of projected photographic slides. 
Experiments are currently being made with the 
transmission of color pictures by SSTV. Various 
techniques are being used, but in essence the 
process involves the sending of three separate 
frames of the same picture, with a red, a blue, and 


TABLE | 


Amateur Slow-Scan Standards 
60-Hz Areas —— 50-Hz Areas 
Sweep Rates: 
Horizontal 15 Hz 
(60 Hz/4) 
8 sec. 
No. of Scanning Lines 120 
Aspect Ratio t 
Direction of Scan: 
Horizontal 
Vertical 
Sync Pulse Duration: 
Horizontal 
Vertical 
Subcarrier Freq.: 
Sync 
Black 
White 
Req. Trans. 
Bandwidth 


16 2/3 Hz 
(50 Hz/3) 
7.2 зес. 


120 
11 11 


Vertical 


Left to Right 
Top to Bottom Top to Bottom 


Left to Right 


5 millisec. 
30 millisec. 


5 millísec. 
30 millisec. 


1200 Hz 
1500 Hz 
2300 Hz 


1200 Hz 
1500 Hz 
2300 Hz 


1.0t02.5 kHz 1.0 to 2.5 kHz 


MANUAL VERT — VERTICAL 
m pe 8 TRIGGER 
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EXCEPT AS INDICATED, DECIMAL VALUES OF 
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RESISTANCES ARE IN ONMS; k* 1000, 


Fig. 1 — Schematic diagram of the slow-scan adapter. Capacitors with polarity indicated are electrolytic, 
others are ceramic or paper, except as indicated. Variable resistors are composition controls, linear taper. 


Resistors аге 1/2-watt. 

C1 — 4-ШЕ, 25-volt, nonpolarized tantalum, 

C2 — 2-ЏЕ, 25-volt, Mylar. 

J1-J3, incl. — Phono jack. 

L1, L2 — Variable inductor, approx. 200 mH 
(Miller 6330, UTC HVC-6, or Stancor WC-14) 

L3 — 10-H, low-current choke, 3000-volt insula- 
Чоп from ground (Burstein-Applebee 18A959). 


a green filter successively placed in front of the 
camera lens for each of the three frames. At the 
receiving end of thc circuit, corresponding filters 
are used and each frame is photographed on color 
film. After a tricolor exposure is made, the 
photograph is developed and printed in the normal 
manner. The use of Polaroid camera equipment 
with color film is popular in this work because it 
affords on-the-spot processing. Color reproduction 
by this technique can be quite good. 


SLOW-SCAN TV VIEWING ADAPTER 
FOR OSCILLOSCOPES 


The slow-scan TV adapter shown in Figs. 1-4, 
incl, permits the ham with an oscilloscope to 
view slow-scan TV with a minimum of investment 
and effort. The adapter has been used successfully 
with several oscilloscopes, including the Tektronix 
514, Dumont 304, Heathkit 10-18, Heathkit 
10-10, and a Navy surplus scope, OS-8B. 


01-09, та. — 
2N3641-3. 

T1 — 6.3-volt, low current, 3000-volt insulation. 

U1 — Operational amplifier (Fairchild MA709, 
Texas Instruments SN6715 or Motorola 
SC4070G). 


2N718, 2N697, 2N2222, or 


The oscilloscope's horizontal scan must be able 
to synchronize from an external trigger at 15 Hz. 
Тће scope should have a dc vertical input that will 
accept 10 volts. If the scope does not have a dc 
input, the vertical deflection amplifier may be able 
to be driven directly. The circuit shown in Fig. 3 
was used with the Heath 10-18, This arrangement 
should be adaptable to other scopes not having a 
dc input, but R1 and R2 would have to be scaled 
to provide proper centering. 

Most oscilloscopes have cathode-ray tubes with 
а Pl phosphor. The P1 phosphor is of short 
persistence, which is not suitable for slow-scan TV. 
Therefore, the P1 tube should be replaced with a 
P7-phosphor tube which has the long persistence 
required. The last two characters of the CRT type 
usually indicate the phosphor, and most types are 
available in several different phosphors. The Heath 
10-18 uses a SUP1 which was replaced with a SUP7 
at a cost of less than $15.00.1 If a direct substitute 
cannot be found, it may be possible to find a 
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EXISTING CIRCUIT 


n" 


Fig. 2 — At A, a circuit which may be added to increase the contrast of the SSTV adapter, and at B, an 
alternative circuit using surplus 88-mH toroidal inductors for L1 and L2. If the circuit of A is used, the 
18,000- and 22,000-ohm resistors shown connected to the base of Q1 in Fig. 1 are unnecessary. 


surplus CRT of another type which will function. 
The Dumont 304 used a 5АВР1 CRT, which was 
replaced with a 5CP7. This CRT was obtained on 
the surplus market for less than $5.00.2 If the 
purchase of a new oscilloscope is anticipated, a 
P7-phosphor cathode-ray tube should be requested. 


Adapter Circuit Design 


The schematic diagram of the slow-scan TV 
converter is shown in Fig. 1. The slow-scan signal 
from the audio output of a communications 
receiver, tape recorder, or other source is fed into 
the input of an integrated-circuit operational amp- 
lifier having a gain of 300. Therefore, à 0,1-volt ас 
peak-to-peak signal causes the amplifier to limit at 
the supply voltages, and the limited output will be 
approximately 28 volts ac peak-to-peak. The limit- 
ed signal is then fed to a series video discriminator. 
The output of the video discriminator is fed to Q1, 
а video amplifier with а 6,3-volt ac filament 
transformer as a collector load, The transformer is 
used to provide voltage step-up. A transformer 
with 3000-volt insulation from ground is used, as 
the CRT grid circuit has a 1400-volt potential 
which must be insulated from ground. The video is 
then full-wave rectified and fed to а 1000-Hz filter. 
The output video de is then connected across the 
scope CRT's series grid resistor to modulate the 
CRT intensity. 

The output of the video discriminator is also 
fed to a 1200-Hz sync discriminator. This circuit 
passes only the 1200-Hz sync pulses. The 1200-Hz 
sync pulses are then rectified, filtered and fed to a 
two-stage amplifier, Q2 and ОЗ. The,output of this 
squarer provides 15-volt sync pulses, 

А S-volt sawtooth voltage is required for 
vertical sweep on the oscilloscope. This voltage 
should have a very fast rise time and a linear decay. 
А sync separator circuit is used to separate the 
30-ms vertical pulses from the 5-ms horizontal 
pulses. The vertical pulses are fed into the vertical 
trigger, a one-shot multivibrator. Provision is made 


1 Available from Bar, Electronics, 512 Broad- 
10012, 


way, New York, NY 
3 Catalog SC2799P7, Fair Radio Sales, P. О. 


Box 1105, Lima, OH 45802. 


for manually triggering the vertical sweep with a 
front-panel push button, S1, in case a vertical sync 
pulse is missed. The multivibrator triggers а transis- 
tor switch, Q6, that instantaneously charges C2 
every time a vertical sync pulse is received. This 
capacitor is discharged at a linear rate through Q7. 
The base of Q7 is biased by two diodes at 1.2 volts. 
Thus, the current through the 0.47-megohm 
emitter resistor is held at a constant value, giving a 
linear voltage discharge across C2. This sawtooth 
voltage is sampled by a Darlington transistor 
follower, Q8 and Q9, whose output will sweep 
from 10 to 5 volts dc when receiving slow-scan ТУ. 
The value of 5 volts was chosen so that when a 
signal is not present, the dot on the scope CRT will 
be off the screen. 

If the capability for high contrast is desired, the 
video signal level may be increased by adding a 
2N718 transistor ahead of Q1, as shown in Fig. 2A. 
For those who wish to use 88-mH toroids in place 
of the variable inductors, L1 and L2, the circuit of 
Fig. 2B may be used. 


Construction 


The layout is relatively noncritical with the 
exception of the 6-volt ac filament transformer 
which will have high voltage on the secondary, so 
necessary precautions must be taken. It should be 
mounted away from the power transformer to 
minimize hum pickup. High-voltage wire is used to 
bring the CRT grid connection into the unit. 
Sockets were used for the IC amplifier and 
transistors; however, the components can be 
soldered directly into the circuit. The vertical-scan 
output lead should be shielded. Several types of 
transistors may be used; the circuit was designed 
for devices with a minimum beta of 50. A variety 
of integrated operational amplifiers may be used; 
however, the 709 was chosen because of its low 
cost and availability, 


Scope Modification 


The potential between the CRT’s control grid 
and the cathode varies the intensity. The control 
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Fig. 3 — Amplifier circuit to provide a do vertical 
input for ac-only oscilloscopes. Capacitors are 
ceramic, and resistors are 1/2-watt. The switch, S1, 
may be any convenient type. The operational 
amplifier, U1, is a Fairchild МА709. R1 and R2 
should be adjusted in value to give proper 
centering, if necessary. 


grid usually has an isolation resistor in series with 
the negative voltage lead, Video from the converter 
is connected across this resistor to vary the 
intensity of the CRT, This resistor should be at 
least 100 КО, If it is not this large in the existing 
scope circuit, it should be changed. This will have 
no effect on the scope’s operation, since this 
control grid draws no current. There is usually 
ample room on most scopes to install two addition- 
al insulated jacks on the terminal board that has 
the direct deflection-plate connections, 


Adjustment 


1) Connect the scope’s vertical input to test 
point 1. 

2) Connect a 2350-Hz signal to the input and 
adjust the video discriminator coil L1 for minimum 
indication on the scope. This is usually with the 
slug fully inserted. 

3) Connect the scope to test point 2. Change. 
the input to 1200 Hz and peak the sync discrimina- 


Fig. 4 — Power supply for the adapter. Capacitors 
are electrolytic. Resistors are 1/2-watt unless other- 
wise specified, 
CR1-CR4, incl. — Silicon type, 200 PRV or greater 
(Motorola 1144002, 1N4004 ог 1N4007). 
САБ, CR6 — 15-volt, Таман Zener (Centralab 
F4128-4, Unitriode 02715). 
P1 — Fused line plug. 
— Toggle. 
— 40-volt ct, 100 mA (Triad F90X). 
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tor coil L2 for maximum indication on the scope. 
Connect a dc voltmeter between the collector of 
Q3 (sync level) and ground. With a 1300-Hz tone 
fed to the input of the adapter, adjust the 50,000 
ohm sync adjust control to the point where the dc 
voltmeter just reads *15 volts, 

4) Make the connections from the adpater to 
the oscilloscope’s external sync, vertical input, and 
the CRT grid. 

5) Connect the adapter’s input to the receiver 
or tape recorder. 

6) Set the contrast control at midposition and 
the sync control to maximum, 

7) Adjust the scope's sweep to 15 Hz for 
trigger lock. 

8) Adjust the size of the raster with the scope 
horizontal and vertical size controls until a square 
raster is obtained. 

9) Adjust the adapter contrast and the scope 
intensity controls until a clear picture is obtained. 
If the picture is- negative, the connections to the 
CRT grid should be reversed. 

10) When a picture is obtained, the sync 
level should be adjusted to a point just before 
sync is lost. This will eliminate false triggering 
when copying weak signals and, if a vertical sync 
pulse is missed, the manual trigger can be used. 

The finished adapter can be finally tested in 
several ways: 

1) Tune to one of the SSTV frequencies listed 
below and look for a station transmitting SSTV. 
Tune the signal as you normally would for ssb, It is 
a good idea to tape-record a few pictures off the air 
— they then can be played back as often as 
necessary while adjusting the adapter. 

2) Send a blank recording tape (with return 
postage) to any amateur who is equipped with an 
SSTV flying-spot scanner or camera. All amateurs 
in this field are happy to make a tape to get a 
newcomer going. 

3) Listen to the SSTV frequencies. You may 
find a nearby amateur is on the air with SSTV. 
You can take your adapter to his shack to try it 
directly on a picture generator. 

The slow-scan TV adapter has given good 
pictures on the scopes tried. A hood should be 
provided around the CRT face for direct viewing. 
Scopes with CRT tubes that have an accelerator 
will provide a brighter scan. The Heath IO-18 scope 
uses a CRT without the accelerator, and the 
brightness was noticeably less than others tried. 


At the present time, most SSTV operation 
takes place on 20 meters, on or above 
14,230 kHz. Local nets operate on 3845 
kHz. Other hf calling and working frequen- 
cies are 7171, 21,340, and 28,680 kHz. (In 
the U.S., SSTV emissions are authorized in 


the Advanced and Extra Class portions of all 
hf phone bands.) Stations from all conti- 
nents are to be found on SSTV. The DX 
capability of SSTV is being demonstrated 
daily by picture exchanges between the U.S. 
and Canada and foreign amateurs, 


Facsimile 
FACSIMILE 


Facsimile (FAX) is an electronic or electro- 
mechanical process by which graphic information 
is transmitted by wire or by radio to a distant 
receiving point, where it is recorded in a permanent 
printed form, Common uses of FAX include the 
transmission of maps, schematic diagrams, 
drawings, photographs, and other fixed images. At 
the present time, amplitude modulated facsimile 
(A4) is permitted in the U.S. on six meters 
between 50.1 and 54.0 MHz, on two meters 
between 144.1 and 148.0 MHz, and on all amateur 
frequencies above 220 MHz. Frequency modulated 
facsimile (F4) is permitted on all amateur frequen- 
cies above 220 MHz. 


FAX TRANSMISSION 


The most common method of converting writ- 
ten or printed images into the electrical signals 
used for modulating a transmitter involves photo- 
electric scanning. The material to be transmitted is 
wrapped around a cylinder or drum which is 
rotated about its longitudinal axis, while a tiny 
spot of light is projected on the surface of the 
material, The reflected light from the subject copy 
is focused on a photoconductive tube or photo- 
multiplier, The amplified output of the phototube 
is an electrical analog of the varying light in- 
tensities reflected from the information being 
scanned, Each rotation of the drum provides one 
scanning line, As the drum turns, it is slowly 
moved laterally by a lead screw, causing slight 
separation of adjacent scanning lines, In this 
manner, the scanning beam strikes the subject copy 
in the form of a helix. 

The band of frequencies that the output of the 
phototube occupies is called the baseband. The 
baseband ordinarily consists of varying dc levels 
(which represent the range of densities from white 
to black on the copy) and frequencies in the low 
audio and subaudio range (which arise from the 
rapid transitions between the various densities 
encountered by the scanning beam). On some 
systems, maximum output is interpreted as white, 
minimum output is interpreted as black, and 
intermediate values represent shades of grey. Other 
systems use the opposite scheme. The baseband 
signal may be used to vary the frequency of a 
voltage-controlled oscillator, in order to generate 
an fm subcarrier (not unlike an SSTV subcarrier) in 
which the highest frequency represents white, the 
lowest frequency represents black, and inter- 
mediate frequencies represent grey (or vice-versa). 
Alternatively, the baseband signal may be used to 
vary the amplitude of a constant-frequency sub- 
carrier. 

Another method sometimes used is to interrupt 
the reflected light from the subject copy by placing 
a chopper wheel between the light source and the 
phototube. If the light is interrupted 2400 times 
per second, the output of the phototube is an 
amplitude modulated 2400-Hz subcarrier. This 
system is used in the Western Union Telefax 
transceivers described later in this chapter. 


The Telefax transceiver with cover removed. The 
shaft along which the drum traverses is visible at 
the left of the drum. The photo-optic assembly 
may be seen on the right-hand side of the chassis, 
just behind the drum. 


RECEIVING FAX 


Most FAX receiving systems available to the 
amateur operate on an electromechanical basis. 
Received a-m subcarrier signals may be demodu- 
lated with a diode or other envelope detector. Fm 
signals are first passed through a limiter to remove 
amplitude variations, and then through a discrimi- 
nator and detector, The output from the detector 
in either case is a varying dc signal corresponding 
io the lightness and darkness variation in the 
subject material There are several methods cur- 
rently used to transfer the varying dc signal into а 
printed record of the original copy. Some of the 
more common processes include the use of electro- 
lytic paper, electrothermal paper, and photosen- 
sitive paper. 

The action of electrolytic paper is based on the 
change of color that results from the passage of an 
electric current through an iron stylus and paper 
treated with a special electrolyte. A sheet of paper 
is wrapped around a metal drum on the receiving 
machine, and the amplified signal voltage is applied 
between the pointed stylus and the drum, The 
variation in current caused by the signal voltage 
appears as variations in the darkness of the paper. 
The drum rotates, and simultaneously either the 
drum or the stylus moves laterally, in order to 
separate the adjacent lines. A drum and stylus are 
used with electrothermal paper, which has a 
coating that breaks down chemically when an 
electric current passes through it, and changes 
color according to the strength of the current. A 
lamp replaces the stylus when photosensitive paper 
is being used. The demodulated signal voltage is 
used to modulate the intensity of the light source, 
which exposes the paper. The paper is usually 
wrapped around a rotating cylinder (as in the 
previous cases). After exposure, the paper must be 
processed in a darkroom. Many modern facsimile 
recorders use a “flat paper” process whereby it is 
not necessary to place the sensitive recording 
material around a cylinder. Instead, the paper is 
continuously drawn from а roll across а flat 
“writing surface,” and an electrode moves across 
this surface in synchronism with the drum revolu- 
tion speed at the transmitter, 
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Synchronization 

It is important that the speeds of the FAX 
transmitter drum and FAX receiver drum be as 
close to identical as possible. Failure to match the 
speeds will result in diagonal tearing or skewing of 
the received copy. In practice, synchronous motors 
locked to the frequency of the 60-Hz ac line are 
used to drive both the drum and the lead screw on 
а machine, 

Phasing 

While synchronization ensures that the received 
FAX picture is spatially consistant with the subject 
copy being transmitted, it is also important that 
the start of each scan line coincide with the edge of 
the paper on the receiving end. If this is not done, 
the possibility exists (in fact it is probable) that the 
received image will run off the edge of the paper. 
Thus, it is necessary for the transmitting machine 
to send a series of phasing pulses prior to sending 
the actual picture. 


CONVERSION OF TELEFAX TRANS- 
CEIVERS TO AMATEUR SERVICE 


Conversion of a telefax transceiver is easy to 
do. First, remove the cover and check the tubes in 
a tube tester. Check to see if you have a stylus. If 
necessary, replace the stylus with carbon-steel wire 
only. A wire brush is a common source of stylus 
wire. 


Fig. 1 — Schematic diagram of the modified Telefax transceiver. 


Remove the exciter lamp, clean its opening, and 
set it aside in a safe place. These lamps are hard to 
obtain. Carefully remove the lamp telescope, then 
remove the lenses, and clean them. Be sure to 
replace the lenses in the same direction as they 
came out. Replace the telescope and exciter lamp. 
Plug in the 117-V line cord and push the white 
OUTGOING button to turn on the lamp. Focus 
the light spot on the drum by moving the telescope 
back and forth. 

Remove the photo-tube telescope and clean 
both lenses, then reassemble. Turn on the lamp and 
focus the telescope image on the pinhole at the 
back of the telescope tube assembly. Put a paper 
with typed letters on the cylinder. Focus the edge 
of a letter on the pin hole. This is very important if 
you are to send sharp pictures. 

Remove the bottom plate and solder a .01-uF 
disk capacitor from the junction of the 2000-ohm 
and 2700-ohm resistors in the cathode circuits of 
the 12AX7 tube to ground. This keeps rf out of 
the video amplifier. Clip one of the leads of the 
Si-ohm 2-watt resistor оп the INCOMING push- 
button switch. The other two leads can also be 
clipped and the switch can be used to switch the 
line between your mic and the receiver's audio 
output. 

Clip the wire coming from relay LR, the 
normally closed contact, and going to relay HR, 
the moving contact. Clip the wire on the rear of 
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the OUTGOING push button, the normally open 
contact. Run a wire from this contact to the 
moving contact of relay HR just made available. 
See Fig. 1. These changes assure proper operation 
of the transmit-receive relay. 

Remove the ACKNOWLEDGE push button, 
solder the leads together, and insulate them with 
spaghetti or tape. In the push-button hole, mount a 
spdt toggle switch. Disconnect the leads going to 
the contacts of relay LR (line relay). Run three 
wires from the spot switch to the three leads at 
relay LR, replacing the relay function with the 
Switch. Now, when you close the switch, the 
carriage mechanism for the drum will feed. If your 
transmitter is keyed with a push-to-talk switch, 
you may use a dpdt switch, with the second pole 
to key the PTT line. This will key the transmitter 
automatically at the start of the scan. 

Carefully remove the line transformer and 
remount it on the rear apron of the chassis in a 
vertical position behind relay LR. In the original 
position, the "gray motor" on the chassis above 
the line transformer will induce hum into the video 
signal. Solder the shield leads at the old line- 
transformer location, red to red and black to black. 
Run two shielded leads from the secondary of the 
line transformer through the nearby hole in the 
rear apron and to the LINE terminal strip. Hook a 
shielded lead to the LINE terminals of the line 
transformer for connection to your rig's mic jack 
and speaker leads. 

It may be necessary to replace the stylus 
shielded lead. The old rubber-insulated shield may 
have become very leaky. Also it's a good idea to 
replace the lead from the 6V6 tube to the plate 
choke. 


COMMON 


EXISTING LEAD. 
ТОМО. POWER RELAY 


Fig. 3 — Circuit modification for sending or 
receiving sync information before picture scan 
begins. These modifications were originally describ- 
ed by W7QCV in 057 for May, 1972. 
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Fig. 2 — Addition of a fiber-optics light pipe for 
transmission of positive pictures. 


Positive Pictures 


Fig. 2 shows a modification for sending positive 
pictures. Mount a short piece of fiber-optics light 
pipe between the exciter lamp and the chopper 
wheel. The light pipe is easily held in place by 
wrapping it with No. 14 wire, placing the wire 
under the two telescope screws, as shown in Fig. 2. 
Carefully position the light pipe so it shines 
through a slot in the chopper wheel when the 
pin-hole light is cut off by the chopper. Connect an 
oscilloscope or ac voltmeter to the LINE leads and 
move the light pipe nearer to or farther from the 
exciter lamp until the scope or meter shows a null. 
Fig. 3 shows an experimentally derived circuit 
which will send sync pulses when in the OUT- 
GOING mode before picture scanning begins. 
This circuit also receives sync pulses before scan 
begins to synchronize the drum angle. 
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SPACE COMMUNICATIONS 


The use of УЋЕ and uhf frequencies for inter- 
mediate and long distance communications has 
become possible through space communications 
techniques. There are basically two types of 
systems: passive and active. A passive system uses а 
celestial object such as the moon or an artificial 
reflecting satellite to return signals to earth. An 
active system consists of a space vehicle carrying an 
electronic repeater. 


THE MOON AS A PASSIVE 
REFLECTOR 


Communication by reflecting signals off the 
lunar surface has drawn the interest of an increas- 
ing number of amateurs in recent years, despite the 
considerable challenge such work represents. The 
requirements for earth-moon-earth (EME) com- 
munication are fairly well known. Overcoming the 
extremely high path loss of the EME circuit calls 
for close to the maximum transmitter power 
output obtainable with one kilowatt input, the 
best possible receiver, and very large high-gain 
antennas. The highest practical receiver selectivity 
is helpful, and visual signal-readout is often em- 
ployed, 

These requirements contribute their own prob- 
lems. Narrow bandwidth demands exceptional fre- 
quency stability and calibration accuracy in both 
transmitter and receiver. High antenna gain means 
narrow beamwidth, in a system where a slowly 
moving target that is often invisible must be hit. 
And even when all demanding conditions are 
satisfied, the best one can expect is a signal barely 
distinguishable in the noise. 

But the rewards are considerable, for the EME 
circuit provides vhf and uhf communications po- 
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Fig. 15E-1 — Satellite altitude above earth versus 
ground station map range (statute miles). 


CONTACT COMPLETED- 
READY OR NOT! 
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RANGE CIRCLE 


CONTACT MAY 
‘START HERE 

Fig. 15E-2 — Satellite passes through the range of 

‘two stations, enabling contact. 


tential for any two points on earth where the 
moon is above the horizon, A surprising number of 
amateurs have accepted this supreme challenge, 
and before the end of 1970, all amateur bands 
from 144 to 2300 MHz had been employed 
successfully for lunar communications. 


SATELLITES 


Exciting communications possibilities are af- 
forded through the use of amateur satellites. They 
function much in the same way as terrestrial 
repeaters, to relay signals over greater distances 
than normally feasible. (See chapter 14.) With 
satellites, the area is usually international in scope. 
Thus, DX communication on frequencies unable to 
support ionospheric propagation is possible. 

Three amateur communications satellites have 
been orbited to date. Oscar 3, used in early 1965, 
was а 144-MHz in-band repeater; Oscar 4, launched 
in late 1965, repeated 144-MHz signals in the 
420-MHz band; Oscar 6, launched in October, 
1972, is a longdifetime translator, repeating 
144-MHz signals in the 28-MHz band. Oscars 1, 2, 
and 5 were beacon satellites for scientific and 
training purposes. 

Current amateur plans for satellite systems 
involve the use of the 28-, 144-, and 420-MHz 
bands. Crossband repeaters are favored. Thus, 
expected combinations might be: 144 uplink, 28 
downlink; 420 uplink, 144 downlink; or 144 
uplink, 420 downlink, There is a trend toward 
designing amateur satellites with higher system 
gains (ie., higher sensitivity and greater output). 
‘The objective is to permit the use of these satellites 
by average-sized amateur ground stations. Future 
satellite lifetimes of one year or more can be 
expected. Effort will be made for successive 
satellites to utilize similar frequency combinations 
to alleviate the need for equipment changes in 
ground stations. 

A principal factor in determining how far one 
can communicate via a particular satellite is the 
orbit. Higher altitude orbits put the satellite within 
line-of-sight of greater areas of the earth. Fig. 15Е-1 can 
be used to determine your map range for a satellite 
according to its altitude. For example, a satellite at 
910 miles would give a map range of 2450 miles. 
For illustration, draw on a map a circle centered on 
your location with a radius equal to the map range. 
Each time the satellite is directly over any point 
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Fig. 15E-3 — Satellite transmitter frequency versus 
Doppler shift for satellite in 200- or 1000-statute- 
mile orbits. For a translator, use the difference 
between uplink and downlink frequencies as the 
“frequency.” 


within this circle, you will be able to use it for 
communication. Contact can be made with any 
other station having the satellite within its range at 
the same time. This is shown in Fig. 15E2. Thus the 
maximum map distance for communication would 
be about two times your map range. 

The time duration for which a satellite will be 
within your гапре depends on two factors: the 
satellite’s altitude and the distance between the 
subsatellite point (the point on the earth directly 
below the satellite) and your station. Higher 
altitude orbits increase the size of your range or 
acquisition circle, thus providing longer exposure 
to the satellite. Also, the longest duration for any 
given altitude will occur on orbits which pass 
directly over the station location. For example, a 
satellite in a 1000-mile orbit would be line-of-sight 
to a ground station for about 25 minutes on an 
overhead pass. At a map range of 1000 miles the 
duration would be 20 minutes, and at 2000 miles, 
availability would be about 10 minutes. 

Conventional transceiver-type operation may 
offer some problems with satellites because of the 
Doppler phenomenon. Separate frequency control 
of the ground station's transmitter and receiver is 
desirable. (In some cases an "incremental tuning" 
feature on a transceiver will suffice.) Doppler is a 
frequency-shifting effect resulting from the motion 
of the satellite. It is a function of the transmitting 
frequency and the velocity of the satellite relative 
to the observing station. (Velocity is further a func- 
tion of satellite'saltitde. Fig. 15Е-3 compares 
Doppler shifts for frequencies up to 500 MHz for 
satellites in 200- and 1000-statute-mile orbits. 
The reason why Doppler shift requires a special 
consideration with transceiver operation is because 
two stations in contact would go through a series 
of frequency compensations, thus "walking" them- 
selves across (and perhaps out of) the band! The 
frequency of a satellite moving toward a ground 
station appears higher than the actual satellite 
transmitter frequency. It drops as the satellite 
nears the ground station. At the exact point of 
closest approach, the observed frequency will be 
the same as the true frequency. Past this point, the 
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satellite’s signal will continue to drop lower in 
frequency as the satellite moves away. 

There are two types of repeaters likely to be 
employed in future amateur satellites. A channel- 
ized repeater for fm would operate much like the 
ground-based fm repeaters used by amateurs; one 
station could use a channel at a time. Several 
contacts could be accommodated by a multi- 
channel satellite. The other approach is called a 
frequency translator. It receives a segment of one 
band, say 100 kHz at 144 MHz, and retransmits 
the segment on another band, say 28 MHz. With a 
frequency translator, as many contacts as can be 
accommodated by the translator's bandwidth can 
take place simultaneously, and all modes can be 
used. Doppler shift from the fm repeater would be 
the same as expected for a transmitter on its 
downlink frequency. With a translator, however, 
the amount of Doppler shift is influenced by both 
the up- and downlinks. By employing a frequency 
inversion technique in the satellite's design, these 
amounts of Doppler will subtract; the resulting 
shift is then found from Fig. 15E-3 by using the 
frequency difference between up- and downlinks. 

An aid to satellite communication is to monitor 
your own downlink signal coming from the satel- 
lite, while you are transmitting. This permits you 
to avoid interference from other stations, to 
compensate, where appropriate, for Doppler shift, 
and to adjust your transmitter power and antenna 
direction for maximum efficiency in sharing the 
satellite's output. 

Best results in satellite communications are 
achieved when the ground-station antenna is point- 
ed directly at the satellite. Movement of the 
antenna in elevation as well as azimuth is neces- 
sary. An easier alternative, providing adequate 
results, is also available. It is the use of a 
medium-gain antenna (about 10 dB) pointed at a 
fixed elevation of about 30 degrees and rotatable 
in azimuth. The beamwidth of such an antenna will 
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allow satisfactory performance with most passes of 
the satellite. In the case of synchronous satellites, 
where the spacecraft maintains the same position 
relative to the observer, even the azimuth rotation 
can be eliminated — the antenna can be in a fixed 
position. However, greater antenna gain will most. 
likely be needed in this case to compensate for the 
greater path loss from a satellite in such a 
high-altitude orbit. 

Another antenna consideration for satellite 
communication is the use of circular polarization. 
Because the plane of a wave is rotated as it passes 
through the ionosphere, cross-polarization can 
occur between two linearly polarized (i.e., horizon- 
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tal or vertical) antennas. This is called Faraday 
rotation. A circularly polarized antenna (such as a 
crossed-dipole, crossed-yagi, or a helix) at either 
the ground station or the satellite serves to 
minimize the effect. 


Late Information 


QST carries information about recent develop- 
ments in Oscar. Since ground station requirements 
are dependent on the bands, modes, etc. used by 
the satellite, the amateur wishing to become 
equipped for space communication should consult 
ARRL headquarters to determine current amateur 
satellite plans. 


PHONE PATCHING 


A phone patch is an interconnection made 
between a radiotelephone system and а wire-line 
telephone, When the patch is made properly, the 
radio link and the wire line will effectively extend 
each other. Phone patches have provided vital 
communication when a natural disaster has caused 
disruption of normal communication facilities. 
More commonly, phone patches permit men in 
service or on scientific expeditions to talk with 
their families. Few activities can create a more 
favorable public image for amateurs than to bring 
people together in this way. Such public service is 
always appreciated. Amateurs are using phone 
patches for their own convenience, too. A phone 
patch might be used to talk|with a friend in a 
distant city or to make a phone call from a car. In 
the latter case, a number of clubs are equipping 
their repeaters with unattended phone patch ar- 
rangements. 

Occasionally, a phone patch will be used at 
both ends of a radio link. That is sometimes the 
case when the radio contact is made to overseas 


Fig. 15F-1 — The voice coupler, to the left of the 
touch-tone telephone, is supplied by the telephone 
company. The coupler is normally fixed to a wall 
ог desk, and contains a jack for connection of the 
amateur’s phone patch. 


military bases. Some bases have a special phone 
booth or a small studio where the serviceman can 
have more privacy and be at ease while in 
conversation. The studio may be equipped with a 
regular telephone or it may have a microphone and 
earphones or a loudspeaker. It is common, too, for 
the participants to be asked to end each comment 
with the word “over” as a cue to radio operators 
(who may be using push-to-talk operation) to 
reverse the direction of transmission. 

А few general considerations apply to phone 
patching. It constitutes the handling of third-party 
traffic, Agreements between governments specific- 
ally permitting such traffic must be in effect if the 
radio link is to a foreign country. Amateurs are 
responsible for conforming to regulations on sta- 
tion identification, prohibited language and the 
like while a phone patch is in progress. If a repeater 
is involved, the arrangement should meet all 
applicable rules regarding repeater-control facili- 
ties. Telephone companies, too, are concerned that 
the interconnection arrangements be made in the 
proper way and that the electrical signals meet 
certain standards. 


THE TELEPHONE SYSTEM 


Telephone company regulations are published 
in their tariffs, which in most states must be 
available in the company’s business offices. In the 
tariffs, phone patches are included under “Inter- 
connection Arrangements” or a similar designation. 
Telephone employees may not be familiar with the 
term, “phone patch” so it should be used with 
caution when talking with them. Patching is 
accomplished with the aid of devices called “coup- 
lers” or “voice connecting arrangements.” These 
are provided by the telephone company and are 
important in several ways. They protect the ama- 
teur’s telephone service from interruption that 
might result from a malfunction in his equipment; 
they protect other users, too. By isolating the 
amateur’s equipment electrically from the tele- 
phone line, they give him a great deal of freedom 
in the design of his circuits. The protective device 
also permits proper adjustment of the circuit 
impedance, energy levels and other operating con- 
ditions to be met by the amateur's equipment. 


Phone Patching 


Several different interconnection arrangements are 
listed in Table 1. 

A telephone line normally consists of a single 
pair of wires which is used for both directions of 
transmission. At the amateur's station it will be 
terminated in a telephone set. A voice coupler will 
be connected in parallel with the telephone set 
when the phone patch is in progress. For design 
purposes, the telephone set and line are each 
assumed to have an impedance of about 900 ohms 
(in the case of residence service) and the best 
impedance for the phone-patch circuit is also 900 
ohms. In operation, the patch will see a load of 
about 450 ohms. This small mismatch should not 
be cause for concern, however, as it is the best 
possible compromise. The phone patch's basic 
function is to connect the radio receiver's audio 
output circuit and the radio transmitter's audio 
input circuit to the telephone voice coupler. It 
Should do this in a way that results in correct 
circuit impedances and voice levels. Provision 
should be made, too, for measuring and adjusting 
the voice level that is transmitted to the telephone 
line and for electrical filtering to the extent needed 
to comply with telephone company limitations. 

Fig. 15F-1 shows a typical voice coupler and a 
related telephone set. A simplified schematic dia- 
gram of this setup is given in Fig. 15222. The 
telephone is equipped with an exclusion key and a 
tum button, The telephone operates in the usual 
way when the two switches are in their normal 
positions. Lifting the exclusion key causes the 
voice coupler to be connected to the telephone 
line. If it is requested when the voice coupler is 
ordered, the turn button will be supplied and can 
be wired by the telephone company to cut off the 
handset transmitter, the receiver, or both of them. 
The transmitter cutoff feature is preferred, as it will 
eliminate the pickup of room noise by the tele- 
phone while permitting the patched communica- 
tion to be monitored on the handset receiver. The 
Operator can restore the turn button as required 
for station identification or to break in for other 
purposes. 
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Fig. 15F-2 — Simplified diagram of voice coupler 
and telephone set. *Both the cutoff switch and the 
exclusion key switch are shown in their normal 
positions, 


Supplemental information and pertinent tele- 
phone company technical specifications as they 
may apply to amateur radio are given in the 
appendix which appears at the end of this chapter. 


PHONE PATCH CIRCUITS 


Where push-to-talk operation is used, the phone 
patch can be as simple as a transfer switch 
(connecting the receiver and the transmitter, alter- 
nately, to the coupler) or it can be a resistive 
combining network of the kind shown in Fig. 
15F-3. Included in the circuit is a 2600-Hz filter, 
the need for which is discussed later. 


Hybrid Circuits 

Where it is desirable to use voice-operated 
transmitter control (VOX), more elaborate arrange- 
ments are required. The VOX circuit must deter- 
mine when the distant radio station is transmitting 
and inhibit the local transmitter. When the party 


TABLE 1 
Voice Interconnection Arrangements of Interest to Amateurs 


Applicable 
Bell System 


Arrangement 
Publication ioe 


Service Code 


Arrangement Description 


PUB42101 


PUB 42208 


PUB42402 


окт 


sTC 
(QX or VX) 


срв 


Provides manual connection of transmitting or receiving equipment 
to an exchange line by means of a telephone set; uses а 30A or 
L-7049A voice coupler. Telephone handset transmitter cutoff is 
optional. Connection to the coupler is made with a 1/4-inch 
tip-sleeve plug, provided by the user. Impedance, 900-ohms. 


Provides automatic (unattended) call origination and answering for 
one exchange line. Connection to the unit is made with a special 
plug to be supplied by the user. Required is a Cinch Co. No. 
231-15-61-133 plug equipped with a hood, No. 239-13-99-069. 
Impedance, 600 ohms. Ac power is required. 


Provides automatic (unattended) call origination for up to 14 
trunks, Impedance, 600 ohms. Ac power is required. 


NOTE: Publications are made available through the telephone company in local areas. 
Consult your telephone company about the use of these service arrangements. 


478 


2600: 
FILTER 


ci 2.0427 


n 


RECENER 32 3 


TRANSMITTER 


MAY BE GROUNDED IF REQUIRED 


on the land telephone is talking, the VOX circuit 
must activate the local transmitter. This function is 
made difficult by the difference in audio levels. 
The phone patch must transmit a voice level of 
approximately —5 VU toward the telephone line, 
whereas the level received from the distant land 
telephone may range from —45 VU to 10 VU.1 
The contrast in levels can be reduced considerably 
at the input to the local transmitter's VOX circuit 
by using а "hybrid" circuit. A hybrid circuit is an 
electrical network connecting together the trans- 
mitter, receiver and the voice coupler in such a way 
that the audio energy from the receiver is. canceled 
at the input to the transmitter. Hybrids require а 
fourth circuit element, called a balancing network, 
in order to function. 

Several kinds of hybrids can be constructed, the 
simplest of which is an adaptation of the Wheat- 
stone bridge. Such a hybrid is shown in Fig. 15F-4. 

1 Volume units qu) are measured with an 
instrument which is basically an ac voltmeter of 


iate id with dynamic characteristics 
Wien are. carefully lled to ‘provide, stan- 


T2 
| TO TRANSMITTER 


AUDIO INPUT 


TO LINE FILTER AND 
VOICE COUPLER 


Fig. 15F-4 — Wheatstone-bridge hybrid phone- 

patch circuit. Resistances are in ohms. Half-watt 

resistors of 20-регсепт tolerance are adequate. 

Filters and level-measuring arrangements are not 

included in this simple circuit. 

T! — Line to voice coil; primary 1000 ohms, 
secondary 4 ohms, such as Allied GW3HFL ог 
equiv. 

T2 — Audio; primary 1000 ohms, secondary as 
appropriate to match transmitter input impe- 
dance. 

Z1 — Balancing network, See Fig. 15F-5 and text. 
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Fig. 15F-3 — Schematic of the simple phone patch. 
Fixed resistors are 1/2 watt, 5-percent tolerance, 
composition. 

C1 — .04-and .0027-ШЕ paper in parallel. 

L1 — 88-mH surplus toroid. 

P1 — Phone plug. 

R1 — The value of this resistor may be varied from 
that shown; 18,000 ohms is correct for а toroid 
with a Q of 63. 

R2 — Linear-taper composition control. 


TI — Output transformer, 3.2-ohm primary, 
4000-ohm secondary (Lafayette Radio 
AR135). 
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When the impedance of the balancing network is 
equal to the impedance at the input to the line 
filter, the bridge will be in a condition of balance. 
The amount of audio from the receiver that 
reaches the transmitter (or VOX circuit) will then 
be minimized. 

The balancing network, shown schematically in 
Fig. 15F-5 is not complicated. In most cases it will 
consist only of a resistor and a capacitor in parallel. 
Typical values for a condition of balance when a 
voice coupler is used would be 470 ohms for КІ 
and .04 ЦР for СІ. Other interface devices, such as 
might be used at repeaters for unattended 
operation, will require other values. The resistance 
might be between 500 and 1200 ohms and the 
shunt capacitance might range from .01 to 0.1 ШЕ; 
in rare cases, a series capacitor in the order of 2 ШЕ 
may be required. The values for a particular 
installation must be found by trial, The hybrid can 
be balanced by establishing a telephone call, and 
tuning in a clear voice signal on the receiver. With 
headphones connected to the transmitter audio 
circuit, adjust the hybrid balance network Гог 
minimum signal in the headset. 

With the Wheatstone bridge hybrid circuit of 
Fig. 15F-4, losses between the receiver and the 
telephone line, and between the line and the 
transmitter, will be in the order of 6 to 10 dB. 
Transformer-type hybrid circuits exhibit lower 
losses, only 4.5 to 6 dB. A circuit for a single- 
transformer hybrid is shown in Fig. 15F-6. A 
two-transformer arrangement (giving better isola- 


Fig. 15F-5 — Balancing network. R1 is a wire- 
wound control. C1 and R1 should balance a voice 
coupler; typical values are 470 ohms and .04 MF. 
C2 is ordinarily not used, but values in the order of 
1 to 4 HF may be required with unattended 
interconnection devices. 


Phone Patching 
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Fig. 15F-8 — Hybrid circuit made with a single 

audio transformer. 

T1 — Windings designated "B" and "C" should be of 
about 900 ohms impedance each. Winding "А" 
may be of higher impedance if the 2600-Hz 
filter is used; a lower impedance may be used to 
match the receiver if а 2600-Hz filter is not 
needed. 

Z1 — Balancing network. See Fig. 15F-5 and text. 

Z2 — 2600-Hz filter (C1, L1, and R1 of Fig. 15F-3). 


tion between elements) is shown later in this chap- 
ter. 


Filters 


Standards have been established for the 
maximum signal levels that can be connected to 
the input of a coupler or other interconnection 
device. They are listed in Table IT. The limits of 
outof-band energy are best met by using a 
low-pass line filter. Located between the coupler 
and the hybrid it will protect the line and also 
bandimit line signals to the transmitter. Filters of 
several types (image parameter, elliptic function, 
and so on) may be used. The filter should be of 600- 
or 900-оһт impedance (depending on the 
interface), passing frequencies below 3 kHz with 
losses rising rapidly above that point; a rejection 
notch should be provided at 4 kHz. 

In the long distance network the telephone 
system uses 2600 Hz as a “disconnect” signal. If 
patched calls are made to telephone offices distant 
from your own, the need for filtering at that 
frequency can best be judged by experience. The 
filter can be made switchable, if desired. The best 
location for a 2600-Hz rejection filter is at the 
receiver output. 


REPEATER PATCHES 


Some interesting phone-patch possibilities exist 
at repeaters. Unattended interconnection devices 
are associated with the repeaters to provide a form 
of mobile telephone service for the clubs operating 
them, The connections to a typical unattended 
interface device are shown in Fig. 15F-7. 

Suitable signals generated in mobile units work 
through а base station to activate the intercon- 
nection device, causing it to connect and pass dial 
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TABLE 11 
———————— 


Maximum Permissible Energy Levels at the Input 


of a Voice Interconnection Arrangement 


Freg. Band Maximum Level 
Direct current | 0:5 milliampere 


Voice range 
(nominally 
300 to 3000 Hz) 


Voice coupler: -3 dBm. 
Other arrangements: 9 dB below 1 mW 
(levels avaraged over 3 seconds, see 


note.) 
2450 to Preferably no energy; in no case greater 
2750 Hz than the level present simultaneously 
їп the 800- to 2450-Hz band. 
3995 to 18 dB below the voice-band level, 
4005 Hz 


4.0 to 10.0 kHz 16 dB below one milliwatt (-16 dBm), 


10.0 to 25.0 kHz | -24 dBm 
25.0 to 40.0 kHz | -36 dBm 
Above 40.0 kHz | -50 dBm 


NOTE: The above limits should be met with amateur- 
Provided equipment having an internal impedance of 900 
ohms if it is to work into a voice coupler, or 600 ohms if 
other arrangements are to be used. i 


ee 


pulses to the telephone line. The system may be 
arranged so that the base transmitter carries both 
sides of the conversation or only the voice of the 
distant telephone user. Switching of the patch’s 
voice path between the transmitter and the receiver 
could be done under the control of tones or a 
carrier-operated relay. A simple combining circuit 
may be used if both sides of the conversation are 
to be put out over the air. To equalize audio levels, 
a wide-range age amplifier might have to be 
provided, or an attenuator in the transmitter audio 
line would have to be switched in and out, A 


PROTECTIVE CONNECTION 
EQUIPMENT BLOCK , 
i 
TRANSMISSION 
= CIRCUIT 2-WAY 
m = 6000. 
Tim ! | тош. саш avarante 
INDICATOR | ONLY WIT 
OFFICE RELAY | / CIRCUIT. J PBX TRUNKS 
(3 О OFF HOOK 
| © DIAL PULSING 
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AMATEUR PROVIDED 


LOCAL 
GROUND 


{indicates a normally open contact 


Fig. 15F-7 — Interconnection diagram for a Bell 
CD8 coupler, representative of connections to 
unattended interface devices, 
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hybrid circuit could be used in this case but the 
retransmitted audio from the mobile unit would 
not be as free from distortion as with the combin- 
ing arrangement. 

Some telephone lines and interface devices can 
фе arranged to signal the fact that a toll call has 
been dialed. Such a signal might be used to 
disconnect the phone patch if the repeater owners 
do not want long distance calls to be made. Clubs 
would probably want to control access to the 
patch in any case, as they would be responsible for 
all telephone service charges, even if the calls were 
not made by their members. 


A HYBRID PHONE PATCH 


The photographs and Fig. 1 show a deluxe 
2-transformer hybrid phone patch for home con- 
struction, Some form of hybrid circuit is necessary 
if VOX control of the transmitter is to be used. А 
third transformer matches the 3,2-ohm output of 
the receiver. A 2600-Hz filter is provided in the 
line from the receiver to reduce the possibility of 
unwanted disconnections resulting from 
heterodyning signals during use over long-distance 
telephone lines, The filter may be switched out for 
local calls for a slight improvement in voice fidelity 
from the received signal to the telephone line. A 
modified VU meter indicates the levels received 
from and applied to the telephone line entering the 
amateur station, The use of surplus or “bargain” 
components, especially transformers, will greatly 
reduce the cost of construction, 

The circuit of the phone-patch unit is shown in 
Fig. 1. C1, L1, and R2 form the 2600-Hz receiver- 
line filter. Its insertion loss at 1000 Hz is negligible, 
but is in excess of 15 dB at 2600 Hz. T2 and T3 
are the hybrid transformers, with C3 and RS 
provided to balance the network. Independent 
level adjustments are provided for the signal 


The phone patch unit is built into a homemade 
aluminum enclosure measuring 3 X 3 X 6 inches. A 
coating of spray-on enamel, rubber feet, and 
wet-transfer decal labels plus shiny knobs give the 
unit a professional appearance. 
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coupled from the receiver to the telephone line 
(R1) and from the telephone line to the trans- 
mitter speech amplifier (R3). 

M1 is a Calectro model DI-930A. “VU” meter 
with its time constant modified by adding external 
capacitance. The “А” model is identified with the 
letter A appearing in a circle near the bottom of 
the meter-scale card, Earlier models of the DI-930 
meter, without the A, are unsuitable without 
internal modification, The correct value of damp- 
ing capacitance is 400 uF, and may be obtained by 
connecting four 100-ЏЕ 6-V electrolytic capacitors 
in parallel. These are to be connected directly 
across the meter terminals, observing proper polari- 
ty. This capacitance value applies only to this 
particular make and model of VU meter. The 
modified meter responds to speech signals of 3 kHz 
or less in a way that compares very closely with the 
measuring sets mentioned in the Bell interface 
specifications. Error should be less than 1 dB and 
should be found to be on the safe side. The meter, 
as modified, has а 1-kHz impedance of approxi- 
mately 6500 ohms. It should be mounted only on 
а nonferrous panel. 


Construction 


The component layout for the phone patch is 
not critical, and any of several construction tech- 
niques is quite acceptable. In the model photo- 
graphed all components except the modified 
meter, controls, and phono jacks were mounted on 
a piecé of circuit-board material. The balance 
control was mounted on the front panel, but this is 
a "set once and forget" control so some builders 
may wish to include it inside the enclosure. An 
etched pattern in the copper foil provides a few of 
the circuit interconnections, but most connections, 
iricluding all those to the two hybrid transformers, 
are made with point-to-point wiring. The UTC 
transformers specified have mounting studs affixed 
to the top of the case, and these are used to mount 
the transformers in an inverted position on the 
circuit board. This same construction idea can be 
used with perforated phenolic board and point-to- 
point wiring for all components, instead of an 
etched circuit board. 

The only precaution to observe during con- 
struction is to keep 13 insulated from chassis 
ground, to reduce rf coupling into the telephone 
line. In the model photographed this was done by 
drilling a 1/2-inch hole in the rear panel where J3 
was to be mounted, and then, with machine 
screws, fastening a small piece of phenolic board to 
cover the hole. Next J3 was mounted on the 
phenolic board, centered in the hole. Some types 
of phono jacks come supplied with phenolic 
mounting material, and if the clearance hole is 
large enough these types may be mounted directly 
on a metal panel without grounding the outer 
contact. 


Adjustment 


If one has access to an accurately calibrated 
audio signal generator ог to an electronic fre- 


Fig. 1 — Schematic diagram of the phone-patch 
circuit. Resistances are in ohms, k = 1000. Fixed 
resistors may be 1/2 watt, 10 percent tolerance. 
Capacitance is in microfarads. Components not 
listed below are identified for text reference. 


C1 — Capacitors in parallel to give required value 
of .0427 ШЕ; low-voltage metalized paper ог 
Mylar are suitable. 

C3 — Typical value, .04 МЕ. See text and Fig. 
15F-5 if hybrid network cannot be balanced. 
J1, J2, 33 — Phono jack. J3 should be insulated 

from chassis. 


quency counter he may wish to check the notch 
frequency of the 2600-Hz filter, although this step. 
is not essential. The frequency may be adjusted by 
using various combinations of fixed-value capaci- 
tors for C1 until the notch appears at exactly 2600 
Hz. In the model photographed stock-value capaci- 
tors, selected at random to provide the specified 
total capacitance for Cl, resulted in a notch 
frequency of 2621 Hz, which is quite acceptable. 

Correct adjustment of the balance control, R5, 
will facilitate the operation of the transmitter VOX 
circuit by the distant party on the land telephone. 
Connect all station equipment to place the patch 
into operation. Connect a pair of headphones or an 
ac voltmeter to the transmitter audio circuit, If a 
sensitive ac VTVM is available, one which will 
measure in the millivolt range, it may be connected 
directly to the output from J2, in parallel with the 
line connected to the transmitter. Establish a 
phone call and connect the phone patch to the 
voice coupler. Tune in a clear voice signal on the 
receiver, and adjust RS for the best null of the 
received signal as monitored in the transmitter 
audio section, If the null does not occur within the 
range of RS, experimentally try different capaci- 
tance values for C3 and a larger value for RS 
(connect a fixed-value resistor in series with R5 to 
obtain a higher equivalent value). With RS properly 
adjusted, the distant party should be able to trip 
the transmitter VOX circuit satisfactorily even 
though no anti-trip connection is used from the 
receiver. With such a connection made, VOX 
operation will be quite reliable. 


L1 — Surplus 88-mH toroidal inductor, connected 
with half-windings in series aiding. 
M1 — Calectro DI-930A VU meter, modified. See 


text, 

R1, R3 — 5000-ohm audio-taper control (Mallory 
U12 or equiv.). 

R5 — 1000-ohm linear-taper control (Mallory U4 
ог equiv.). 

T1 — Audio transformer, 4 ‘or 8 ohms to 4000 
ohms (UTC SO-10 or equiv.). 

T2, T3 — Audio transformer, 2500-ohm split 
primary, 1000-ohm split secondary (UTC O-19 
or едиіу.). 


Installation and Operation 


The receiver input to the phone-patch unit may 
be taken in parallel with the speaker leads from the 
receiver. Most operators prefer to disconnect or 
disable the speaker, however, and to connect the 
patch directly to the speaker-output terminals of 
the receiver. The switching to and from phone- 
patch station operation is generally done in suit- 
able control circuits which may be included in the 
phone-patch enclosure itself, if desired. Operating 
with the speaker disconnected will result in a 
3-dB-greater audio signal being fed to the hybrid 
circuit, and monitoring of the receiver audio by the 
amateur operator may be done through the tele- 
phone handset. 

The level of signal being fed from the receiver 
to the telephone line during reception may be 
adjusted either with R1 or with the receiver audio 
gain control, Similarly, the level of audio being fed 
to the transmitter from the telephone line during 
transmission may be adjusted with R3 and with the 
transmitter microphone gain control. If the distant 
party on the telephone line is not talking loudly 
enough for proper operation of the transmitter, 
remember that often he can be made to speak 
louder simply by reducing the level of audio being 
sent to him. The speech level should never be 
permitted to exceed —2 VU on the DI-930A scale. 
When the telephone connection is made to a 
nearby point (such as a line served out of the same 
telephone building as the patched line), the distant 
listener will receive a more comfortable listening 
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level if the maximum signal is held to about —9 on 
the meter scale. 

Many times when phone-patch operation is 
heard over the air, the transmitted voice quality of 
the distant land-telephone party seems to be as 
good as if he were speaking directly into the 
Station microphone. Occasionally, however, signals 
will be heard with an undue amount of power-line- 
frequency hum present on the signal. Of course the 
quality and level of the voice signal coming in on 
the telephone line plays an important part in how 
that voice signal sounds over the air, but sometimes 
a hum problem can be traced directly to the 
installation of the phone-patch equipment. In 


SPECIALIZED COMMUNICATIONS SYSTEMS 


The layout of the phone-patch 
components is not critical. 
The two hybrid-network trans- 


of center, and in the upper left 
corner of the circuit board the 
receiver matching transformer 
may be seen. Two damping 
capacitors added during mod- 
ification of the Calectro DI- 
930A meter are visible atop 
the meter case; two more are 
hidden beneath the meter. 


particular, the phone patch (and the voice coupler) 
should be located away from power supply trans- 
formers in station equipment. Complete magnetic 
shielding may not exist even with steel enclosures 
for power supplies. If other equipment is mounted 
nearby, the 60-Hz field can induce hum into the 
transformers of the phone patch. Hum problems of 
this sort can usually be solved simply by relocating 
the position of the phone-patch unit. 

During operation of a phone patch in the ће 
amateur bands it is considered good practice to 
avoid the transmission of operator chatter, dial 
tones, dial pulses, ringing and busy signals, as they 
are not essential to communications. 


Appendix 
Signals and Circuit Conditions Used in the Telephone System 


1) The status of a local telephone line (idle ог 
busy) is indicated by on-hook or off-hook signals 
as follows: 


On-Hook ^ Minimum de resistance between tip 
and ring conductors of 30,000 ohms, 
Off-Hook Maximum dc resistance between tip 


and ring conductors of 200 ohms. 


Telephone sets give an off-hook condition at all 
times from the answer or origination of a call to its 
completion. The only exception to this is during 
dial pulsing. 

2) Dial pulses consist of momentary opens in 
the loop; dial pulses should meet the following 
standards: 
Pulsing rate 
Pulse Shape 
Interdigital time 


10 pulses/second + 10% 

58% to 64% break (open) 

600 milliseconds minimum 
Note: Two pulses indicate the digit "2," three 


pulses indicate the digit “3,” and so on, up to ten, 
indicating the digit "0." 


3) The standards for tone “dialing” are as 
follows: 
а) Each digit is represented by a unique pair 
of tones as shown below. 


Digit Low tone High tone 

697 and 1209 Hz 

697 and 1336 Hz 

697 and 1477 Hz 

770 and 1209 Hz 

770 and 1336 Hz 

770 and 1477 Hz 

852 and 1209 Hz 

852 and 1336 Hz 

852 and 1477 Hz 

941 and 1336 Hz 

941 and 1209 Hz 

941 and 1477 Hz 

b) In order for the central-office receiver to 

register the digit properly, the tone-address 

signals must meet the following requirements: 
(1) Signal levels: 
Nominal level per frequency: —6 to —4 
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dBm. Minimum level per frequency: Low 
Group, —10 dBm; High Group, —8 dBm. 
Max, level per frequency pair: +2 dBm. 
Max, difference in levels between frequen- 
cies: 4 dB. 

(2) Frequency deviation: + 1.5 percent of 
the values given above. 

(3) Extraneous frequency components: The 
total power of all extraneous frequencies 
accompanying the signal should be at least 
20 dB below the signal power, inthe voice 
band above 500 Hz. 


(4) Voice Suppression: Voice energy from 
any source should be suppressed at least 45 
dB during tone signal transmission. In the 
case of automatic dialing the suppression 
should be maintained continuously until 
pulsing is completed. 

(5) Rise Time: Each of the two frequencies 
of the signal should attain at least 90 
percent of full amplitude within 5 ms, and 
preferably within 3 ms for automatic dial- 
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ers, from the time that the first frequency 
begins, 

(6) Pulsing Rate: Minimum duration of 
two-frequency tone signal: 50 ms normally; 
90 ms if transmitted by radio. Minimum 
interdigital time: 45 ms. 

(7) Tone leak during signal off time should 
be less than —55 dBm. 

(8) Transient Voltages: Peak transient volt- 
ages generated during tone signaling should 
be no greater than 12 dB above the zero-to- 
peak voltage of the composite two- 
frequency tone signal. 

4) Audible tones will be used in the telephone 
system to indicate the progress or disposition of a 
call. These include: 

a) Dial tone: 350 and 440 Hz. 

b) Line busy: 480 and 620 Hz, interrupted at 
60 interruptions per minute (I/min). 

c) Reorder (all trunks busy): 480 and 620 
Hz, interrupted at 120 I/min. 
d) Audible ringing: 440 and 480 Hz, 2 
seconds on, 4 seconds off. 

€) Reserved high tone: 1633 Hz. 

f) Invalid dialing code: Voice announcement. 
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Chapter 16 


Interference with other 


Services 


Rn FREQUENCY INTERFERENCE (RFI) 
has probably been with us since the first 
amateur stations came on the air some 70 years 
ago, Fed by the technology that developed during 
and following WW II, the problem has become an 
increasing source of irritation between radio opera- 
tors and their neighbors. Home-entertainment elec- 
tronics devices now abound, with most families 
owning at least one television receiver, ап +m or 
fm radio, and any one of several audio devices 
(such as a phonograph, an intercom, an electronic 
guitar, or an electronic organ). Given the innate 
perversity of these objects to intercept radio 
signals, it should surprise no one to learn that RFI 
is one of the most difficult problems amateurs face 
in their day-to-day operations. 


How Serious is the RFI Problem? 


In 1974, the FCC received 42,000 RFI com- 
plaints, up 20% from the number of complaints 
received in 1970. Of these, 38,000 involved inter- 
ference to home-entertainment equipment. Most 
important, 36,000 of these would never have come 
to the Commission's attention if the manufacturers 
had corrected design deficiencies in their home- 
entertainment products at the time of manufac- 
ture, It is of interest to note that over 60% of the 
interference cases reported in 1974 were related to 
television interference (TVI). 

In the case of television interference, FCC 
experience shows that 90% of the problems experi- 
enced can only be cured at the television receiver. 
Further, when it comes to audio equipment, the 
only cure for RFI is by treatment of the audio 
device experiencing the interference. There is 
nothing an amateur can do to his transmitter which 
will stop a neighbor's phonograph from acting like 
a short-wave receiver, It should be emphasized that 
phonographs and Hi-Fi units are not designed to be 
receivers, but simply audio devices, 

It is clear, therefore, that almost all RFI 
problems experienced with home-entertainment 
devices result from basic design deficiencies in this 
equipment The few small components or filters 
which would prevent RFI are often left out of 
otherwise well-designed products as manufacturers 
attempt to reduce costs, and hence, to reduce the 
prices of their products. 


The Solution — Consumer Protection 
Given the present unacceptable situation, what 


can we as amateurs do to help the consumer 


resolve the RFI problem? One step which should 
certainly be taken is to advise our friends and 
neighbors to inquire, before they make a purchase 
of an electronic device, whether the product has 
been certified for operation in the presence of a 


radio transmitter. Manufacturers must be made to 
recognize the RFI protection of their home- 
entertainment equipment has become essential, 
and that this must be incorporated, Further, where 
interference is being experienced, the consumer 
should be encouraged to contact the manufacturer 
of his equipment and to request that the manufac- 
turer furnish the components or services necessary 
to eliminate RFI. 


What Are Manufacturers Doing Today? 


Many responsible manufacturers have a policy 
of supplying filters for eliminating television inter- 
ference when such cases are brought to their 
attention, A list of those manufacturers, and a 
more thorough treatment of the RFI problem, can 
be obtained by writing the ARRL. If a given 
manufacturer is not listed, it is still possible that he 
can be persuaded to supply a filter; this can be 
determined by writing either directly to him or to 
the Electronic Industries Association (EIA).1 

With respect to audio devices, some manufac- 
turers will supply modified schematic diagrams 
showing the recommended placement of bypass 
capacitors and other components to reduce rf 
susceptibility. One large American manufacturer of 
Hi-Fi equipment has in some cases supplied the 
necessary components free of charge, although no 
consistent policy has been evident and the consum- 
er must still pay to have a serviceman install the 
components, 

While these are encouraging developments, it 
appears likely that meaningful and widespread 
corrective action by equipment designers will 
require both pressure from consumers and estab- 
lishment of suitable government standards. 

Voluntary after-the-fact measures on the part 
of manufacturers simply are not enough. It is a 
foregone conclusion that as long as the inclusion of 
additional components for susceptibility reduction 
increases a manufacturer’s cost, however slightly, 
there will be reluctance to take steps to improve 
equipment designs by the manufacturers them- 
selves. What appears to be necessary, therefore, is 
federal legislation giving the FCC the authority to 
regulate the manufacture of home-entertainment 
devices and thus protect the consumer. 


It’s Up to Us 


If requests to manufacturers of home-entertain- 
ment equipment for those components and instal- 
lation services necessary to relieve RFI problems 
are to be successful, each of us, when faced with an 
RFI problem, must make known our position to 

1 Electronic Industries Association, 2001 Eye 


Street, N.W., Washington, DC 20006. Attention: 
Director of Consumer Affairs. 
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МНЕ Television 


the manufacturers involved. While a respectful 
request for assistance will bring more cooperation 
than a blunt demand, do not hesitate to let the 
manufacturers know that they have a responsibility 
to the consumer for correcting the design deficien- 
cies that are causing the problem. Before casting 
the first stone, however, make sure you're not 
sitting in a glass house. Certainly, if your own 
television receiver experiences no interference 
while you are on the air, it is most likely that 
interference to a more distant television receiver is 
not the fault of your transmitter. 

АП of the above is not to say, however, that we 
should not continue to assist in resolving RFI 
problems. Radio amateurs have typically sought to 
assist their neighbors in correcting RFI problems, 
even where those problems were in no way 
attributable to the performance of the transmitter. 
Ultimately, of course, it is the manufacturers’ 
responsibility to correct those deficiencies which 
lead to the interception of radio signals. But in the 
interest of good neighborhood relations, we must 
continue to provide this assistance wherever older 
equipment designs are in use, 


Clean House First 


In approaching an RFI problem, the first step 
obviously is to make sure that the transmitter has 
no radiations outside the bands assigned for ama- 
teur use, The best check on this is your own am or 
TV receiver, It is always convincing if you can 
demonstrate that you do not interfere with recep- 
tion in your own home, 


Don’t Hide Your Identity 


Whenever you make equipment changes — or 
shift to a hitherto unused band or type of emission 
— that might be expected to change the interfer- 
ence situation, check with your neighbors. If no 
one is experiencing interference, so much the 
better; it does no harm to keep the neighborhood 
aware of the fact that you are operating without 
bothering anyone. 
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Should you change location, make your pre- 
sence known and conduct occasional tests on the 
air, requesting anyone whose reception is being 
spoiled to let you know about it so steps may be 
taken to eliminate the trouble. 


Act Promptly 


The average person will tolerate a limited 
amount of interference, but the sooner you take 
steps to eliminate it, the more agreeable the 
listener will be; the longer he has to wait for you, 
fhe less willing he will be to cooperate. 


Present Your Story Tactfully 


Whenever a device intercepts your signals, it is 
natural for the complainant to assume that your 
transmitter is at fault, If you are certain that the 
trouble is not in your transmitter, explain to the 
listener that the reason lies in the receiver design, 
and that some modifications may have to be made 
in the receiver if he is to expect interference-free 
reception, 


Arrange for Tests 


Most listeners are not very competent observers 
of the various aspects of interference. If at all 
possible, enlist the help of another amateur and 
have him operate your transmitter while you see 
for yourself what happens at the affected receiver, 


In General 


In this “public relations" phase of the problem 
а great deal depends on your own attitude. Most 
people will be willing to meet you half way, 
particularly when the interference is not of long 
standing, if you as a person make a good impres- 
sion, Your personal appearance is important. So is 
what you say about the receiver — no one takes 
Kindly to hearing his possessions derided. If you 
discuss your interference problems on the air, do it 
in a constructive way — one calculated to increase 
listener cooperation, not destroy it. 


VHF TELEVISION 


For the amateur who does most of his 
transmitting on frequencies below 30 MHz, the TV 
band of principal interest is the low vhf band 
between 54 and 88 MHz. If harmonic radiation can 
be reduced to the point where no interference is 
caused to Channels 2 to 6, inclusive, it is almost 
certain that any harmonic troubles with channels 
above 174 MHz will disappear also. 

The relationship between the vhf television 
channels and harmonics of amateur bands from 14 
through 28 MHz is shown in Fig, 16-1, Harmonics 
of the 7- and 3.5-MHz bands are not shown 
because they fall in every television channel. 
However, the harmonics above 54 MHz from these 
bands are of such high order that they are usually 
rather low in amplitude, although they may be 
strong enough to interfere if the television receiver 


is quite close to the amateur transmitter. 
Low-order harmonics — up to about the sixth — 
are usually the most difficult to eliminate. 

Of the amateur vhf bands, only 50 MHz will 
have harmonics falling in a vhf television channel 
(channels 11, 12 and 13). However, a transmitter 
for any amateur vhf band may cause interference if 
it has multiplier stages either operating in or having 
harmonics in one or more of the vhf TV channels. 
The rf energy on such frequencies can be radiated 
directly from the transmitting circuits or coupled 
by stray means to the transmitting antenna, 


Frequency Effects 


The degree to which transmitter harmonics or 
other undesired radiation actually in the TV 
channel must be suppressed depends principally on 
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two factors, the strength of the TV signal on the 
channel or channels affected, and the relationship 
between the frequency of the spurious radiation 
and the frequencies of the TV picture and sound 
carriers within the channel. If the TV signal is very 
strong, interference can be eliminated by compara- 
tively simple methods. However, if the TV signal is 
very weak, as in "fringe" areas where the received 
picture is visibly degraded by the appearance of set 
noise or “snow” on the screen, it may be necessary 
to go to extreme measures. 

In either case the intensity of the interference 
depends very greatly on the exact frequency of the 
interfering signal, Fig. 16-2 shows the placement of 
the picture and sound carriers in the standard TV 
channel. In Channel 2, for example, the picture 
carrier frequency is 54 + 1.25 = 55,25 MHz and the 
sound carrier frequency is 60 — 0.25 = 59,75 MHz. 
The second harmonic of 28.010 kHz (56,020 kHz 
or 56.02 MHz) falls 56.02 — 54 = 2.02 MHz above 
the low edge of the channel and is in the region 
marked "Severe" in Fig. 16-2. On the other hand, 
the second harmonic of 29,500 kHz (59,000 kHz 
or 59 MHz) is 59 — 54 = 5 MHz from the low edge 
of the channel and falls in the region marked 


PICTURE 
CARRIER 


Fig. 16-1 — Relationship of 
amateur-band harmonics to vhf 
TV channels, Harmonic interfer- 
ence from transmitters operat- 
ing below 30 MHz is likely to be 
serious in the low-channel group 
(54 to 88 MHz). 


“Mild.” Interference at this frequency has to be 
about 100 times as strong as at 56,020 kHz to 
cause effects of equal intensity. Thus an operating 
frequency that puts a harmonic near the picture 
cartier requires about 40 dB more harmonic 
suppression in order to avoid interference, as 
compared with an operating frequency that puts 
the harmonic near the upper edge of the channel. 

For a region of 100 kHz or so either side of the 
sound carrier there is another "Severe" region 
where a spurious radiation will interfere with 
reception of the sound program and this region 
also should be avoided. In general, a signal of 
intensity equal to that of the picture carrier will 
not cause noticeable interference if its frequency is 
in the “Mild” region shown in Fig. 16-2, but the 
same intensity in the "Severe" region will utterly 
destroy the picture. 


Interference Patterns 


The visible effects of interference vary with the 
type and intensity of the interference. Complete 
“blackout,” where the picture and sound disappear 
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MEGACYCLES FROM LOW EDGE OF TV CHANNEL 


Fig. 16-2 — Location of picture and sound carriers in a monochrome television channel, and relative 
intensity of interference as the location of the interfering signal within the channels is varied without 
changing its strength. The three regions are not actually sharply defined as shown in this drawing, but 


merge into one another gradually. 


Reducing Harmonic Generation 


Fig. 16-3 — "Cross-hatching," caused by the beat 
between the picture carrier and an interfering 
signal inside the TV channel. 


completely, leaving the screen dark, occurs only 
when the transmitter and receiver are quite close 
together. Strong interference ordinarily causes the 
picture to be broken up, leaving a jumble of light 
and dark lines, or turns the picture “negative” — 
the normally white parts of the picture turn black 
and the normally black parts turn white. 
"Cross-hatching" — diagonal bars or lines in the 
picture — accompanies the latter, usually, and also 
represents the most common type of less severe 
interference. The bars are the result of the beat 
between the harmonic frequency and the picture 
carrier frequency. They are broad and relatively 
few in number if the beat frequency is 
comparatively low — near the picture carrier — and 
are numerous and very fine if the beat frequency is 
very high — toward the upper end of the channel. 
Typical cross-hatching is shown in Fig. 16-3, If the 
frequency falls in the “Mild” region in Fig. 16-2 
the cross-hatching may be so fine as to be visible 
only on close inspection of the picture, in which 
case it may simply cause the apparent brightness of 
the screen to change when the transmitter carrier is 
thrown on and off. 

Whether or not cross-hatching is visible, an 
amplitude-modulated transmitter may cause 
“sound bars” in the picture. These look about as 
shown in Fig, 16-4. They result from the variations 
in the intensity of the interfering signal when 
modulated. Under most circumstances modulation 
bars will not occur if the amateur transmitter is 
frequency- or phase-modulated. With these types 
of modulation the cross-hatching will “wiggle” 
from side to side with the modulation. 

Except in the more severe cases, there is seldom 
any effect on the sound reception when interfer- 
ence shows in the picture, unless the frequency is 
quite close to the sound carrier. In the latter event 
the sound may be interfered with even though the 
picture is clean. 

Reference to Fig. 16-1 will show whether or 
not harmonics of the frequency in use will fall in 
any television channels that can be received in the 
locality. It should be kept in mind that not only 
harmonics of the final frequency may interfere, 
but also harmonics of any frequencies that may be 
present in buffer or frequency-multiplier stages. In 
the case of 144-MHz transmitters, frequency-multi- 
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plying combinations that require a doubler or 
tripler stage to operate on a frequency actually in a 
low-band vhf channel in use in the locality should 
be avoided. 


Harmonic Suppression 


Effective harmonic suppression has three 
date phases: 

1) Reducing the amplitude of harmonics 
generated in the transmitter. This is a matter of 
circuit design and operating conditions. 

2) Preventing stray radiation from the trans- 
mitter and from associated wiring. This requires 
adequate shielding and filtering of all circuits and 
leads from which radiation can take place. 

3) Preventing harmonics from being fed into 
the antenna. 

It is impossible to build a transmitter that will 
not generate some harmonics, but it is obviously 
advantageous to reduce their strength, by circuit 
design and choice of operating conditions, by as 
large a factor as possible before attempting to 
prevent them from being radiated. Harmonic 
radiation from the transmitter itself or from its 
associated wiring obviously will cause interference 
just as readily as radiation from the antenna, so 
measures taken to prevent harmonics from 
Teaching the antenna will not reduce TVI if the 
transmitter itself is radiating harmonics, But once 
it has been found that the transmitter itself is free 
from harmonic radiation, devices for preventing 
harmonics from reaching the antenna can be 
expected to produce results. 


REDUCING HARMONIC GENERATION 


Since reasonably efficient operation of rf power 
amplifiers always is accompanied by harmonic 
generation, good judgment calls for operating all 
frequency-multiplier stages at a very low power 
level. When the final output frequency is reached, 
it is desirable to use as few stages as possible in 
building up to the final output power level, and to 
use tubes that require a minimum of driving power. 


зер: 


Fig. 16-4 — “Sound Багз” or “modulation Баг5"" 
accompanying amplitude modulation of an inter- 
fering signal, In this case the interfering carrier is 
strong enough to destroy the picture, but in mild 
cases the picture is visible through the horizontal 
bars. Sound bars may accompany modulation even 
though the unmodulated carrier gives no visible 
cróss-hatching. 
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Circuit Design and Layout 

Harmonic currents of considerable amplitude 
flow in both the grid and plate circuits of rf power 
amplifiers, but they will do relatively little harm if 
they can be effectively bypassed to the cathode of 
the tube. Fig, 16-5 shows the paths followed by 
harmonic currents in an amplifier circuit; because 
of the high reactance of the tank coil there 5 Није 
harmonic current in it, so the harmonic. currents 
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Fig. 16-5 — А vhf resonant circuit is formed by the 
tube capacitance and the leads through the tank 
and blocking capacitors. Regular tank coils are not 
shown, since they have little effect on such 
resonances. C1 is the grid tuning capacitor and C2 
is the plate tuning capacitor. C3 and C4 are the 
grid and plate blocking or bypass capacitors, 
respectively. 


simply flow through the tank capacitor, the plate 
(or grid) blocking capacitor, and the tube 
capacitances. The lengths of the leads forming 
these paths is of great importance, since the 
inductance in this circuit will resonate with the 
tube capacitance at some frequency in the vhf 
range (the tank and blocking capacitances usually 
are so large compared with the tube capacitance 
that they have little effect on the resonant 
frequency). If such a resonance happens to occur 
at or near the same frequency as one of the 
transmitter harmonics, the effect is just the same as 
though a harmonic tank circuit had been 
deliberately introduced; the harmonic at that 
frequency will be tremendously increased in 
amplitude. 

Such resonances are unavoidable, but by 
keeping the path from plate to cathode and from 
grid to cathode as short as is physically possible, 
the resonant frequency usually can be raised above 
100 MHz in amplifiers of medium power. This puts 
it between the two groups of television channels. 

It is easier to place grid-circuit vhf resonances 
where they will do no harm when the amplifier is 
link-coupled to the driver stage, since this generally 
permits shorter leads and more favorable condi- 
tions for bypassing the harmonics than is the case 
with capacitive coupling. Link coupling also 
reduces the coupling between the driver and 
amplifier at harmonic frequencies, thus preventing 
driver harmonics from being amplified. 

The inductance of leads from the tube to the 
tank capacitor can be reduced not only by 
shortening but by using flat strip instead of wire 
conductors. It is also better to use the chassis as 
the return from the blocking capacitor or tuned 
circuit to cathode, since a chassis path will have 
less inductance than almost any other form of 
connection. 

The vhf resonance points in amplifier tank 
circuits can be found by coupling a grid-dip meter 
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covering the 50-250 MHz range to the grid and 
plate leads. If а resonance is found in or near a TV 
channel, methods such as those described above 
should be used to move it well out of the TV 
range. The grid-dip meter also should be used to 
check for vhf resonances in the tank coils, because 
coils made for 14 MHz and below usually will show 
such resonances. In making the check, disconnect 
the coil entirely from the transmitter and move the 
grid-dip meter coil along it while exploring for а 
dip in the $4-88-MHz band. If a resonance falls in a 
TV channel that is in use in the locality, changing 
the number of turns will move it to a 
less-troublesome frequency. 


Operating Conditions 


Grid bias and grid current have an important 
effect on the harmonic content of the rf currents 
in both the grid and plate circuits. In general, 
harmonic output increases as the grid bias and grid 
current are increased, but this is not necessarily 
true of a particular harmonic. The third and higher 
harmonics, especially, will go through fluctuations 
in amplitude as the grid current is increased, and 
sometimes a rather high value of grid current will 
minimize one harmonic as compared with a low 
value. This characteristic can be used to advantage 
where a particular harmonic is causing interference, 
remembering that the operating conditions that 
minimize one harmonic may greatly increase 
another. 

For equal operating conditions, there is little or 
no difference between single-ended and push-pull 
amplifiers in respect to harmonic generation. 
Push-pull amplifiers are frequently troublemakers 
on even-order harmonics because with such 
amplifiers the even-harmonic voltages are in phase 
at the ends of the tank circuit and hence appear 
with equal amplitude across the whole tank coil, if 
the center of the coil is not grounded. Under such 
circumstances the even harmonics can be coupled 
to the output circuit through stray capacitance 
between the tank and coupling coils. This does not 
occur in a single-ended amplifier having an 
inductively coupled tank, if the coupling coil is 
placed at the cold end, or with a pi-network tank. 


Harmonic Traps 


If a harmonic in only one TV channel is 
particularly bothersome- frequently the case when 
the transmitter operates on 28 MHz — a trap tuned 
to the harmonic frequency may be installed in the 
plate lead as shown in Fig. 16-6. At the harmonic 
frequency the trap represents a very high 
impedance and hence reduces the amplitude of the 
harmonic current flowing through the tank circuit. 
In the push-pull circuit both traps have the same 
constants. The L/C ratio is not critical but a high-C 
circuit usually will have least effect on the 
performance of the plate circuit at the normal 
operating frequency. 

Since there is a considerable harmonic voltage 
across the trap, radiation may occur from the trap 
unless the transmitter is well shielded. Traps should 
be placed so that there is no coupling between 


Preventing Transmitter Radiation 
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Fig. 16-6 — Harmonic traps in an amplifier plate 
circuit. L and C should resonate at the frequency 
of the harmonic to be suppressed. C may be a 25- 
to 50-pF midget, and L usually consists of 3 to 6 
turns about 1/2 inch in diameter for Channels 2 
through 6. The inductance should be adjusted so 
that the trap resonates at about half capacitance of 
C before being installed in the transmitter. The 
frequency may be checked with a grid-dip meter. 
When in place, the trap should be adjusted for 
minimum interference to the TV picture, 


them and the amplifier tank circuit, 

A trap is а highly selective device and so is 
useful only over a small range of frequencies. A 
second- ог third-harmonic trap on a 28-MHz tank 
circuit usually will not be effective over more than 
S0 kHz or so at the fundamental frequency, 
depending on how serious the interference is 
without the trap. Because they are critical of 
adjustment, it is better to prevent TVI by other 
means, if possible, and use traps only as a last 
resort. 


PREVENTING RADIATION FROM 
THE TRANSMITTER 


The extent to which interference will be caused 
by direct radiation of spurious signals depends on 
the operating frequency, the transmitter power 
level, the strength of the television signal, and the 
distance between the transmitter and TV receiver. 
Transmitter radiation can be a very serious 
problem if the TV signal is weak, if the TV receiver 
and amateur transmitter are close together, and if 
the transmitter is operated with high power. 


Shielding 

Direct radiation from the transmitter circuits 
and components can be prevented by proper 
shielding. To be effective, a shield must completely 
enclose the circuits and parts and must have no 
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openings that will permit rf energy to escape. 
Unfortunately, ordinary metal boxes and cabinets 
do not provide good shielding, since such openings 
as louvers, lids, and holes for running in 
connections allow far too much leakage. 

A primary requisite for good shielding is that all 
joints must make a good electrical connection 
along their entire length. A small slit or crack will 
let out a surprising amount of rf energy; so will 
ventilating louvers and large holes such as those 
used for mounting meters. On the other hand, 
small holes do not impair the shielding very 
greatly, and a limited number of ventilating holes 
may be used if they are small — not over 1/4 inch 
in diameter, Also, wire screen makes quite effective 
shielding if the wires make good electrical 
connection at each crossover. Perforated aluminum 
such as the “do-it-yourself” sold at hardware stores 
also is good, although not very strong mechanical- 
ly. If perforated material is used, choose the 
variety with the smallest openings. The leakage 
through large openings can be very much reduced 
by covering such openings with screening or 
perforated aluminum, well bonded to all edges of 
the opening. 

The intensity of rf fields about coils, capacitors, 
tubes and wiring decreases very rapidly with 
distance, so shielding is more effective, from a 
practical standpoint, if the components and wiring 
are not too close to it. It is advisable to have a 
separation of several inches, if possible, between 
“hot” points in the circuit and the nearest 
shielding. 

For a given thickness of metal, the greater the 
conductivity the better the shielding. Copper is 
best, with aluminum, brass and steel following in 
that order. However, if the thickness is adequate 
for structural purposes (over .02 inch) and the 
shield and a “hot” point in the circuit are not in 
close proximity, any of these metals will be 
satisfactory. Greater separation should be used 
with steel shielding than with the other materials 
not only because it is considerably poorer as a 
shield but also because it will cause greater losses in 
near-by circuits than would copper or aluminum at 
the same distance. Wire screen or perforated metal 
used as a shield should also be kept at some 
distance from high-voltage or high-current rf 
points, since there is considerably more leakage 
through the mesh than through solid metal. 

Where two pieces of metal join, as in forming a 
corner, they should overlap at least a half inch and 
be fastened together firmly with screws or bolts 
spaced at close-enough intervals to maintain firm 
contact all along the joint. The contact surfaces 
should be clean before joining, and should be 
checked occasionally — especially steel, which is 
almost certain to rust after a period of time. 

‘The leakage through a given size of aperture in 
shielding increases with frequency, so such points 
as good continuous contact, screening of large 
holes, and so on, become even more important 
when the radiation to be suppressed is in the high 
band — 174-216 MHz. Hence 50- and 144-MHz 
transmitters, which in general will have frequency- 
multiplier harmonics of relatively high intensity in 
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this region, require special attention in this respect 
if the possibility of interfering with a channel 
received locally exists. 


Lead Treatment 


Even very good shielding can be made 
completely useless when connections are run to 


Fig. 16-7 — Proper method of bypassing the end 
of a shielded lead using disk ceramic capacitor. The 
.001-МЕ size should be used for 1600 volts or less; 
500 pF at higher voltages. The leads are wrapped 


around the inner and outer conductors and 
soldered, so that the lead length is negligible. This 
photograph is about four times actual size, 


external power supplies and other equipment from 
the circuits inside the shield. Every such conductor 
leaving the shielding forms a path for the escape of 
1f, which is then radiated by the connecting wires. 
Hence a step that is essential in every case is to 
prevent harmonic currents from flowing on the 
leads leaving the shielded enclosure. 

Harmonic currents always flow on the dc or ac 
leads connecting to the tube circuits. A very 
effective means of preventing such currents from 
being coupled into other wiring, and one that 
provides desirable bypassing as well, is to use 
shielded wire for all such leads, maintaining the 
shielding from the point where the lead connects 
to the tube or rf circuit right through to the point 
where it leaves the chassis. The shield braid should 
be grounded to the chassis at both ends and at 
frequent intervals along the path. 

Good bypassing of shielded leads also is 
essential Bearing in mind that the shield braid 
about the conductor confines the harmonic 
currents to the inside of the shielded wire, the 
object of bypassing is to prevent their escape. Fig. 
16-7 shows the proper way to bypass. The small 
.001-pF ceramic disk capacitor, when mounted on 
the end of the shielded wire as shown in Fig. 
16-7, actually forms a series-resonant circuit in 
the 54-88-MHz range and thus represents practical- 
ly a short circuit for low-band TV harmonics. The 
exposed wire to the connection terminal should be 
kept as short as is physically possible, to prevent 
any possible harmonic pickup exterior to the 
shielded wiring. Disk capacitors in the useful 
capacitance range of 500 to. 1000 pF are available 
in several voltage ratings up to 6000 volts. 
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Fig. 168 — Additional rf filtering of supply 
leads may be required in regions where the TV 
signal is very weak. The rf choke should be 
physically small, and may consist of a 1-inch 
winding of No. 26 enameled wire on a 1/4-inch 
form, close-wound. Manufactured single-layer 
chokes having an inductance of a few microhenries 
also may be used, 


These bypasses are essential at the connection- 
block terminals, and desirable at the tube ends of 
the leads also. Installed as shown with shielded 
wiring, they have been found to be so effective 
that there is usually no need for further harmonic 
filtering. However, if a test shows that additional 
filtering is required, the arrangement shown in Fig. 
16-8 may be used. Such an rf filter should be 
installed at the tube end of the shielded lead, and if 
more than one circuit is filtered care should be 
taken to keep the rf chokes separated from each 
other and so oriented as to minimize coupling 
between them. This is necessary for preventing 
harmonics present in one circuit from being 
coupled into another. 

In difficult cases involving Channels 7 to 13 — 
ie. close proximity between the transmitter and 
receiver, and a weak TV signal — additional 
lead-filtering measures may be needed to prevent 
radiation of interfering signals by 50- and 144-MHz 
transmitters. A recommended method is shown in 
Fig. 16-9, It uses a shielded lead bypassed with a 
ceramic disk as described above, with the addition 
of a low-inductance feed-through type capacitor 
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Fig. 169 — 


Additional 
harmonics or other spurious frequencies in the high 
vhf TV band (174-216 MHz). 

СТ — .001-UF disk ceramic. 


lead filtering for 


— 500- ог 1000-pF fed-through bypass 
(Centralab FT-1000, Above 500 volts, substi- 
tute Centralab 8585-500.). 

RFC — 14 inches Мо, 26 enamel close-wound on 
3/16-inch dia. form ог composition resistor 
body. 


Checking Transmitter Radiation 


and a small rf choke, the capacitor being used as a 
terminal for the external connection. For voltages 
above 400, a capacitor of compact construction (as 
indicated in the caption) should be used, mounted 
so that there is a very minimum of exposed lead 
inside the chassis, from the capacitor to the 
connection terminal. 

As an alternative to the series-resonant 
bypassing described above, feed-through type 
capacitors such as the Sprague “Нураѕз” type may 
be used as terminals for external connections. The 
ideal method of installation is to mount them so 
they protrude through the chassis, with thorough 
bonding to the chassis all around the hole in which 
the capacitor is mounted, The principle is 
illustrated in Fig. 16-10, 

Meters that are mounted in an rf unit should be 
enclosed in shielding covers, the connections being 
made with shielded wire with each lead bypassed as 
described above. The shield braid should be 
grounded to the panel or chassis immediately 
outside the meter shield, as indicated in Fig. 16-11. 
A bypass may also be connected across the meter 
terminals, principally to prevent any fundamental 
current that may be present from flowing through 
the meter itself, As an alternative to individual 
meter shielding the meters may be mounted 
entirely behind the panel, and the panel holes 
needed for observation may be covered with wire 
sereen that is carefully bonded to the panel all 
around the hole. 

Care should be used in the selection of shielded 
wire for transmitter use. Not only should the 
insulation be conservatively rated for the dc 
voltage in use, but the insulation should be of 
material that will not easily deteriorate in 
soldering, The rf characteristics of the wire are not 
especially important, except that the attenuation 
of harmonics in the wire itself will be greater if the 
insulating material has high losses at radio 
frequencies; in other words, wire intended for use 
at dc and low frequencies is preferable to cables 
designed expressly for carrying rf. The attenuation 
also will increase with the length of the wire; in 
general, it is better to make the leads as long as 
circumstances permit rather than to follow the 


Fig. 16-10 — The best method of using the 
“Hypass” type feed-through capacitor. Capaci- 
tances of .01 to 0.1 ДЕ are satisfactory. Capacitors 
of this type are useful for high-current circuits, 
such as filament and 117-volt leads, as a substitute 
for the rf thoke shown in Fig. 16-8, in cases 
where additional lead filtering is needed. 
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Fig. 16-11 — Meter shielding and bypassing. It is 
essential to shield the meter mounting hole since 
the meter will carry rf through it to be radiated. 
Suitable shields can be made from 2 1/2- or 3-inch 
diameter metal cans or small metal chassis boxes. 


more usual practice of using no more lead than is 
actually necessary. Where wires cross or run 
parallel, the shields should be  spot-soldered 
together and connected to the chassis. For high 
voltages, automobile ignition cable covered with 
shielding braid is recommended. 

Proper shielding of the transmitter requires that 
the rf circuits be shielded entirely from the 
external connecting leads. A situation such as is 
shown in Fig. 16-12, where the leads in the rf 
chassis have been shielded and properly filtered but 
the chassis is mounted in a large shield, simply 
invites the harmonic currents to travel over the 
chassis and on out over the leads outside the 
chassis. The shielding about the rf circuits should 
make complete contact with the chassis on which 
the parts are mounted, 


Checking Transmitter Radiation 


A check for transmitter radiation always should 
be made before attempting to use low-pass filters 
or other devices for preventing harmonics from 
reaching the antenna system. The only really 
satisfactory indicating instrument is a television 
receiver. In regions where the TV signal is strong an 
indicating wavemeter such as one having a crystal 


Fig. 16-12 — A metal cabinet can be an adequate 
shield, but there will still be radiation if the leads 
inside can pick up rf from the transmitting circuits. 
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or tube detector may be useful; if it is possible to 
get any indication at all from harmonics either on 
supply leads or around the transmitter itself, the 
harmonics are probably strong enough to cause 
interference, However, the absence of any such 
indication does not mean that harmonic interfer- 
ence will not be caused. If the techniques of 
shielding and lead filtering described in the 
preceding section are followed, the harmonic 
intensity on any external leads should be far below 
what any such instruments can detect, 

Radiation checks should be made with the 
transmitter delivering full power into a dummy 
antenna, such as an incandescent lamp of suitable 
power rating, preferably installed inside the 
shielded enclosure. If the dummy must be external, 
it is desirable to connect it through a coax-match- 
ing circuit such as is shown in Fig. 16-13. Shielding 
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Fig. 16-13 — Dummy-antennd system for checking 
harmonic radiation from the transmitter and leads. 


the dummy antenna circuit is also desirable, 
although it is not always necessary. 

Make the radiation test on all frequencies that 
are to be used in transmitting, and note whether or 
not interference patterns show in the received 
picture. (These tests must be made while a TV 
signal is being received, since the beat patterns will 
not be formed if the TV picture carrier is not 
present.) If interference exists, its source can be 
detected by grasping the various external leads (by 
the insulation, not the live wire!) or bringing the 
hand near meter faces, louvers, and other possible 
points where harmonic energy might escape from 
the transmitter. If any of these tests cause a change 
— not necessarily an increase — in the intensity of 
the interference, the presence of harmonics at that 
point is indicated. The location of such "hot" 
spots usually will point the way to the remedy. If 
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the TV receiver and the transmitter can be 
operated side-by-side, a length of wire connected 
to one antenna terminal on the receiver can be 
used as a probe to go over the transmitter 
enclosure and external leads. This device will very 
quickly expose the spots from which serious 
leakage is taking place. 

As a final test, connect the transmitting 
antenna or its transmission line terminals to the 
outside of the transmitter shielding. Interference 
created when this test is applied indicates that 
weak currents are on the outside of the shield and 
can be conducted to the antenna when the normal 
antenna connections are used. Currents of this 
mature represent interference that is conducted 
over low-pass filters, and hence cannot be 
eliminated by such filters. 


TRANSMITTING-ANTENNA 
CONSIDERATIONS 


When a well-shielded transmitter is used in 
conjunction with an effective low-pass filter, and 
there is no incidental rectification in the area, it is 
impossible to have "harmonic-type" TVI, regard- 
less of the type of transmitting antenna. However, 
the type of transmitting antenna in use can be 
responsible for “‘fundamental-overload” ТУТ. 

To minimize the chances of TVI, the 
transmitting antenna should be located as far as 
possible from the receiving antenna. The chances 
of fundamental overload at the television receiver 
are reduced when а horizontal transmitting 
antenna or beam is mounted higher than the TV 
antenna. Other things being equal, fundamental 
overload is more likely to occur with a vertical 
transmitting antenna than with a horizontal one, 
because the vertical antenna has a stronger field at 
a low angle. If a ground-plane antenna can be 
located well above the height of the TV receiving 
antenna, there is less likelihood of fundamental 
overload than when it is at the same height or 
below the television antenna. 

The SWR on the line to the transmitting 
antenna has no effect on TVI. However, when the 
line to the antenna passes near the TV antenna, 
radiation from the line can be a source of TVI. 
Methods for minimizing radiation from the line are 
discussed in the chapter on transmission lines. 


FILTERS AND INTERFERENCE 


The judicious use of filters, along with other 
suppression measures such as shielding, has pro- 
vided solutions to interference problems in widely 
varying applications. As a consequence, consider- 
able attention has been given to the subject over 
the years that has resulted in some very esotetic 
designs. Perhaps the most modern approach is the 
optimization and/or realization for a particular 
application of a filter by means of a digital 
computer. However, there are a number of other 
types with component values cataloged in tabular 
form. Of these, the most important ones are the 
so-called Chebyshev and elliptic-function filters. 


(Butterworth filters are often considered as а 
special case of Chebyshev types only with a ripple 
factor of zero.) 

Elliptic-function filters might be considered 
optimum in the sense that they provide the 
sharpest rolloff between the passband and stop- 
band. Computed values for a low-pass filter with a 
0.1-4B ripple in the passband and a cutoff fre- 
quency of 30.6 MHz are shown in Fig. 1. The filter 
is supposed to provide an attenuation of 35 dB 
above 40 MHz. An experimental model was built 
and the response is shown in Fig. 2. As can be seen, 
the filter came quite close to the design goals. 
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Fig. 1 — Schematic diagram showing component 
values of an experimental elliptic function filter. 


Unfortunately, as with most of the designs in this 
section, alignment of the more complicated filters 
requires some sort of sweep-generator setup. This is 
the only practical way of “tweaking” a filter to the 
desired response. While building a sweep setup is 
not beyond the talents of an advanced experi- 
menter, the lack of one is an obstacle in the home 
construction of filters. 


Chebyshev Filters 


Chebyshev low-pass filters (and Butterworth 
filters) have the same ladder-network circuit as the 
elliptic-function filter in Fig. 1 except that the 
inductors in the shunt arms are omitted. Tables for 
the element values are quite common and can be 
found in any number of references. However, how 
to determine the attenuation at а particular fre- 
quency is often not included in such tables and 
some explanation is in order. It will be recalled 
that a ripple factor was mentioned in conjunction 
with the elliptic-function filter in the previous 
section. This factor specifies the allowable amount 
of attenuation in the passband and represents a 
tradeoff from steepness of the attenuation between 
the passband and stopband. Larger ripple factors 
result in greater rolloff; however, the input imped- 
ance and consequently the VSWR of the filter 
become larger also. For moderate ромег- 
transmitting applications, a ripple factor of 0.1 dB. 
is about the maximum permissible amount. This 
results in а VSWR of approximately 14:1. For 
low-level stages, VSWR is often not a problem and 
higher ripple factors can be used. 

The attenuation (or insertion loss in the case of 
equal resistive terminations at the input and output 
of the filter) is given by: 
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where Th(w) represents a Chebyshev polynomial 
of degree m, and п represents the number of 
inductors and capacitors in the filter (for instance, 
for an ordinary pi or T network, n would be 3). 
The term w is just 2af (f is the frequency in Hz 
and e2 will be discussed shortly). Chebyshev 
polynomials can be expressed in terms of ordinary 
trigonometric and hyperbolic functions by: 


_ feos(n arc cos w) 0<w<1 
Табо) а (n arc cosh) со >1 } 


For values of ш less than опе, the polynomial 
oscillates between *1 while for greater values, it 
increases rapidly. Consequently, the value for w 


Fig. 2 — Response curve of the filter shown in Fig. 
1. Vertical scale represents 10 dB/div. and horizon- 
tal scale is 10 MHz/div. 


equal to 1 represents the cutoff frequency of the 
filter. While the polynomial could be tabulated 
from tables of functions, the problem could be 
easily solved on many current calculator models. In 
fact, with programmable models such as the 
Hewlett Packard HP-25, finding the attenuation at 
any frequency only requires entry of the fre- 
quency, ripple factor and number of elements 
(number of poles). For those interested, a copy of 
such a program is available from ARRL for 25 
cents and an s.a.s.e. 

The term e? is the ripple factor and is related to 
the ripple factor in decibels by the equation: 


ripple (dB) 
«2=10 19 _| 


This concept represents (ће most important aspect 
of current filter design. Limits or tolerances are set 
on the amount of ripple in either the passband or 
stopband (or both in the case of elliptic-function 
filters) and the filter is designed around these 
limits. 


A Citation Eliminator 


Quite often, some insight into the qualitative 
manner in which a filter works is useful For 
example, consider the filter shown in Fig. 3. If the 
2.26-иН coils were omitted, a high-pass configura- 
tion would result. By including the coils, the filter 
will possibly have a rolloff above the high-pass 
cutoff frequency and provide an unsymmetrical 
bandpass characteristic. 


Pc board serves as an enclosure for this elliptic- 
function filter. c: 


494 


Fig. 3 — Schematic diagram of the "Citation 

Eliminator." Component values shown are theo- 

retical computed inductances and capacitances for 

a bandpass filter resonant at 21.14 MHz with a 

bandwidth of 4.5 MHz. 

C1, C2 — 4.5 to 25 pF, ceramic trimmer. 

L1, L2 — 13 turns 3/4-inch dia., 16 tpi (B & W 
3011). 

L3 — 5 turns No. 16 solid wire 3/4-inch dia., 
approx. 1-inch long. 


This is shown in Fig. 4 and an application of a 
filter of this type is as follows. Many older rigs 
suitable for cw work are often acquired by Novice 
operators because of their low cost. Unfortunately, 
operation on the higher bands such as 15 meters 
can be somewhat tricky and it is possible that the 
rig is tuned up on 20 meters instead. The afore- 
mentioned filter eliminates that possibility by 
providing rejection at 14 MHz and also at har- 
monics above the operating frequency of 21 MHz. 
It is relatively easy to align since all that is 
necessary is to grid-dip L1 to 21.14 MHz (with the 
input shorted and the output open) by means of 
СІ. The process is repeated with L2 and C2, only 
the input is opened and the output terminal 
shorted. Further tweaking can be accomplished by 
adjusting the capacitors for minimum SWR with 
the output circuit connected to a dummy load. 
Some adjustment of L3 may be necessary which 
controls the coupling. Spreading or squeezing the 
coil turns farther apart or closer together, decreases 
or increases the inductance (and hence the 
coupling) accordingly. 


ilar construction using pc board is shown for 
the "Citation Eliminator.” Approximate dimensions 
are 2 X 2-3/4 X 2-3/4 (HWD). A top cover with hole 
for capacitor adjustment should be soldered on after 
filter is initially aligned. Power rating is suitable for 
transmitters in 75-watt input class. 
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Fig. 4 — Response of the "Citation Eliminator.” 
Attenuation and frequency scale 10 dB/div. (verti- 
cal) and 5 MHz/div. (horizontal). 


An Absorptive Filter 

The filter shown in Fig. 1 not only provides 
rejection by means of a low-pass section, it also 
includes circuitry that absorbs harmonic energy. A 
high-pass section consisting of L1, L2, С! and C2 is 
terminated in a 50-ohm “idler load” and this com- 
bination performs the latter function. The advan- 
tages of this technique are that degradation of filter 
rejection caused by antenna mismatch at the 
harmonic frequency are not as severe (with a filter of 
this type) and the transmitter is terminated in a 
resistive load at the harmonic. 


Construction and Test Techniques 


If good performance above 100 MHz is not a 
necessity, this filter can be built using conventional 
fixed capacitors. Copper-clad Teflon board may 
not be readily available in small quantities from 
many supply houses. Regular fiberglass-insulated 
board is satisfactory for low power. One such filter 
has been used with an SB-100 transceiver running 
100 watts. Although the Q of the fiberglass 


Fig. 1 — Schematic diagram of the absorptive filter. 
The pc board used is MIL-P-13949D, FL-GT-.062 in, 
C-2/2-11017, Class 1, Grade A. Polychem Bud Divi- 
sion. Capacitance between copper surfaces is 10-pF- 
per square inch. Values are as follows for a design 
cutoff frequency of 40 MHz and rejection peak in 
Channel 2: 


C1 —52 pF C4 — 21.6 pF L3 — 0.3 uH 
C2 —73 pF L1—0.125uH 14 — 0.212 uH 
C3 — 126 pF L2 — 0.52 uH L5 — 0.24 uH 


Filters for VHF Transmitters 


capacitors will be lower than that of Teflon- 
dielectric capacitors, this should not greatly affect 
the type of filter described here. 

Test equipment needed to build this filter at 
home includes a reasonably accurate grid-dip oscil- 
lator, a SWR bridge, a reactance chart or the 
ARRL Lighting Calculator (for L, C, and f), а 
50-ohm dummy load, and a transmitter. 

Once the value of a given capacitor has been 
calculated, the next step is to determine the 
capacitance per square inch of the double-clad 
circuit board you have. This is done by connecting 
one end of a coil of known inductance to one side 
of the circuit board, and the other coil lead to the 
other side of the circuit board. Use the grid-dip 
oscillator, coupled lightly to the coil, to determine 
the resonant frequency of the coil and the circuit- 
board capacitor. When the frequency is known, the 
total capacitance can be determined by working 
the Lightning Calculator or by looking the capaci- 
tance up on a reactance chart. The total capaci- 
tance divided by the number of square inches on 
one side of the circuit board gives the capacitance 
per square inch. Once this figure is determined, 
capacitors of almost any value can be laid out with 
a ruler! 


Fig. 3 — Dummy load for the high-pass section of 
the filter. 


High voltages can be developed across capaci- 
tors in a series-tuned circuit, so the copper material 
should be trimmed back at least 1/8 inch from all 
edges of a board, except those that will be soldered 
to ground, to prevent arcing. This should not be 
accomplished by filing since the copper filings 
would become imbedded in the board material and 
just compound the problem. The capacitor surfaces 
‘should be kept smooth and sharp corners should be 
avoided, 

If the filter box is made of double-clad fiber 
glass board, both sides should be bonded together 
with copper stripped from another piece of board. 
Stripped copper foil may be cleaned with a razor 
blade before soldering. To remove copper foil from 
а board, use a straight edge and а sharp scribe to 
score the thin copper foil. When the copper foil has 
been cut, use a razor blade to lift a corner. Careful 
heating with a soldering iron will reduce the effort 
required to separate the copper from the board. 
This technique of bonding two pieces of board or 
two sides of a piece of board can also be used to 
interconnect two capacitors when construction in 
one plane would require too much area. Stray 
inductance must be minimized and sufficient clear- 
ance must be maintained for arc-over protection. 


Capacitors with Teflon dielectric have been 
used in filters passing up to 2 kW PEP. One further 
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Fig. 16-14 — Equivalent circuits for the strip-line 
filters. At A, the circuit for the 6- and 2-meter 
filters are shown, L2 and L3 are the input and 
output links. These filters are bilaterial, permitting 
interchanging of the input and output terminals. 
At B, the representative circuit for the 220- 
432-MHz filters. These filters are also bilaterial. 
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word of caution: No low-pass filter will be fully 
effective until the transmitter with which it is used 
is properly shielded and all leads filtered. 

The terminating loads for the high-pass section 
of the filter can be made from 2-watt, 10-percent 
tolerance composition resistors. Almost any dissi- 
pation rating can be obtained by suitable series- 
parallel combinations. For example, а 16-watt, 
50-оћл load could be built as shown in Fig. 3. This 
load should handle the harmonic energy of a signal 
with peak fundamental power of 2 kilowatts. With 
this load, the harmonic energy will see a SWR 
under 2:1 up to 400 MHz. For low power (under 
300 watts PEP), a pair of 2-watt 100-ohm resistors 
is adequate. 

In the model shown the high-pass filter series 
capacitors are bonded and mounted on Teflon 
standoff insulators. 


FILTERS FOR VHF TRANSMITTERS 


High rejection of unwanted frequencies is 
possible with the tuned-line filters of Fig. 16-14, 
Examples are shown for each band from 50 
through 450 MHz. Construction is relatively 
simple, and the cost is low. Standard boxes are 
used, for ease of duplication. 

The filter of Fig. 16-15 is selective enough to 
pass 50-MHz energy and attenuate the 7th 
harmonic of an 8-MHz oscillator that falls in TV 
Channel 2. With an insertion loss at 50 MHz of 
about 1 dB, it can provide up to 40 dB of 
attenuation to energy at 57 MHz in the same line. 
This should be more than enough attenuation to 
take care of the worst situations, provided that the 
radiation is by way of the transmitter output coax 
only. The filter will not eliminate interfering 
energy that gets out from power cables, the ac line, 
or from the transmitter circuits themselves, It also 
will do nothing for TVI that results from 
deficiencies in the TV receiver. 
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Fig. 16-16 — The 144-МН2 
filter has an inner conduct- 
or of 1/2-inch copper tub- 
ing 10 inches long, ground- 
ed to the left end of the 
case and supported at the 
right end by the tuning 
capacitor. 


The 50-MHz filter, Fig. 16-15, uses a folded line 
in order to keep it within the confines of a 
standard chassis. The case is a 6 X 17 X 3-inch 
chassis (Bud AC-433) with a cover plate that 
fastens in place with self-tapping screws. An 
aluminum partition down the middle of the 
assembly is 14 inches long, and the full height of 
the chassis, 3 inches. 

The inner conductor of the line is 32 inches 
long and 13/16 inch wide, of 1/16-inch brass, 
copper or aluminum, This was made from two 
pieces of aluminum spliced together to provide the 
32-inch length. Splicing seemed to have no ill 
effect on the circuit Q. The side of the “U” are 
2 7/8 inches apart, with the partition at the center. 
The line is supported on ceramic standoffs. These 
were shimmed up with sections of hard wood or 
bakelite rod, to give the required 1 1/2-inch height. 

The tuning capacitor is a double-spaced variable 
(Hammarlund HF-30-X) mounted 11/2 inches 
from the right end of the chassis. Input and output 
coupling loops are of No. 10 or 12 wire, 10 inches 
long. Spacing away from the line is adjusted to 
about 1/4 inch. 

The 144-MHz model is 
2 1/4 X 2 1/2 X 12-inch 
CU-2114-A). 

One end of the tubing is slotted 1/4 inch deep 
with a hacksaw. This slot takes a brass angle 
bracket 11/2 inches wide, 1/4 inch high, with a 
1/2-inch mounting lip. This 1/4-inch lip is soldered 


housed in a 
Minibox (Bud 
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Fig. 16-15 — Interior of 
the 50-MHz strip line filter. 
Inner conductor of alumi- 
num strip is bent into U 
shape, to fit inside a 
standard 17-inch chassis. 


Fig. 16-17 — A half-wave 
strip line is used in the 
220-MHz filter. |t is 
grounded at both ends and 
tuned at the center. 


into the tubing slot, and the bracket is then bolted 
to the end of the box, so as to be centered on the 
end plate. 

The tuning capacitor (Hammarlund HF-15-X) is 
mounted 1 1/4 inches from the other end of the 
box, in such a position that the inner conductor 
can be soldered to the two stator bars. 

The two coaxial fittings (SO-239) are 11/16 
inch in from each side of the box, 3 1/2 inches 
from the left end. The coupling loops are No. 12 
wire, bent so that each is parallel to the center line 
of the inner conductor, and about 1/8 inch from 
its surface. Their cold ends are soldered to the 
brass mounting bracket. 

The 220-MHz filter uses the same size box as 
the 144-MHz model. The inner conductor is 
1/16-inch brass or copper, 5/8 inch wide, just long 
enough to fold over at each end for bolting to the 
box. It is positioned so that there will be 1/8 inch 
clearance between it and the rotor plates of the 
tuning capacitor. The latter is a Hammarlund 
HF-15-X, mounted slightly off-center in the box, 
so that its stator plates connect to the exact 
mid-point of the line, The $/16-inch mounting 
hole in the case is 5 1/2 inches from one end. The 
50-239 coaxial fittings are 1 inch in from opposite 
sides of the box, 2 inches from the ends. Their 
coupling links are No. 14 wire, 1/8 inch from the 
inner conductor of the line. 

The 420-MHz filter is similar in design, using a 
15/8 X 2 X 10-inch Minibox (Bud CU-2113-A). A 


Harmonics by Rectification 


half-wave line is used, with disk tuning at the 
center. The disks are 1/16-inch brass, 1 1/4-inch 
diameter. The fixed one is centered on the inner 
conductor, the other mounted on a No. 6 brass 
lead-screw. This passes through a threaded bushing, 
which can be taken from the end of a discarded 
slug-tuned form. An advantage of these is that 
usually a tension device is included. If there is 
none, use a lock nut. 

Type N coaxial connectors were used on the 
420-MHz model. They are 5/8 inch in from each 
side of the box, and 1 3/8 inches in from the ends. 
Their coupling links of No. 14 wire are 1/16 inch 
from the inner conductor. 


Adjustment and Use 


If you want the filter to work on both 
transmitting and receiving, connect the filter 
between antenna line and SWR indicator. With this 
arrangement you need merely adjust the filter for 
minimum reflected power reading on the SWR 
bridge. This should be zero, or close to it, if the 
antenna is well-matched. The bridge should be 
used, as there is no way to adjust the filter 
properly without it. If you insist on trying, adjust 
for best reception of signals on frequencies close to 
the ones you expect to transmit on. This works 
only if the antenna is well matched. 

When the filter is properly adjusted (with the 
SWR bridge) you may find that reception can be 
improved by retuning the filter. Don't do it, if you 
want the filter to work best on the job it was 
intended to do: the rejection of unwanted energy, 
transmitting or receiving. If you want to improve 
reception with the filter in the circuit, work on the 
receiver input circuit. To get maximum power out 
of the transmitter and into the line, adjust the 
transmitter output coupling, not the filter. If the 
effect of the filter on reception bothers you, 
connect it in the line from the antenna relay to the 
transmitter only. 


SUMMARY 


The methods of harmonic elimination outlined 
here have been proved beyond doubt to be 
effective even under highly unfavorable conditions. 
It must be emphasized once more, however, that 
the problem must be solved one step at a time, and 
the procedure must be in logical order. It cannot 
be done properly without two items of simple 
equipment: a grid-dip meter and wavemeter cover- 
ing the TV bands, and a dummy antenna, 


Fig. 16-18 — The proper method of 
installing a low-pass filter between 
the transmitter and a Transmatch. If 
the antenna is fed through coax, the 
Transmatch can be eliminated, but 
the transmitter and filter must be 
completely shielded, If a TR switch is 
used, it should be installed between 
the transmitter and low-pass filter. 
TR switches can generate harmonics 
‘themselves, so the low-pass filter 
should follow the TR switch. 
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To summarize: 

1) Take a critical look at the transmitter on the 
basis of the design considerations outlined under 
“Reducing Harmonic Generation." 

2) Check all circuits, particularly those con- 
nected with the final amplifier, with the grid-dip 
meter to determine whether there are any 
resonances in the TV bands. If so, rearrange the 
circuits so the resonances are moved out of the 
critical frequency region, 

3) Connect the transmitter to the dummy 
antenna and check with the wavemeter for the 
presence of harmonics on leads and around the 
transmitter enclosure, Seal off the weak spots in 
the shielding and filter the leads until the 
wavemeter shows no indication at any harmonic 
frequency, 

4) At this stage, check for interference with a 
TV receiver. If there is interference, determine the 
cause by the methods described previously and 
apply the recommended remedies until the 
interference disappears. 

5) When the transmitter is completely clean on 
the dummy antenna, connect it to the regular 
antenna and check for interference on the TV 
receiver. If the interference is not bad, a 
Transmatch or matching circuit installed as 
previously described should clear it up. Alternative- 
ly, a low-pass filter may be used. If neither the 
Transmatch nor filter makes any difference in the 
interference, the evidence is strong that the 
interference, at least in part, is being caused by 
receiver overloading because of the strong funda- 
mental-frequency field about the TV antenna and 
receiver. A Transmatch and/or filter, installed as 
described above, will invariably make a difference 
in the intensity of the interference if the 
interference is caused by transmitter harmonics 
alone. 

6) If there is still interference after installing 
the Transmatch and/or filter, and the evidence 
shows that it is probably caused by a harmonic, 
more attenuation is needed. A more elaborate filter 
may be necessary. However, it is well at this stage 
to assume that part of the interference may be 
caused by receiver overloading, and take steps to 
alleviate such a condition before trying highly- 
elaborate filters and traps on the transmitter. 


HARMONICS BY RECTIFICATION 


Even though the transmitter is completely free 
from harmonic output it is still possible for 
interference to occur because of harmonics 
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generated outside the transmitter. These result 
from rectification of fundamental-frequency cur- 
rents induced in conductors in the vicinity of the 
transmitting antenna. Rectification can take place 
at any point where two conductors are in poor 
electrical contact, a condition that frequently 
exists in plumbing, downspouting BX cables 
crossing each other, and numerous other places in 
the ordinary residence. It also can occur at any 
exposed vacuum tubes in the station, in power 
supplies, speech equipment, etc., that may not be 
enclosed in the shielding about the rf circuits. Poor 
joints anywhere in the antenna system are 
especially bad, and rectification also may take 
place in the contacts of antenna changeover relays. 
Another common cause is overloading the front 
end of the communications receiver when it is used 
with a separate antenna (which will radiate the 
harmonics generated in the first tube) for break-in. 

Rectification of this sort will not only cause 
harmonic interference but also is frequently 
responsible for cross-modulation effects. It can be 
detected in greater or less degree in most locations, 
but fortunately the harmonics thus generated are 
not usually of high amplitude. However, they can 
cause considerable interference in the immediate 
vicinity in fringe areas, especially when operation is 
in the 28-MHz band, The amplitude decreases 
rapidly with the order of the harmonic, the second 
and third being the worst. It is ordinarily found 
that even in cases where destructive interference 
results from 28-MHz operation the interference is 
comparatively mild from 14 MHz, and is negligible 
at still lower frequencies. 

Nothing can be done at either the transmitter 
Or receiver when rectification occurs. The remedy 
is to find the source and eliminate the poor contact 
either by separating the conductors or bonding 
them together. A crystal wavemeter (tuned to the 
fundamental frequency) is useful for hunting the 
source, by showing which conductors are carrying 
xf and, comparatively, how much. 

Interference of this kind is frequently intermit- 
tent since the rectification efficiency will vary with 
vibration, the weather, and so on. The possibility 
of corroded contacts in the TV receiving antenna 
should not be overlooked, especially if it has been 
up a year or more. 
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TV RECEIVER DEFICIENCIES 


When a television receiver is quite close to the 
transmitter, the intense rf signal from the 
transmitter's fundamental may overload one or 
more of the receiver circuits to produce spurious 
responses that cause interference. 

If the overload is moderate, the interference is 
of the same nature as harmonic interference; it is 
caused by harmonics generated in the early stages 
of the receiver and, since it occurs only on 
channels harmonically related to the transmitting 
frequency, it is difficult to distinguish from 
harmonics actually radiated by the transmitter. In 
such cases additional harmonic suppression at the 
transmitter will do no good, but any means taken 
at the receiver to reduce the strength of the 
amateur signal reaching the first tube will effect an 
improvement. With very severe overloading, inter- 
ference also will occur on channels not harmonical- 
ly related to the transmitting frequency, so such 
cases are easily identified. 


Cross-Modulation 


Upon some circumstances overloading will 
тезш! in cross-modulation or mixing of the 
amateur signal with that from a local fm or TV 
station. For example, a 14-MHz signal can mix 
with a 92-MHz fm station to produce a beat at 78 
MHz and cause interference in Channel 5, or with а 
TV station on Channel 5 to cause interference in 
Channel 3. Neither of the channels interfered with 
is in harmonic relationship to 14 MHz. Both signals 
have to be on the air for the interference to occur, 
and eliminating either at the TV receiver will 
eliminate the interference. 

There are many combinations of this type, 
depending on the band in use and the local 
frequency assignments to fm and TV stations. The 
interfering frequency is equal to the amateur 
fundamental frequency either added to or 
subtracted from the frequency of some local 
station, and when interference occurs in a TV 
channel that is not harmonically related to the 
amateur transmitting frequency the possibilities in 
such frequency combinations should be investi- 
gated. 
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TV Receiver Deficiencies 


14 Interference 


Some TV receivers do not have sufficient 
selectivity to prevent strong signals in the 
intermediate-frequency range from forcing their 
way through the front end and getting into the i-f 
amplifier. The once-standard intermediate frequen- 
cy of, roughly, 21 to 27 MHz, is subject to 
interference from the fundamental-frequency out- 
put of transmitters operating in the 21-MHz band. 
Transmitters on 28 MHz sometimes will cause this 
type of interference as well. 

A form of i-f interference peculiar to 50-MHz 
operation near the low edge of the band occurs 
with some receivers having the standard “41-MHz” 
i-f, which has the sound carrier at 41.25 MHz and 
the picture carrier at 45.75 MHz. А SO-MHz signal 
that forces its way into the if system of the 
receiver will beat with the i-f picture carrier to give 
а spurious signal on or near the if sound carrier, 
even though the interfering signal is not actually in 
the nominal passband of the i-f amplifier. 

There is a type of i-f interference unique to the 
144-MHz band in localities where certain uhf TV 
channels are in operation, affecting only those TV 
receivers in which double-conversion type plug-in 
uhf tuning strips are used. The design of these 
strips involves a first intermediate frequency that 
varies with the TV channel to be received and, 
depending on the particular strip design, this first 
i-f may be in or close to the 144-MHz amateur 
band, Since there is comparatively little selectivity 
in the TV signal-frequency circuits ahead of the 
first i-f, a signal from a 144-MHz transmitter will 
“ride into” the i-f, even when the receiver is at a 
considerable distance from the transmitter. The 
channels that can be affected by this type of if 
interference are: 


Receivers with 
21-MHz 
second i-f 


Channels 14-18, incl. 
Channels 41-48, incl. 
Channels 69-77, incl. 


Receivers with 
41-MHz 
second i-f 


Channels 20-25, incl. 
Channels 51-58, incl. 
Channels 82 and 83, 


If the receiver is not close to the transmitter, a trap 
of the type shown in Fig. 16-21 will be effective. 
However, if the separation is small the 144-MHz 
signal will be picked up directly on the receiver 
circuits and the best solution is to readjust the strip 
oscillator so that the first if is moved to a 
frequency not in the vicinity of the 144-MHz band. 
This lias to be done by a competent technician. 

ТЕ interference is easily identified since it 
occurs on all channels — although sometimes the 
intensity varies from channel to channel — and the 
cross-hatch pattern it causes will rotate when the 
receiver's fine-tuning control is varied. When the 
interference is caused by a harmonic, overloading, 
or cross modulation, the structure of the 
interference pattern does not change (its intensity 
may change) as the fine-tuning control is varied. 
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In all of the above cases the interference can be 
eliminated if the fundamental signal strength can 
be reduced to a level that the receiver can handle. 
To accomplish this with signals on bands below 30 
MHz, the most satisfactory device is a high-pass 
filter having a cutoff frequency between 30 and 54 
MHz, installed at the tuner input terminals of the 
seceiver. Circuits that have proved effective are 
shown in Figs. 16-18 and 16-19. Fig. 16-18 has one 
more section than the filters of Fig. 16-19 and аза 
consequence has somewhat better cutoff character- 
istics. All the circuits given are designed to have 
little or no effect on the TV signals but will 
attenuate all signals lower in frequency than about 
40 MHz. These filters preferably should be 
constructed in some sort of shielding container, 
although shielding is not always necessary. The 
dashed lines in Fig. 16-20 show how individual 
filter coils can be shielded from each other. The 
capacitors can be tubular ceramic units centered in 
holes in the partitions that separate the coils. 

Simple high-pass filters cannot always be 
applied successfully in the case of 50-MHz 
transmissions, because they do not have sufficient- 
ly-sharp cutoff characteristics to give both good 
attenuation at 50-54 MHz and no attenuation 
above 54 MHz. A more elaborate design capable of 
giving the required sharp cutoff has been described 
(Ladd, *50-МН2 ТУІ — Its Causes and Cures,” 
QST, June and July, 1954). This article also 
contains other information useful in coping with 
the TVI problems peculiar to 50-MHz operation. 
As an alternative to such a filter, a high-Q wave 
trap tuned to the transmitting frequency may be 
used, suffering only the disadvantage that it is 
quite selective and therefore will protect a receiver 
from overloading over only a small range of 
transmitting frequencies in the 50-MHz band. A 
trap of this type is shown in Fig. 16-21. These 
"suck-out" traps, while absorbing energy at the 
frequency to which they are tuned, do not affect 
the receiver operation otherwise. The assembly 
should be mounted near the input terminals of the 
TV tuner and its case should be grounded to the 
TV set chassis. The traps should be tuned for 
minimum TVI at the transmitter operating 
frequency. An insulated tuning tool should be used 
for adjustment of the trimmer capacitors, since 
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Fig. 16-20 — Another type of high-pass filter for 
300-ohm line. The coils may be wound оп 1/8-inch 
diameter plastic knitting needles. Important: Do 
not use a direct ground on the chassis of a 
transformerless receiver, Ground through a .001-F 
mica capacitor. 
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Fig. 16-21 — Parallel-tuned traps for installation in 
the 300-ohm line to the TV set. The traps should 
be mounted in an aluminum Minibox with a shield 
partition between them, as shown. For 50 MHz, 
the coils should have 9 turns of No. 16 enamel 
wire, close wound to a diameter of 1/2 inch. The 
144-MHz traps should contain coils with a total of 
6 turns of the same type wire, close-wound to a 
diameter of 1/4 inch. Traps of this type can be 
used to combat fundamental-overload TVI on the 
lower-frequency bands as well. 


they are at a “hot” point and will show 
considerable body-capacitance effect. 

High-pass filters are available commercially at 
moderate prices. In this connection, it should be 
understood by all parties concerned that while an 
amateur is responsible for harmonic radiation from 
his transmitter, it is no part of his responsibility to 
pay for or install filters, wave traps, etc. that may 
be required at the receiver to prevent interference 
caused by his fundamental frequency. Proper 
installation usually requires that the filter be 
installed right at the input terminals of the rf tuner 
of the TV set and not merely at the external 
antenna terminals, which may be at a considerable 
distance from the tuner. The question of cost is 
one to be settled between the set owner and the 
organization with which he deals. Don’t overlook 
the possibility that the manufacturer of the TV 
receiver will supply a high-pass filter free of charge. 

If the fundamental signal is getting into the 
receiver by way of the line cord a line filter such as 
those shown in Fig. 16-22 may help. To be most 
effective it should be installed inside the receiver 
chassis at the point where the cord enters, making 
the ground connections directly to the chassis at 
this point. It may not be so helpful if placed 
between the line plug and the wall socket unless 
the rf is actually picked up on the house wiring 
rather than on the line cord itself. 

t 
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Fig. 16-22 — “Brute-force” ac line filter for 
receivers. Ine values ot СТ, C2 and СЗ are not 


generally critical; capacitances from .001 to .01 ДЕ 
сап be used. L1 and L2 can be a 2-inch winding of 
No. 18 enameled wire on a half-inch diameter 
form. In making up such a unit for use external to 
the receiver, make sure that there are no exposed 
conductors to offer a shock hazard. 
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Antenna Installation 


Usually, the transmission line between the ТУ 
receiver and the actual TV antenna will pick up a 
great deal more energy from a nearby transmitter 
than the television receiving antenna itself. The 
currents induced on the TV transmission line in 
this case are of the "parallel" type, where the 
phase of {һе current is the same in both 
conductors. The line simply acts like two wires 
connected together to operate as one. If the 
receiver’s antenna input circuit were perfectly 
balanced it would reject these “parallel” ог 
"unbalance" signals and respond only to the true 
transmission-line (“push-pull”) currents; that is, 
only signals picked up on the actual antenna would 
cause a receiver response. However, no receiver is 
perfect in this respect, and many TV receivers will 
respond strongly to such parallel currents, The 
result is that the signals from a nearby amateur 
transmitter are much more intense at the first stage. 
in the TV receiver than they would be if the 
receiver response were confined entirely to energy 
picked up on the TV antenna alone. This situation 
can be improved by using shielded transmission 
line — coax or, in the balanced form, “twinax” — 
for the receiving installation. For best results the 
line should terminate in a coax fitting on the 
receiver chassis, but if this is not possible the shield 
should be grounded to the chassis right at the 
antenna terminals. 

The use of shielded transmission line for the 
receiver also will be helpful in reducing response to 
harmonics actually being radiated from the 
transmitter or transmitting antenna. In most 
receiving installations the transmission line is very 
much longer than the antenna itself, and is 
consequently far more exposed to the harmonic 
fields from the transmitter. Much of the harmonic 
pickup, therefore, is on the receiving transmission 
line when the transmitter and receiver are quite 
close together. Shielded line, plus relocation of 
either the transmitting or receiving antenna to take 
advantage of directive effects, often will result in 
reducing overloading, as well as harmonic pickup, 
to a level that does not interfere with reception. 


UHF TELEVISION 


Harmonic TVI in the uhf TV band is far less 
troublesome than in the vhf band, Harmonics from 
transmitters operating below 30 MHz are of such 
high order that they would normally be expected 
to be quite weak; in addition, the components, 
circuit conditions and construction of low-frequen- 
cy transmitters are such as to tend to prevent very 
strong harmonics from being generated in this 
region. However, this is not true of amateur vhf 
transmitters, particularly those working in the 
144-MHz and higher bands. Here the problem is 
quite similar to that of the low vhf TV band with 
respect to transmitters operating below 30 MHz. 

There is one highly favorable factor in uhf TV 
that does not exist in the most of the vhf TV band: 
If harmonics are radiated, it is possible to move the 
transmitter frequency sufficiently (within the 
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amateur band being used) to avoid interfering with 
a channel that may be in use in the locality. By 
restricting operation to a portion of the amateur 
‘band that will not result in harmonic interference, 
it is possible to avoid the necessity for taking 
extraordinary precautions to prevent harmonic 
radiation. 

The frequency assignment for uhf television 
consists of seventy 6-Megahertz channels (Nos. 14 
to 83, inclusive) beginning at 470 MHz and ending 
at 890 MHz. The harmonics from amateur bands 
above 50-МНУ span the uhf channels as shown in 
Table 16-1. Since the assignment plan calls for a 
minimum separation of six channels between any 
two stations in one locality, there is ample 
opportunity to choose a fundamental frequency 
that will move a harmonic out of range of a local 
TV frequency. 


TABLE 16-1 
1 
Harmonic Relationship — Amateur УНЕ Bands and 
UHF TV Channels 
Amateur Fundamental Channel 
Band Harmonic Freq. Range Affected 
144 MHz 4th 144.0—144.5 31 
144.5—146.0 32 
146.0—147.5 33 
147.5—148.0 34 
5th 144.0-144.4 55 
144.4—145.6 56 
145.6—146.8 57 
146.8—148.0 58 
6th 144.0—144.33 79 
144.33—145.33 80 
145.33—147.33 81 
147.33—148.0 82 
220 MHz 3rd 220–220.67 45 
220.67—222.67 46 
222.67-224.67 47 
224.67–225 48 
4th 220-221 82 
221-222.5 83 
420 MHz 2nd 420—421 75 
421—424 76 
424—427 77 
427—430 78 
430—433 79 
433—436 80 
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COLOR TELEVISION 


The color TV signal includes a subcarrier spaced 
3.58 MHz from the regular picture carrier (or 4.83 
MHz from the low edge of the channel) for 
transmitting the color information. Harmonics 
which fall in the color subcarrier region can be 
epected to cause break-up of color in the received 
picture. This modifies the chart of Fig. 16-2 to 
introduce another “severe” region centering 
around 4.8 MHz measured from the low-frequency 
edge of the channel. Hence with color television 
reception there is less opportunity to avoid 
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harmonic interference by choice of operating 
frequency. In other respects the problem of 
eliminating interference is the same as with 
black-and-white television. 


INTERFERENCE FROM 
TV RECEIVERS 


The TV picture tube is swept horizontally by 
the electron beam 15,750 times per second, using a 
wave shape that has very high harmonic content. 
The harmonics are of appreciable amplitude even 
at frequencies as high as 30 MHz, and when 
radiated from the receiver can cause considerable 
interference to reception in the amateur bands. 
While measures to suppress radiation of this nature 
are required by FCC in current receivers, many 
older sets have had no such treatment. The 
interference takes the form of rather unstable, 
ac-modulated signals spaced at intervals of 15.75 


Studies have shown that the radiation takes 
place principally in three ways, in order of their 
importance: (1) from the ac line, through stray 
coupling to sweep circuits; (2) from the antenna 
system, through similar coupling; (3) directly from 
the picture tube and sweep-circuit wiring. Line 
radiation often can be reduced by bypassing the ac 
line cord to the chassis at the point of entry, 
although this is not completely effective in all cases 
since the coupling may take place outside the 
chassis beyond the point where the bypassing is 
done. Radiation from the antenna is usually 
suppressed by installing a high-pass filter on the 
receiver, The direct radiation requires shielding of 
high-potential leads and, in some receivers, 
additional bypassing in the sweep circuit; in severe 
cases, it may be necessary to line the cabinet with 
screening or similar shielding material. 

Incidental radiation of this type from TV and 
broadcast receivers, when of sufficient intensity to 
cause serious interference to other radio services 
(such as amateur), is covered by Part 15 of the 
FCC rules. When such interference is caused, the 
user of the receiver is obligated to take steps to 
eliminate it. The owner of an offending receiver 
should be advised to contact the source from 
which the receiver was purchased for appropriate 
modification of the receiving installation. TV 
receiver dealers can obtain the necessary informa- 
tion from the set manufacturer. 

It is usually possible to reduce interference very 
considerably, without modifying the TV receiver, 
simply by having a good amateur-band receiving 
installation. The principles are the same as those 
used in reducing "hash" and other noise — use a 
good antenna, such as the transmitting antenna, for 
reception; install it as far as possible from ac 
circuits; use a good feeder system such as a 
properly balanced two-wire line or coax with the 
outer conductor grounded; use coax input to the 
receiver, with a matching circuit if necessary; and 
check the receiver to make sure that it does not 
pick up signals or noise with the antenna 
disconnected. 
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HI-FI INTERFERENCE 


Since the introduction of stereo and high-fidel- 
ity receivers, interference to this type of 
home-entertainment device has become a severe 
problem for amateur. Aside from placing the 
amateur antenna as far as possible from any hi-fi 
installation, there is little else that can be done at 
the amateur's ham shack. Most of the hi-fi gear 
now being sold has little or no filtering to prevent 
1f interference. In other words, corrective measures 
must be done at hi-fi installation, 


Hi-Fi Gear 

Hi-fi gear can consist of a simple amplifier, with 
record or tape inputs, and speakers. The more 
elaborate installations may have a tape deck, 
record player, fm and a-m tuners, an amplifier, and 
two or more speakers. These units are usually 
connected together by means of shielded leads, and 
in most cases the speakers are positioned some 
distance from the amplifier, via long leads. When 
such a setup is operated near an amateur station, 
say within a few hundred feet, there are two 
important paths through which rf energy can reach 
the hi-fi installation to cause interference. 

Step number one is to try to determine how 
the interference is getting into the hi-fi unit. If the 
volume control has no effect on the level of 
interference or very slight effect, the audio 
rectification of the amateur signal is taking place 
past the volume control, or on the output end of 
the amplifier. This is by far the most common 
type. It usually means that the amateur signal is 
being picked up on the speaker leads, or possibly 
on the ac line, and is then being fed back into the 
amplifier. 


‘CAPACITORS! 
Ayr то озук 


Fig. 16-23 — The disk capacitors should be 
mounted directly between the speaker terminals 
and chassis ground, keeping the leads as short as 
possible, 


Experience has shown that most of the rf gets 
into the audio system via the speaker leads or the 
ас line, mostly the speaker leads. The amateur may 
find that on testing, the interference will only 
show up on one or two bands, or all of them. In 
hi-fi installations speakers are sometimes set up 
quite some distance from the amplifier. If the 
speaker leads happen to be resonant near an 
amateur band in use, there is likely to be an 
interference problem. The speaker lead will act as a 
resonant antenna and pick up the rf. One easy cure 
is to bypass the speaker terminals at the amplifier 
chassis. Use .01- to .03-ШЕ disk capacitors from the 
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speaker terminals directly to chassis ground; see 
Fig 16-23. Try .01 ШЕ and see if that does the job. 
In some amplifiers .03 ШЕ are required to eliminate 
the rf. Be sure to install bypasses on all the speaker 
terminals. In some instances, it may appear that 
one of each of the individual speaker terminals is 
grounded to the chassis. However, some amplifiers 
have the speaker leads above ground on the low 
side, for feedback purposes. If you have a circuit 
diagram of the amplifier you can check, but in the 
absence of a diagram, bypass all the terminals. ТЕ 
you can get into the amplifier, you can use the 
system shown in Fig. 16-244. 

In this system, two rf chokes are installed in 
series with the speaker leads from the output 
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SPEAKER ый TO OUTPUT. 
ТЫНА 5 d TRANSFORMER 
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Fig. 16-24 — Ат А, the method for additional 

speaker filter, and at B, filtering the ac-line input. 

In both cases, these installations should be made 

directly inside the amplifier chassis, keeping the 

leads as short as possible. 

C1,C2 — .01-to .03- LIF disk ceramic. 

C3, C4 — .01 disk cerat ac type. 

ВЕСТ through RFC4 — 24 turns No. 18 
enamel-covered wire, close-spaced and wound 
on a 1/4-inch diameter form (such as a pencil). 


transformers, or amplifier output, to the speakers. 
These chokes are simple to make and help keep rf 
out of the amplifier. In particularly stubborn cases, 
shielded wire can be used for the speaker leads, 
grounding the shields at the amplifier chassis, and 
still using the bypasses on the terminals. When 
grounding, all chassis used in the hi-fi installation 
Should be bonded together and connected to a 
good earth ground (such as a water pipe) if at all 
possible. It has been found that grounding 
sometimes eliminates the interference. On the 
other hand, don't be discouraged if grounding 
doesn't appear to help. Even with the bypassing 
and filtering grounding may make the difference. 

Fig. 16-24B shows the method for filtering the 
ac line at the input of the amplifier chassis. The 
choke dimensions are the same as those given in 
Fig. 16-24A. Be sure that the bypasses are rated for 
ac because the dc types have been known to short 
out. 


Antenna Pickup 


If the hifi setup includes an fm installation, 
and many of them do, there is the possibility of rf 
getting into the audio equipment by way of the fm 
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antenna, Chances for this method of entry are very 
good and precautions should be taken here to 
prevent the rf from getting to the equipment. A 
TV-type high-pass filter can prove effective in some 
cases. 


Turntables and Tape Decks 


In the more elaborate hi-fi setups, there may be 
several assemblies connected together by means of 
patch cords. It is a good idea when checking for 
RFI to disconnect the units, one at a time, 
observing any changes in the interference. Not only 
disconnect the patch cords connecting the pieces 
together, but also unplug the ac line cord for each 
item as you make the test. This will help you 
determine which section is the culprit. 

Patch cords are usually, but not always, made 
of shielded cable. The lines should be shielded, 
which brings up another point. Many commercially 
available patch cords have poor shields. Some have 
wire spirally wrapped around the insulation, co- 
vering the main lead, rather than braid. This 
method provides poor shielding and could be the 
reason for RFI problems. 

Record-player tone-arm connections to the 
cartridge are usually made with small clips. The 
existence of a loose clip, particularly if oxidation is 
present, offers an excellent invitation to RFI. Also, 
the leads from the cartridge and those to the 
amplifier are sometimes resonant at vhf, providing 
an excellent receiving antenna for rf. One cure for 
unwanted rf pickup is to install ferrite beads, one 
on each cartridge lead. Check all patch-cord con- 
nections for looseness or poor solder joints. In- 
ferior connections can cause rectification and 
subsequent RFI. 

Tape decks should be treated the same as 
turntables. Loose connections and bad solder joints 
all can cause trouble. Ferrite beads can be slipped 
over the leads to the recording and play-back 
pickup heads. Bypassing of the tone-arm or 
pickup-head leads is also effective, but sometimes 
it is difficult to install capacitors in the small area 
available. Disk capacitors (.001MF) should be used 
as close to the cartridge or pickup head as possible. 
Keep the capacitor leads as short as possible. 


Preamplifiers 


There are usually one or more preamplifiers 
used in a hi-fi amplifier. The inputs to these stages 
can be very susceptible to RFI. Fig. 16-24 illustrates 
а typical preamplifier circuit. In this case the leads 
to the bases of the transistors are treated for RFI 
with ferrite beads by the addition of RFC2 and 
REC4. This is a very effective method for stopping 
RFI when vhf energy is the source of the trouble. 

Within the circuit of a solid-state audio system, 
а common offender can be the emitter-base junc- 
tion of a transistor. This junction operates as a 
forward-biased diode, with the bias set so that a 
change of base current with signal will produce a 
linear but amplified change in collector current. 
Should rf energy reach the junction, the bias could 
increase, causing nonlinear amplification and dis- 
tortion as the result. If the rf level is high it can 
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PREAMPLIFIER 


RFCS 


Fig. 16-25 — Typical circuit of a solid-state 
preamplifier, 


completely block (saturate) a transistor, causing a 
complete loss of gain. Therefore, it may be 
necessary to reduce the transmitter power output 
in order to pinpoint the particular transistor stage 
that is affected. 

In addition to adding ferrite beads it may be 
necessary to bypass the base of the transistor to 
chassis ground, C1 and C2, Fig, 16-25, A suitable 
value is 100 pF, and keep the leads short! As a 
general rule, the capacitor value should be as large 
as possible without degrading the high-frequency 
response of the amplifier. Values up to .0010Е can 
be used. In severe cases, a series inductor (RFC1 
and RFC3) may be required, Ohmite 2-50 ог 
2-144, or their equivalents (7 and 1.8 MH respec- 
tively), Fig, 16-25 shows the correct placement for 
an inductor, bypass capacitor, and ferrite bead. 
Also, it might help to use a ferrite bead in the 
plus-B lead to the preamplifier stages (RFCS in Fig. 
16-25). Keep in mind that Fig. 16-25 represents 
only one preamplifier of a stereo set. Both chan- 
nels may require treatment, 


FM Tuners 


There is often an fm tuner used in a hi-fi 
installation. Much of the interference to tuners is 
caused by fundamental overloading of the first 
stage (or stages) of the tuner, effected by the 
amateur's signal. The cure is the installation of a 
high-pass filter, the same type used for TVI. The 
filter should be installed as close as possible to the 
antenna input of the tuner. The high-pass filter will 
attenuate the amateur fundamental signal, thus 
preventing overloading of the front end. 


Shielding 

Lack of shielding on the various components in 
а hi-fi installation can permit rf to get into the 
equipment. Many units have no bottom plates, or 
are installed in plastic cases. One easy method of 
providing shielding is to use aluminum foil. Make 
sure the foil doesn’t short circuit the components, 
and ‘connect it to chassis ground. 


504 


INTERFERENCE WITH OTHER SERVICES 


INTERFERENCE W!TH STANDARD BROADCASTING 


Interference with a-m broadcasting usually falls 
into one or more rather well-defined categories. An 
understanding of the general types of interference 
will avoid much cut-and-try in finding a cure. 


Transmitter Defects 


Out-of-band radiation is something that must 
be cured at the transmitter. Parasitic oscillations 
are a frequently unsuspected source of such 
radiations, and no transmitter can be considered 
satisfactory until it has been thoroughly checked 
for both low- and high-frequency parasitics. Very 
often parasitics show up only as transients, causing 
key clicks in cw transmitters and "splashes" or 
“burps” on modulation peaks in am transmitters. 
Methods for detecting and eliminating parasitics 
are discussed in the transmitter chapter. 

In cw transmitters the sharp make and break 
that occurs with unfiltered keying causes transients 
that, in theory, contain frequency components 
through the entire radio spectrum. Practically, they 
are often strong enough in the immediate vicinity 
of the transmitter to cause serious interference to 
broadcast reception. Key clicks can be eliminated 
by the methods detailed in the chapter on keying. 

BCI is frequently made worse by radiation from 
the power wiring or the rf transmission line. This is 
because the signal causing the interference, in such 
cases, is radiated from wiring that is nearer the 
broadcast receiver than the antenna itself. Much 
depends on the method used to couple the 
transmitter to the antenna, a subject that is 
discussed in the chapters on transmission lines and 
antennas. If it is at all possible the antenna itself 
should be placed so that it is not in close proximity 
to house wiring, telephone and power lines, and 
similar conductors. 


The BC Set 


Most present day receivers use solid-state active 
components, rather than tubes, A large number of 
the receivers in use are battery powered. This is to 
the amateur's advantage because much of the be 
interference an amateur encounters is because of ac 
line pickup. In the case where the be receiver is 
powered from the ac line, whether using tube or 
solid-stage components, the amount of rf pickup 
must be reduced or eliminated. A line filter such as 
is shown in Fig. 16-22 often will help accomplish 
this, The values used for the coils and capacitors 
are in general not critical. The effectiveness of the 
filter. may depend considerably on the ground 
connection used, and it is advisable to use a short 
ground lead to a cold-water pipe if at all possible. 
The line cord from the set should be bunched up, 
to minimize the possibility of pick-up on the cord, 
It may be necessary to install the filter inside the 
receiver, so that the filter is connected between the 
line cord and the set wiring, in order to get 
satisfactory operation. 


Cross-Modulation 


With phone transmitters, there are occasionally 
cases where the voice is heard whenever the 


broadcast receiver is tuned to a be station, but 
there is no interference when tuning between 
stations. This is cross-modulation, a result of 
rectification in one of the early stages of the 
receiver. Receivers that are susceptible to this 
trouble usually also get a similar type of 
interference from regular broadcasting if there is a 
strong local be station and the receiver is tuned to 
some other station. 

The remedy for cross modulation in the 
receiver is the same as for images and oscillator- 
harmonic response — reduce the strength of the 
amateur signal at the receiver by means of a line 
filter, 

The trouble is not always in the receiver, since 
cross modulation can occur in any nearby 
rectifying circuit — such as a poor contact in water 
or steam piping, gutter pipes, and other conductors 
in the strong field of the transmitting antenna — 
external to both receiver and transmitter. Locating 
the cause may be difficult, and is best attempted 
with a battery-operated portable broadcast receiver 
used as a “probe” to find the spot where the 
interference is most intense. When such a spot is 
located, inspection of the metal structures in the 
vicinity should indicate the cause. The remedy is to 
make a good electrical bond between the two 
conductors having the poor contact. 


Handling BCI Cases 


Assuming that your transmitter has been 
checked and found to be free from spurious 
radiations, get another amateur to operate your 
station, if possible, while you make the actual 
check on the interference yourself. The following 
procedure should be used. 

Tune the receiver through the broadcast band, 
to see whether the interference tunes like a regular 
bc station. If so, image or oscillator-harmonic 
response is the cause. If there is interference only 
when a bc station is tuned in, but not between 
stations, the cause is cross modulation. If the 
interference is heard at all settings of the tuning 
dial, the trouble is pickup in the audio circuits, In 
the latter case, the receiver's volume control may 
or may not affect the strength of the interference, 
depending on the means by which your signal is 
being rectified. 

Having identified the cause, explain it to the set 
owner. It is a good idea to have a line filtér with 
you, equipped with enough cord to replace the 
set’s line cord, so it can be tried then and there. If 
it does not eliminate the interference, explain to 
the set owner that there is nothing further that can 
be done without modifying the receiver, Recom- 
mend that the work be done by a competent 
service technician, and offer to advise the service 
man on the cause and remedy, Don’t offer to work 
on the set yourself, but if you are asked to do so 
use your own judgment about complying; set 
owners sometimes complain about the overall 
performance of the receiver afterward, often 
without justification. If you work on it, take it to 
your station so the effect of changes you make can 
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be seen, Return the receiver promptly when you 
have finished, 


MISCELLANEOUS TYPE OF 
INTERFERENCE 


The operation of amateur phone transmitters 
occasionally results їп interference on telephone 
lines and in audio amplifiers used in public-address 
work, plus “other audio devices. The cause is 
rectification of the signal in an audio circuit. 

Organs 

An RFI problem area is the electronic organ. 
All of the techniques outlined for hi-fi gear hold 
true in getting rid of RFI in an organ. Two points 
should be checked — the speaker leads and the ac 
line. Many organ manufacturers have special ser- 
vicemen’s guides for taking care of RFI. However, 
to get this information you or the organ owner 
must contact the manufacturer, not the dealer or 
distributor. Don’t accept the statement from a 
dealer or serviceman that there is nothing that can 
be done about the interference. 


P-A Systems 


The cure for RFI in p-a systems is almost the 
same as that for hi-fi gear. The one thing to watch 
for is rf on the leads ‘that connect the various 
stations in a p-a system together. These leads 
should be treated the same as speaker leads and 
bypassing and filtering should be done at both 
ends of the lines. Also, watch for ac-line pickup of 
и. 


Telephone Interference 


Telephone interference тау be cured by con- 
necting a bypass capacitor (about .001 ШЕ) across 
the microphone unit in the telephone handset. The 
telephone companies have capacitors for this pur- 
pose. When such a case occurs, get in touch with 
{һе repair department of the phone company, 
giving the particulars. Section 500-150-100 of the 
Bell System Practices Plant Series gives detailed 
instructions. This section discusses causes and cures 
of telephone interference from radio signals. It 
points out that interference can come from cor- 
roded connections, unterminated loops, and other 
sources. It correctly points out that that rf can be 
picked up on the drop wire coming into the house, 
and also on the wiring within the house, but 
(usually) the detection of the rf occurs inside the 
phone. The detection usually takes place at the 
Varistors in the compensation networks, and/or at 
the receiver noise suppressor and the carbon 
microphone. But interference suppression should 
be handled two ways: prevent the rf from getting 
to the phone, and prevent it from being rectified. 

The telephone companies (Bell System) have 
two devices for this purpose. The first is a ОВА 
capacitor, which is installed at the service entrance 
protector, and the second is the 1542A inductor, 
which is installed at the connector block. Ac- 
cording to the practices manual, the 40BA by- 
passes rf picked up on the drop wire coming into 
the house from the phone, and the 1542A sup- 
presses rf picked up on the inside wiring. These are 
mentioned because in very stubborn cases they 
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may be necessary. But first, it is suggested that the 
telephones be modified. 

Since there are several different series of 
phones, they will be discussed separately: 

500 series — These are the desk and wall phones 
most commonly in use. They come in several 
different configurations, but all use а 425-series 
compensation network. The letter designation сап 
be A, B, C, D, E, F, 6, or K, and all these networks 
contain varistors. The network should be replaced 
with a 4257, in which the varistors are replaced by 
resistors. Also, .01-ШЕ disk-ceramic capacitors 
should be placed across the receiver suppressor. The 
suppressor is a diode across the receiver terminals. 
The carbon microphone in the handset should be 
bypassed with а .01-ЏЕ ceramic capacitor. 

Series 1500, 1600, 1700 — These are the 
“Touch-Tone” phones, and the cure is similar to 
that for the 500 series, except that the network is a. 
4010B or D, and should be replaced with a 4010E. 

Trimline series — These are the “Princess” series 
phones. The practice manual says that these 
should be modified by installing bypass capacitors 
across all components in the set that may act as 
demodulators. This statement is rather vague, but 
evidently a solution is known to the telephone 
company for these sets. 

At the end of section 500-150-100 is an 
ordering guide for special components and sets, as 
follows: 

Ordering Guide: 

Capacitor, 40BA 

Inductor, 1542A 

-49 Gray, -50 Ivory 

Set, Telephone, -rf Modified 

Set, Telephone Hand, 220A, -rf Modified 

Set, Telephone Hand, 22208, -rf Modified 

Set, Hand С, -rf Modified 

Dial — (Touch-Tone dial only) -rf Modified. 
The type “G” Handset is the one used with the 
500 and Touch-Tone series phones. Also, Mountain 
Bell has put out an "Addendum 500-150-100MS, 
Issue A, January 1971" to the practices manual, 
which states that items for rf modified phones 
should be ordered on nonstock Form 3218, as 
follows: 

(Telephone Set type) 

Modified for BSP 500-150-100 

for Radio Signal Suppression 


The FCC 

The Field Engineering Bureau of the FCC has a 
bulletin that will be of help to the amateur in cases 
involving RFI to audio devices. These bulletins are 
available from any of the field offices. The bulletin 
is addressed to the users of hi-fi, record players, 
public-address systems, and telephones. It clearly 
spells out the problem and theobligation of the 
owner of such gear. 

It is suggested that the amateur obtain copies of 
this bulletin, which is listed as Attachment III, 
Bulletin, Interference to Audio Devices. When the 
amateur receives a complaint he can provide the 
complainer with a copy of the bulletin. This 
approach will help put the problem in correct 
perspective. 


Chapter 17 


Test Equipment and 


Measurements 


Measurement and testing seemingly go hand in 
hand, but it is useful to make a distinction between 
"measuring" and "test" equipment. The former is 
commonly considered to be capable of giving а 
meaningful quantitative result. For the latter a 
simple indication of “satisfactory” or “unsatisfac- 
tory” may suffice; in any event, the accurate 
calibration associated with real measuring equip- 
ment is seldom necessary, for simple test 
apparatus. 

Certain items of measuring equipment that are 
useful to amateurs are readily available in kit form, 
at prices that represent a genuine saving over the 


cost of identical parts. Included are volt-ohm-milli- 
ammeter combinations, vacuum-tube and transistor 
voltmeters, oscilloscopes, and the like. The 
coordination of electrical and mechanical design, 
components, and appearance make it far preferable 
to purchase such equipment than to attempt to 
build one’s own. 

However, some test gear is either not available 
ог сап easily be built. This chapter considers the 
principles of the more useful types of measuring 
equipment and concludes with the descriptions of 
several pieces that not only can be built 
satisfactorily at home but which will facilitate the 
operation of the amateur station. 


THE DIRECT-CURRENT INSTRUMENT 


In measuring instruments and test equipment 
suitable for amateur purposes the ultimate 
“readout” is generally based on a measurement of 
direct current. A meter for measuring dc uses 
electromagnetic means to deflect a pointer over a 
calibrated scale in proportion to the current 
flowing through the instrument. 

In the D’Arsonval type a coil of wire, to which 
the pointer is attached, is pivoted between the 
poles of a permanent magnet, and when current 
flows through the coil it sets up a magnetic field 
that interacts with the field of the magnet to cause 
the coil to turn, The design of the instrument is 
usually such as to make the pointer deflection 
directly proportional to the current. 

А less expensive type of instrument is the 
movingvane type, in which a pivoted softiron 
vane is pulled into a coil of wire by the magnetic 
field set up when current flows through the coil. 
The farther the vane extends into the coil the 
greater the magnetic pull on it, for a given change 
in current, so this type of instrument does not have 
"linear" deflection — the intervals of equal current 
are crowded together at the low-current end and 
spread out at the high-current end of the scale. 


Current Ranges 


The sensitivity of an instrument is usually 
expressed in terms of the current required for 
full-scale deflection of the pointer. Although a very 
wide variety of ranges is available, the meters of 
interest in amateur work have basic “movements” 
that will give maximum deflection with currents 
measured in microamperes or milliamperes. They 
are called microammeters and milliammeters, 
respectively. 

Thanks to the relationships between current, 
voltage, and resistance expressed by Ohm’s Law, it 


becomes possible to use а single low-range 
instrament — eg., 1 milliampere or less full-scale 
pointer deflection — for a variety of direct-current 
measurements. Through its ability to measure 
current, the instrument can also be used indirectly 
to measure voltage. Likewise, a measurement of 
both current and voltage will obviously yield a 
value of resistance. These measurement functions 
are often combined in a single instrument — the 
volt-ohm-milliammeter or “VOM”, a multirange 
meter that is one of the most useful pieces of 
measuring and test equipment an amateur can 
possess. 
Accuracy 

The accuracy of a dc meter of the D'Arsonval 
type is specified by the manufacturer. A common 
specification is “2 percent of full scale," meaning 
that a 0-100 microammeter, for example, will be 
сопесї to within 2 microamperes at any part of 
the scale. There are very few cases in amateur work 
where accuracy greater than this is needed. 
However, when the instrument is part of a more 
complex measuring circuit, the design and 
components of which all can cause error, the 
overall accuracy of the complete device is always 
less. 


EXTENDING THE CURRENT RANGE 


Because of the way current divides between 
two resistances in parallel, it is possible to increase 
the range (more specifically, to decrease the 
sensitivity),of a de micro- ог milliammeter to any 
desired extent. The meter itself has an inherent 
resistance — its internal resistance — which 
determines the full-scale current through it when 
its rated voltage is applied. (This rated voltage is of 
the order of a few millivolts.) By connecting an 
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The Voltmeter 


Fig. 17-1 — Use of a shunt to extend the calibration 
range of a current-reading instrument, 


external resistance in parallel with the internal 
resistance, as in Fig. 17-1, the current will divide 
between the two, with the meter résponding only 
to that part of the current which flows through 
the internal resistance of its movement. Thus it 
reads only part of the total current; the effect is to 
make more total current necessary for a full-scale 
meter reading. The added resistance is called a 
shunt. 

It is necessary to know the meter's internal 
resistance before the required value for a shunt can 
be calculated. It may vary from a few ohms to a 
few hundred, with the higher resistance values 
associated with higher sensitivity. When known, it 
Can be used in the formula below to determine the 
required shunt for a given current multiplication: 

R=Rm_ 
п-1 
where А is the shunt, Rm is the internal resistance 
of the meter, and л is the factor by which the 
original meter scale is to be multiplied. 


Making Shunts 


Homemade shunts can be constructed from any 
of various special kinds of resistance wire, or from 
ordinary copper wire if no resistance wire is 
available. The Copper Wire Table in this Handbook 
gives the resistance per 1000 feet for various sizes 
of copper wire. After computing the resistance 
required, determine the smallest wire size that will 
carry the full-scale current (250 circular mils per 
ampere is a satisfactory figure for this purpose). 
Measure off enough wire to provide the required 
resistance. 


THE VOLTMETER 


If a large resistance is connected in series with a 
current-reading meter, as in Fig. 17-2, the current 


4 
MULTIPLIER 


Fig. 17-2 — A voltmeter is a current-indicating 
instrument in series with a high resistance, the 
“multiplier.” 
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multiplied by the resistance will be the voltage 
drop across the resistance, which is known as a 
multiplier. An instrument used in this way is 
calibrated in terms of the voltage drop across the 
multiplier resistor, and is called a voltmeter. 


Sensitivity 


Voltmeter sensitivity is usually expressed in 
ohms per volt, meaning that the meter's full-scale 
reading multiplied by the sensitivity will give the 
total resistance of the voltmeter. For example, the 
resistance of a 1000-ohms-per-volt voltmeter is 
1000 times the full-scale calibration voltage, and 
by Ohm’s Law the current required for full-scale 
deflection is 1 milliampere. A sensitivity of 20,000 
ohms per volt, a commonly used value, means that 
the instrument is a 50-microampere meter. 

The higher the resistance of the voltmeter the 
more accurate the measurements in high-resistance 
circuits, This is because in such a circuit the 
current flowing through the voltmeter will cause а 
change in the voltage between the points across 
which the meter is connected, compared with the 
voltage with the meter absent, as shown in Fig, 
173. 


1000 му METER READS APP Biv 
20K^ METER READS APP 98V 
|| MEG METER READS APP 99V 


Fig. 17-3 — Effect of voltmeter resistance on 
accuracy of readings. It is assumed that the dc 
resistance of the screen circuit is constant at 100 
kilohms. The actual current and voltage without 
the voltmeter connected are 1 mA and 100 volts. 
The voltmeter readings will differ because the 
different types of meters draw different amounts 
of current through the 150-kilohm resistor. 


Multipliers 


The required multiplier resistance is found by 
dividing the desired full-scale voltage by the 
current, in amperes, required for full-scale 
deflection of the meter alone. Strictly, the internal 
resistance of the meter should be subtracted from 
the value so found, but this is seldom necessary 
(except perhaps for very low ranges) because the 
meter resistance will be negligibly small compared 
with the multiplier resistance. An exception is 
when the instrument is already a voltmeter and is 
provided with an internal multiplier, in which case 
the multiplier resistance required to extend the 
range is 
R-Rg(n-1) 

where R is the multiplier resistance, R m is the total 
resistance of the instrument itself, and n is the 
factor by which the scale is to be multiplied. For 
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example, if a 1000-ohms-per-volt voltmeter having 
а calibrated range of 0-10 volts is to be extended to 
1000 volts, Rm is 1000 X 10 = 10,000 ohms, и is 
1000/10 = 100, and R = 10,000 (100 – 1) = 
990,000 ohms. 

When extending the range of a voltmeter or 
converting а low-range meter into a voltmeter, the 
rated accuracy of the instrument is retained only 
when the multiplier resistance is precise. Precision 
wire-wound resistors are used in the multipliers of 
high-quality instruments. These are relatively 
expensive, but the home constructor can do quite 
well with 1-percent-tolerance composition resis- 
tors. They should be “derated” when used for this 
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purpose — that is, the actual power dissipated in 
the resistor should not be more than 1/4 to 1/2 the 
rated dissipation — and care should be used to 
avoid overheating the body of the resistor when 
soldering to the leads. These precautions will help 
prevent permanent change in the resistance of the 
unit. 

Ordinary composition resistors are generally 
furnished in 10- or 5-percent tolerance ratings. If 
possible errors of this order can be accepted, 
resistors of this type may be used as multipliers. 
They should be operated below the rated power 
dissipation figure, in the interests of long-time 
stability. 


DC MEASUREMENT CIRCUITS 


Current Measurement with a Voltmeter 


A current-measuring instrument should have 
very low resistance compared with the resistance of 
the circuit being measured; otherwise, inserting the 
instrument will cause the current to differ from its 
value with the instrument out of the circuit. (This 
may not matter if the instrument is left 
permanently in the circuit) However, the resis- 
tance of many circuits in radio equipment is quite 
high and the circuit operation is affected little, if at 
all, by adding as much as a few hundred ohms in 
series, In such cases the voltmeter method of 
measuring current, shown in Fig. 17-4, is 
frequently convenient. A voltmeter (or low-range 
milliammeter provided with a multiplier and 
operating as a voltmeter) having a full-scale voltage 
range of a few volts is used to measure the voltage 
drop across a suitable value of resistance acting as a 
shunt. 

The value of shunt resistance must be 
calculated from the known or estimated maximum 
current expected in the circuit (allowing a safe 
margin) and the voltage required for full-scale 
deflection of the meter with its multiplier. 


Power 


Power in direct-current circuits is determined 
by measuring the current and voltage. When these 


Fig. 17-4 — Voltmeter method of measuring 
current. This method permits using relatively large 
values of resistance in the shunt, standard values of 
fixed resistors frequently being usable. If the 
multiplier resistance is 20 (or more) times the 
shunt resistance, the error in assuming that all the 
current flows through the shunt will not be of 
consequence in most practical applications. 


Fig. 17-5 — Measurement of power requires both 
current and voltage measurements; once these 
values are known the power is equal to the product 
— P = El, The same circuit can be used for 
measurement of an unknown resistance. 


are known, the power is equal to the voltage in 
volts multiplied by the current in amperes. If the 
current is measured with a milliammeter, the 
reading of the instrument must be divided by 1000 
to convert it to amperes. 

The setup for measuring power is shown in Fig. 
17-5, where R is any dc "load," not necessarily an 
actual resistor. 


Resistance 


Obviously, if both voltage and current are 
measured in a circuit such as that in Fig. 17-5 the 
value of resistance R (in case it is unknown) can ђе 
calculated from Ohm's Law. For accurate results, 
the internal resistance of the ammeter or 
milliammeter, MA, should be very low compared 
with the resistance, R, being measured, since the 
voltage read by the voltmeter, V, is the voltage 
across MA and R in series. The instruments and the 
de voltage should be chosen so that the readings 
aré in the upper half of the scale, if possible, since 
the percentage error is less in this region: 


THE OHMMETER 


Although Fig, 17-5 suffices for occasional 
resistance measurements, it is inconvenient when 
frequent measurements over a wide range of 
resistance are to be made. The device generally 
used for this purpose is the ohmmeter. This 
consists fundamentally of a voltmeter (or milli- 
ammeter, depending on the circuit used) and a 
small dry battery, the meter being calibrated so the 
value of an unknown resistance can be read 


The Ohmmeter 


a 


e 


Values are 


circuits. 


Fig. 17-6 — Ohmmeter 
discussed in the text, 


directly from the scale. Typical ohmmeter circuits 
are shown in Fig. 17-6. In the simplest type, shown 
in Fig, 17-6A, the meter and battery are connected 
in series with the unknown resistance. If a given 
deflection is obtained with terminals А-В shorted, 
inserting the resistance to be measured will cause 
the meter reading to decrease. When the resistance 
of the voltmeter is known, the following formula 
can be applied: 


Rm 


SE 


EC 


where R is the resistance to be found, 
€ is the voltage applied (A-B shorted), 
E is the voltmeter reading with R connected, 
and 
Rm is the resistance of the voltmeter. 


The circuit of Fig, 17-6A is not suited to 
measuring low values of resistance (below a hun- 
dred ohms or so) with а high-resistance voltmeter. 
For such measurements the circuit of Fig. 17-6B 
can be used. The unknown resistance is 

ТЕ 
ћ-ђ 


R= 


where R is the unknown, 
Ега is the internal resistance of ће milliam- 
meter, 
T; is the current with В disconnected {тот 
terminals A-B, and 
12 is the current with R connected, 


The formula is based on the assumption that the 
current in the complete circuit will be essentially 
constant whether or not the “unknown” terminals 
are short-circuited. This requires that R1 be very 
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arge compared with Rm — e.g, 3000 ohms for a 
1-mA meter having an internal resistance of per- 
haps 50 ohms. A 3-volt battery would be necessary 
in this case in order to obtain a full-scale deflection 
with the “unknown” terminals open. R1 can be an 
adjustable resistor, to permit setting the open- 
terminals current to exact full scale. 

A third circuit for measuring resistance is 
shown in Fig. 17-6C. In this case a high-resistance 
voltmeter is used to measure the voltage drop 
across a reference resistor, R2, when the unknown 
resistor is connected so that current flows through 
it, R2 and the battery in series. By suitable choice 
of R2 (low values for low-resistance, high values 
for high-resistance unknowns) this circuit will give 
equally good results on all resistance values in the 
range from one ohm to several megohms, provided 
that the voltmeter resistance, Rm, is always very 
high (50 times or more) compared with the 
resistance of R2. A 20,000-ohm-per-volt instru- 
ment (50A movement) is generally used. Assum- 
ing that the current through the voltmeter is 
negligible compared with the current through R2, 
the formula for the unknown is 


R=R2 - R2 


where R and А2 are as shown in Fig. 17-6C, 
e is the voltmeter reading with А-В shorted, 

and 
E is the voltmeter reading with R connected. 


The "zero adjuster,” Ry, is used to set the 
voltmeter reading exactly to full scale when the 
meter is calibrated in ohms. A 10,000-ohm variable 
resistor is suitable with a 20,000-ohms-per-volt 
meter. The battery voltage is usually 3 volts for 
zanges up to 100,000 ohms or so and 6 volts for 
higher ranges. 


BRIDGE CIRCUITS 


An important class of measurement circuits is 
the bridge, in which, essentially, a desired result is 
obtained by balancing the voltages at two different 
points in the circuit against each other so that 
there is zero potential difference between them, А 
voltmeter bridged between the two points will read 
zero (null) when this balance exists, but will 
indicate some definite value of voltage when the 
bridge is not balanced. 

Bridge circuits are useful both on direct current 
and on ac of all frequencies. The majority of 
amateur applications is at radio frequencies, as 
shown later in this chapter. However, the principles 
of bridge operation are most easily introduced in 
terms of йс, where the bridge takes its simplest 
form. 


The Wheatstone Bridge 


The simple resistance bridge, known as the 
Wheatstone bridge, is shown in Fig. 17-7. АП other 
bridge circuits — some of which are rather 
elaborate, especially those designed for ac — derive 
from this. The four resistors, R1, R2, R3, and R4 
shown in A, are known as the bridge arms. For the 
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RI, R2 
oc 
(8) SOURCE 
Rs Rx 


Fig. 17-7 — The Wheatstone bridge circuit, It is 
frequently drawn as at (B) for emphasizing its 
special function. 


voltmeter reading to be zero, the voltages across 
R3 and R4 in series must add algebraically to zero; 
that is E1 must equal E2. RIR3 and R2R4 form 
voltage dividers across the dc source, so that if 


R3 . В4 
RI+R3 К+ КА 
E1 will equal E2. 
The circuit is customarily drawn as shown at 
17-78 when used for resistance measurement. The 
equation above can be rewritten 


Ry-R,R2 
х о 
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to find Ву, the unknown resistance. R1 and R2 are 
frequently made equal; then the calibrated 
adjustable resistance (the standard), Rg, will have 
the same value as Rx when А, is set to show a null 
on the voltmeter. 

Note: that the resistance ratios, rather than the 
actual resistance values, determine the voltage 
balance. However, the values do have important 
practical effects on the sensitivity and power 
consumption. The bridge sensitivity is the readiness 
with which the meter responds to small amounts of 
unbalance about the null point; the “sharper” the 
null the more accurate the setting of Rs at balance. 

The Wheatstone bridge is rarely used by 
amateurs for resistance measurement, the ohm- 
meter being the favorite instrument for that 
purpose. However, it is worthwhile to understand 
its operation because it is the prototype of 
more complex bridges. 


ELECTRONIC VOLTMETERS 


It has been pointed out (Fig. 17-3) that for 
many purposes the resistance of a voltmeter must 
be extremely high in order to avoid “loading” 
errors caused by the current that necessarily flows 
through the meter. This tends to cause difficulty in 
measuring relatively low voltages (under perhaps 
1000 volts) because a meter movement of given 
sensitivity takes a progressively smaller multiplier 
resistance as the voltage range is lowered. 

The voltmeter resistance can be made indepen- 
dent of the voltage range by using vacuum tubes or 
field-effect transistors as electronic de amplifiers 
between the circuit being measured and the actual 
indicator, which is usually a conventional meter 
movement. As the input resistance of the 


Fig. 17-8 — Vacuum-tube voltmeter circuit. 


C1, СЗ — .002- to .005-ИЕ mica. 

C2 – .01 HF, 1000 to 2000 volts, paper ог mica. 

СА — 16 UF electrolytic, 150 volts. 

CR1 — 400 PRV rectifier. 

M — 0-200 microammeter. 

R1 — 1 megohm, 1/2 watt. 

R2-R5, incl. — To give desired voltage ranges, 
totaling 10 megohms. 

R6, R7 — 2 to 3 megohms. 

R8 — 10,000-ohm variable (calibrate). 

R9, R10'— 2000 to 3000 ohms. 


811 — 5000- to 10,000-оћт control (zero set). 

R12 — 10,000 to 50,000 ohms. 

R13, R14 — App. 25,000 ohms. A 50,000-ohm 
slider-type wire-wound can be used, 

R15 — 10 megohms. 

R16 — 3 megohms. 

R17 — 10-megohm variable. 

T1 — 130-volt 15-mA transformer (only secondary 
shown). 

V1 — Dual triode, 12AU7A. 

V2 — Dual diode, 6AL5. 


Electronic Voltmeters 
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Fig. 17-9 — Electronic voltmeter using field-effect 
transistor for high input resistance. Components 
having the same functions as in the VTVM circuit 
of Fig. 17-8 carry the same designations. (Circuit is 


electronic devices is extremely high — hundreds of 
megohms — they have essentially no loading effect 
on the circuit to which they are connected. They 
do, however, require a closed dc path in their input 
circuits (although this path can have very high 
Tesistance) and are limited in the amplitude of 
voltage that their input circuits can handle. 
Because of this, the device actually measures a 
small voltage across a portion of a high-resistance 
voltage divider connected to the circuit being 
measured. Various voltage ranges are obtained by 
appropriate taps on the voltage divider. 

In the design of electronic voltmeters it has 
become practically standard to use a voltage 
divider having a resistance of 10 megohms, tapped 
as required, in series with a l-megohm resistor 
incorporated in a probe that makes the actual 
contact with the "hot" side of the circuit under 
measurement. The total voltmeter resistance, 
including probe, is therefore 11 megohms. The 
I-megohm probe resistor serves to isolate the 
voltmeter circuit from the “active” circuit. 


The Vacuum-Tube Voltmeter 


A typical vacuum-tube voltmeter (VTVM) 
circuit is given in Fig. 17-8. A dual triode, V1, is 
arranged so that, with no voltage applied to the 
left-hand grid, equal currents flow through both 
sections. Under this condition the two cathodes are 
at the same potential and no current flows through 
М. The currents can be adjusted to balance by 
potentiometer, R11, which takes care of variations 
in the tube sections and in the values of cathode 
resistors R9 and R10. When a positive dc voltage is 
applied to the left-hand grid the current through 
that tube section increases, so the current balance 
is upset and the meter indicates. The sensitivity of 
the meter is regulated by R8, which serves to 
adjust the calibration. R12, common to the 
cathodes of both tube sections, is a feedback 
resistor that stabilizes the system and makes the 
readings linear. R6 and C1 form a filter for any ac 
component that miay be present, and R6 is 
balanced by R7 connected to the grid of the 
second tube section. 


basic voltmeter circuit of the Heathkit IM-17.) 
САТ — Silicon diode, 

01 — Field-effect,transistor. 

02, 03 — Small-signal audio type. 


Values to be used in the circuit depend 
considerably on the supply voltage and the 
sensitivity of the meter, M. R12, and R13-R14, 
should be adjusted by trial so that the voltmeter 
circuit can be brought to balance, and to give 
full-scale deflection on M with about 3 volts 
applied to the left-hand grid (the voltage chosen 
for this determines the lowest voltage range of the 
instrument). The meter connections can be 
reversed to read voltages that are negative with 
respect to ground. 

The small circuit associated with V2 is for ac 
measurements, as described in a later section. 

As compared with conventional dc instruments, 
the УТУМ has the disadvantages of requiring a 
source of power for its operation, and generally 
must have its “cold” terminal grounded in order to 
operate reliably. It is also somewhat susceptible to 
erratic readings from rf pickup when used in the 
vicinity of a transmitter, and in such cases may 
require shielding. However, its advantages outweigh 
these disadvantages in many applications. 


The FET Voltmeter 


The circuit of an electronic voltmeter using a 
field-effect transistor as an input device is shown in 
Fig. 17-9. Allowing for the differences between 
vacuum tubes and semiconductors, the operation 
of this circuit is analogous to that of Fig. 17-8. 
Transistors Q2 and Q3 correspond to the dual 
triode in the VTVM circuit, but since the input 
resistance of Q2 is fairly low, it is preceded by an 
FET, 01, with source-coupled output. Note that in 
this circuit the “zero” or current-balance control, 
R11, varies the gate bias on Q1 by introducing an 
adjustable positive voltage in series with the source. 
This arrangement permits applying the adjustable 
bias to the gate through the voltmeter range 
divider, with no other provision needed for 
completing the dc gate-source path. 

The small circuit associated with CR1 is for ac 
voltage measurement, to be discussed later. 

As the power supply for the FET voltmeter is a 
self-contained battery, the grounding restrictions 
associated with a VIVM do not apply. The 
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instrument can, however, be susceptible to rf fields 
if not shielded and grounded. 
Electronic Ohmmeters 


Most commercial electronic voltmeters include 
provision for measuring resistance and ac voltage, 
in addition to dc voltage. The basic ohmmeter 
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circuit generally used is that of Fig. 17-6C. Since 
for practical purposes the input resistance of the 
vacuum tube or FET can be assumed to approach 
infinity, electronic ohmmeters are capable of 
measuring resistances in the hundreds of megohms 
— a much higher range than can be reached with ап 
ordinary microammeter. 


AC INSTRUMENTS AND CIRCUITS 


Although purely electromagnetic instruments 
that operate directly from alternating current are 
available, they are seen infrequently in present-day 
amateur equipment, For one thing, their use is not 
feasible above power-line frequencies. 

Practical instruments for audio and radio 
frequencies generally use a de meter movement in 
conjunction with a rectifier. Voltage measurements 
suffice for nearly all test purposes. Current, as 
such, is seldom measured in the af range. When rf 
current is measured the instrument used is a 
thermocouple milliammeter or ammeter. 


‘The Thermocouple Meter 


Ina thermocouple meter the alternating current 
flows through a low-resistance heating element. 
The power lost in the resistance generates heat 
which warms a “thermocouple,” a junction of 
certain dissimilar metals which has the property of 
developing a small dc voltage when heated. This 
voltage is applied to а dc milliammeter calibrated 
in suitable ac units. The heater-thermocouple-dc 
meter combination is usually housed in a regular 
meter case. 


Fig. 17-10 — Rf ammeter mounted in a Minibox, 
with connectors for placing the meter in series with 
a coaxial line. A bakelite-case meter should be used 
to minimize shunt capacitance (which introduces 
error) although a metal-case meter can be used if 
mounted on bakelite sheet with a large cut-out in 
the case around the rim. The meter can be used for 
rf power measurements (P = 128) when connected 
between a transmitter and a nonreactive load of 
known resistance. 


Fig. 17-11 — Sine-wave alternating current ог 
voltage (A), with half-wave rectification of the 
positive half cycle (B) and negative half cycle (С). 
D — full-wave rectification, Average values are 
shown with relation to a peak value of 1. 


Thermocouple meters can be obtained in ranges 
from about 100 mA to many amperes. Their useful 
upper frequency limit is in the neighborhood of 
100 MHz. Their principal value in amateur work is 
in measuring current into a known load resistance 
for calculating the rf power delivered to the load. 
A suitable mounting for this is shown in Fig. 
17-10, for use in coaxial lines. 


RECTIFIER INSTRUMENTS 


The response of а rectifier-type meter is 
proportional (depending on the design) to either 
the peak amplitude or average amplitude of the 
1ectified ac wave, and never directly responsive to 
fhe rms value. The meter therefore cannot be 
calibrated in rms without preknowledge of the 
relationship that happens to exist between the 
“real” reading and the rms value. This relationship, 
in general, is not known, except in the case of 
single-frequency ac (a sine wave). Very many 
practical measurements involve nonsinusoidal 
wave forms, so it is necessary to know what kind of 
instrument you have, and what it is actually 


Rectifier Instruments 


(в) 


(с) 


Fig. 17-12 — Same as Fig. 17-11 for an 
unsymmetrical waveform. The peak values are 
different with positive and negative half-cycle 
rectification. 


reading, in order to make measurements intelligent- 
ly. 
Peak and Average with Sine-Wave 
Rectification 


Fig. 17-11 shows the relative peak and average 
values in the outputs of hal and full-wave 
rectifiers (see power-supply chapter for further 
details). As the positive and negative half cycles of 
the sine wave have the same shape (A), half-wave 
rectification of either the positive half (B) or the 
negative half (C) gives exactly the same result. With 
full-wave rectification (D) the peak is still the 
same, but the average is doubled, since there are 
twice as many half cycles per unit of time. 


Unsymmetrical Wave Forms 


A nonsinusoidal waveform is shown in Fig. 
17-12А. When the positive half cycles of this wave 
are rectified the peak and average values are as 
shown at B. If the polarity is reversed and the 
negative half cycles are rectified the peak value is 
different but the average value is unchanged. The 
fact that the average of the positive side is equal to 
the average of the negative side is true of all ac 
waveforms, but different waveforms have different 
averages. Full-wave rectification of such a “lop- 
sided” wave doubles the average value, but the 
peak reading is always the same as it is with the 
half cycle that produces the highest peak in 
half-wave rectification. 


Effective-Value Calibration 


The actual scale calibration of commercially- 
made rectifier-type voltmeters is very often (almost 
always, in fact) in terms of rms values. For sine 
waves this is satisfactory, and useful since rms is 
the standard measure at powerline frequency. It is 
also useful for many rf applications where the 
waveform is often closely sinusoidal. But in other 
cases, particularly in the af range, the error may be 
considerable when the waveform is not pure. 
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Turn-Over 


From Fig. 17-12 it is apparent that the 
calibration of an average-reading meter will be the 
same whether the positive or negative sides are 
rectified. A half-wave peak-reading instrument, 
however, will indicate different values when its 
connections to the circuit are reversed (turn-over 
effect). Very often readings are taken both ways, 
in which case the sum of the two is the 
peak-to-peak value, a useful figure in much audio: 
and video work. 


Average- and Peak-Reading Circuits 


The basic difference between average- and 
peak-reading rectifier circuits is that in the former 
the output is not filtered while in the latter a filter 
capacitor is charged up to the peak value of the 
output voltage. Fig. 17-13A shows typical 
average-reading circuits, one half-wave and the 
other full-wave. In the absence of de filtering the 
meter responds to wave forms such as are shown at 
B, C and D in Figs. 17-11 and 17-12, and since the 
inertia of the pointer system makes it unable to 
follow the rapid variations in current, it averages 
them out mechanically. 

In Fig. 17-13A CRI actuates the meter; CR2 
provides a low-resistance dc return in the meter 
circuit on the negative half cycles. Rl'is the 
voltmeter multiplier resistance. R2 forms a voltage 
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Fig. 17-13 — А — Half-wave and full-wave 
rectification for an instrument intended to operate 
on average values. B — half-wave circuits for a 
peak-reading meter. 
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divider with R1 (through CR1) which prevents 
more than a few ac volts from appearing across the 
rectifier-meter combination. A corresponding resis- 
tor can be used across the full-wave bridge circuit. 

In these two circuits no provision is made for 
isolating the meter from any dc voltage that may 
be on the circuit under measurement. The error 
caused by this can be avoided by connecting a large 
capacitance in series with the “hot” lead. The 
reactance must be low compared with the meter 
impedance (see next section) in order for the full 
ac voltage to be applied to the meter circuit, As 
much as 1 ШЕ may be required at line frequencies 
with some meters, The capacitor is not usually 
included in a VOM. 

Series and shunt peak-reading circuits are 
shown in Fig. 17-13B. Capacitor C1 isolates the 
rectifier from dc voltage on the circuit under 
measurement. In the series circuit (which is seldom. 
used) the time constant of the C2R1R2 combina- 
tion must be very large compared with the period 
of the lowest ac frequency to be measured; 
similarly with CIRIR2 in the shunt circuit. The 
reason is that the capacitor is charged to the peak 
value of voltage when the ac wave reaches its 
maximum, and then must hold the charge (so it 
can register on a dc meter) until the next 
maximum of the same polarity. If the time 
constant is 20 times the ac period the charge will 
have decreased by about 5 percent by the time the 
next charge occurs. The average drop will be 
smaller, so the error is appreciably less. The error 
will decrease rapidly with increasing frequency, 
assuming no change in the circuit values, but will 
increase at lower frequencies. 

In Fig. 17-13B R1 and R2 form a voltage 
divider which reduces the peak dc voltage to 71 
percent of its actual value. This converts the peak 
reading to rms on sine-wave ac. Since the 
peak-reading circuits are incapable of delivering 
appreciable current without considerable error, R2 
is usually the 11-megohm input resistance of an 
electronic voltmeter. R1 is therefore approximate- 
ly 4.7 megohms, making the total resistance 
approach 16 megohms. A capacitance of .05 UF is 
sufficient for low audio frequencies under these 
conditions. Much smaller values of capacitance 
suffice for radio frequencies, obviously. 


Voltmeter Impedance 


The impedance of the voltmeter at the 
frequency being measured may have an effect on 
the accuracy similar to the error caused by the 
resistance of a dc voltmeter, as discussed earlier. 
The ac meter acts like a resistance in prallel with a 
capacitance, and since the capacitive reactance 
decreases with increasing frequency, the impedance 
also decreases with frequency. The resistance is 

` subject to some variation with voltage level, 
particularly at very low voltages (of the order of 10 
Volts or less) depending upon the sensitivity of the 
meter movement and the kind of rectifier used. 

The ac load resistance represented by a diode 
rectifier is approximately equal to one-half its dc 
load resistance. In Fig. 17-13A the dc load is 
essentially the meter resistance, which is generally 


TEST EQUIPMENT AND MEASUREMENTS 


quite low compared with the multiplier resistance 
R1, so the total resistance will be about the same 
as the multiplier resistance. The capacitance 
depends on the components and construction, test 
lead length and disposition, and such factors. In 
general, it has little or no effect at power-line and 
low audio frequencies, but the ordinary VOM loses 
accuracy at the higher audio frequencies and is of 
little use at rf. For radio frequencies it is necessary 
to use a rectifier having very low inherent 
capacitance. 

Similar limitations apply to the peak-reading 
circuits. In the parallel circuit the resistive 
component of the impedance is smaller than in the 
series circuit, since the dc load resistance, R1R2, is 
directly across the circuit being measured, and is 
therefore in parallel with the diode ac load 
resistance. In both peak-reading circuits the 
effective capacitance may range from 1 or 2 to a 
few hundred pF. Values of the order of 100 pF are 
to be expected in electronic voltmeters of 
customary design and construction. 

Linearity 

Fig. 17-14, a typical current/voltage characteris- 
tic of a small semiconductor rectifier, indicates 
that the forward dynamic resistance of the diode is 
not constant, but rapidly decreases as the forward 
voltage is increased from zero. The transition from 
high to low resistance occurs at considerably less 
than 1 volt, but is in the range of voltage required 
by the associated de meter. With an average-reading 
circuit the current tends to be proportional to the 
square of the applied voltage. This crowds the 
calibration points at the low end of the meter 
scale, For most measurement purposes, however, it 
is far more desirable for the output to be “linear;” 
that is, for the reading to be directly proportional 
to the applied voltage. 

To achieve linearity it is necessary to use a 
relatively large load resistance for the diode — large 
enough so that this resistance, rather than the 
diode’s own resistance, will govern the current 
flow. A linear or equally spaced scale is thus gained 
at the expense of sensitivity. The amount of 
resistance needed depends on the type of diode; 
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Fig. 17-14 — Typical semiconductor diode 
characteristic. Actual current and voltage values 
vary with the type of diode, but the forward- 
current curve would be in its steep part with only a 
volt or so applied. Note change in current scale for 
reverse current. Breakdown voltage, again depend- 
ing on diode type, may range from 15 or 20 volts 
to several hundred. 
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Fig. 17-15 — Rf probe circuit. CR is a small 
semiconductor rectifier, usually point-contact 
germanium, The resistor value, for exact voltage 
division to rms, should be 4.14 megohms, but 
standard values are generally used, including 4.7 
megohms. 


5000 to 50,000 ohms usually suffices for a 
germanium rectifier, depending on the dc meter 
sensitivity, but several times as much may be 
needed for silicon. The higher the resistance, the 
greater the meter sensitivity required; i.e., the basic 
meter must be a microammeter rather than a 
low-range milliammeter. 


Reverse Current 


When voltage is applied in the reverse direction 
there is а small leakage current in semiconductor 
diodes, This is equivalent to a resistance connected 
across the rectifier, allowing current to flow during 
the half cycle which should be completely noncon- 
ducting, and causing an error in the dc meter 
reading. This "back resistance" is so high as to be 
practically unimportant with silicon, but may be 
less than 100 КӨ with germanium, 

The practical effect of back resistance is to 
limit the amount of resistance that can be used in 
the dc load resistance. This in turn affects the 
linearity of the meter scale. 

The back resistance of vacuum-tube diodes is 
infinite, for practical purposes. 


RF VOLTAGE 


Special precautions must be taken to minimize 
the capacitive component of the voltmeter 
impedance at radio frequencies. If possible, the 
rectifier circuit should be installed permanently at 
the point where the rf voltage to be measured 
exists, using the shortest possible rf connections. 
The dc meter can be remotely located, however. 

For general rf measurements an rf probe is used 
in conjunction with an electronic voltmeter, 
substituted for the de probe mentioned earlier. 
The circuit of Fig. 17-15, essentially the 
peak-reading shunt circuit of Fig. 17-13B, is 
generally used. The series resistor, installed in the 
probe close to the rectifier, prevents rf from being 
fed through the probe cable to the electronic 
voltmeter, being helped in this by the cable 
capacitance. This resistor, in conjunction with the 
10-megohm divider resistance of the clectronic 
voltmeter, also reduces the peak rectified voltage 
to a de value equivalent to the rms of the rf signal, 
to make the rf readings consistent with the regular 
ac calibration. 
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Of the diodes readily available to amateurs, the 
germanium pointcontact type is preferred for rf 
applications. It has low capacitance (of the order 
of 1 pF) and in the high-back-resistance types the 
reverse current is not serious. The principal 
limitation is that its safe reverse voltage is only 
about 50-75 volts, which limits the rms applied 
voltage to 15 or 20 volts, approximately. Diodes 
can be connected in series to raise the overall 
rating. 


Linearity at Radio Frequencies 


The bypass or filter capacitance normally used 
in rf rectifier circuits is large enough, together with 
the resistance in the system, to have a time 
constant sufficient for peak readings. However, if 
the resistance is low (the load sometimes is just the 
microammeter or milliammeter alone) the linearity 
of the voltmeter will be affected as previously 
described, even if the time constant is fairly large. 
It is not safe to assume that the voltmeter is even 
approximately linear unless the load resistance is of 
the order of 10,000 ohms or greater. 

Nonlinear voltmeters are useful as indicators, as 
where null indicators are called for, but should not 
be depended upon for actual measurement of 
voltage, 


RF Power 


Power at radio frequencies can be measured by 
means of an accurately-calibrated rf voltmeter 
connected across the load in which the power is 
being dissipated, If the load is a known pure 
resistance the power, by Ohm’s Law, is equal to 
ЕЗЈК, where E is the rms value of the voltage. 

The method only indicates apparent power if 
the load is not a pure resistance. The load can be a 
terminated transmission line tuned, with the aid of 
bridge circuits such as are described in the next 
section, to act as a known resistance. An 
alternative load is a “dummy” antenna, a known 
pure resistance capable of dissipating the rf power 
safely, 


AC BRIDGES 


In its simplest form, the ac bridge is exactly the 
same as the Wheatstone bridge discussed earlier. 
However, complex impedances can be substituted 
for resistances, as suggested by Fig, 17-16A. The 
same bridge equation holds if Z is substituted for R 
in each arm. For the equation to be true, however, 
the phase angles as well as the numerical values of 
the impedances must balance; otherwise, a true 
null voltage is impossible to obtain. This means 
that a bridge with all “pure” arms (pure resistance 
or reactance) cannot measure complex impedances; 
a combination of R and X must be present in at 
least one arm besides the unknown. 

The actual circuits of ac bridges take many 
forms, depending on the type of measurement 
intended and on the frequency range to be 
covered. As the frequency is raised stray effects 
(unwanted capacitances and inductances, principal- 
ly) become more pronounced. At radio frequencies 
special attention must be paid to minimizing them. 
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Fig. 17-16 — A — Generalized form of bridge 
circuit for either ас or dc. B — One form of ac 
bridge frequently used for rf measurements, C — 
SWR bridge for use in transmission lines. This 
Circuit is often calibrated in power rather than 
voltage. 


Most amateur-built bridges are used for rf 
measurements, especially SWR measurements on 
transmission lines. The circuits at B and C, Fig. 
17-16, are favorites for this purpose. These basic 
forms are often modified considerably, as will be 
seen by the constructional examples later in the 
chapter. 

Fig. 17-16B is useful for measuring both 
transmission lines and “lumped constant” compo- 
nents, Combinations of resistance and capacitance 
are often used in one or more arms; this may be 
required for eliminating the effects of stray 
capacitance. 

Fig. 17-16C is used only on transmission lines, 
and only on those lines having the characteristic 
impedance for which the bridge is designed. 


SWR Measurement — The Reflectometer 


In measuring standing-wave ratio advantage is 
taken of the fact that the voltage on a transmission 
line consists of two components traveling in 
opposite directions, The power going from the 
transmitter to the load is represented by one 
voltage (designated “incident” or "forward") and 
the power reflected from the load is represented by 
the other. Because the relative amplitudes and 
phase relationships are definitely established by the 
іле? characteristic impedance, its length and the 
load impedance in which it is terminated, a bridge 
circuit can separate the incident and reflected 
voltages for measurement. This is sufficient for 
determining the SWR. Bridges designed for this 
purpose are frequently called reflectometers. 
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Referring to Fig. 17-16A, if RI and R2 are 
made equal, the bridge will be balanced when 
Ку Rs. This is true whether Rx is an actual 
resistor or the input resistance of a perfectly 
matched transmission line, provided Rg is chosen 
to equal the characteristic impedance of the line. 
Even if the line is not properly matched, the bridge 
will still be balanced for power traveling outward 
on the line, since outward-going power sees only 
the Zo of the line until it reaches the load. 
However, power reflected back from the load does 
not "see" a bridge circuit, and the reflected voltage 
registers on the voltmeter. From the known 
relationship between the incident and reflected 
voltages the SWR is easily calculated: 


= Ро+ Vr 
SWR тоу; 


where Vo is the forward voltage and У, is the 
reflected voltage. The forward voltage may be 
measured either by disconnecting Rx ог shorting 
it. 


The “Reflected Power Meter” 


Fig. 17-16C makes use of mutual inductance 
between the primary and secondary of Tl to 
establish a balancing circuit. Cl and C2 form a 
voltage divider in which the voltage across C2 is in 
the same phase as the voltage at that point on the 
transmission line, The relative phase of the voltage 
across Rl is determined by the phase of the 
current in the line. If a pure resistance equal to the 
design impedance of the bridge is connected to the 
“RF Out” terminals, the voltages across R1 and C2 
will be out of phase and the voltmeter reading will 
be minimum; if the amplitudes of the two voltages 
are also equal (they are made so by bridge 
adjustment) the voltmeter will read zero. Any 
other value of resistance or impedance connected 
to the "RF Ont" terminals will result in a finite 
voltmeter reading. When used in a transmission line 
this reading is proportional to the reflected voltage. 
To measure the incident voltage the secondary 
terminals of Tl can be reversed. To function as 
described, the secondary leakage reactance of Tl 
must be very large compared to the resistance of 
RI. 

Instruments of this type are usually designed 
for convenient switching between forward and 
reflected, and are often calibrated to read power in 
the specified characterisitic impedance. The net 
power transmission is equal to the incident power 
minus the reflected power. 


Sensitivity vs. Frequency 


In all of the circuits in Fig. 17-16 the sensitivity 
is independent of the applied frequency, within 
practical limits. Stray capacitances and couplings 
generally limit the performance of all three at the 
high-frequency end of the useful range. Fig. 
17-16A will work right down to dc, but the 
low-frequency performance of Fig. 17-16B is 
degraded when the capacitive reactances become so 
large that voltmeter impedance becomes low in 
comparison (in all these bridge circuits, it is 


Frequency Measurement 


assumed that the voltmeter impedance is high 
compared with the impedance of the bridge arms). 
In Fig. 17-16C the performance is limited at low 
frequencies by the fact that the transformer 
reactance decreases with frequency, so that 
eventually the reactance is not very high in 
comparison with the resistance of R1. 


The “Monimatch” 


A type of bridge which is quite simple to make, 
but in which the sensitivity rises directly with 
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frequency, is the Monimatch and its various 
offspring. The circuit cannot be described in terms 
of lumped constants, as it makes use of the 
distrbuted mutual inductance and capacitance 
between the center conductor of a transmission 
line and a wire placed parallel to it. The wire is 
terminated in a resistance approximating the 
characteristic impedance of the transmission line at 
one end and feeds a diode rectifier at the other. A 
practical example is shown later in this chapter. 


FREQUENCY MEASUREMENT 


The regulations governing amateur operation 
require that the transmitted signal be maintained 
inside the limits of certain bands of frequencies.* 
The exact frequency need not be known, so long as 
it is not outside the limits, On this last point there 
are no tolerances: It is up to the individual amateur 
to see that he stays safely “inside.” 

This is not difficult to do, but requires some 
simple apparatus and the exercise of some care. 
The apparatus commonly used is the frequency- 
marker generator, and the method involves use of 
the station receiver, as in Fig. 17-17. 


THE FREQUENCY MARKER 


The marker generator in its simplest form is a 
high-stability oscillator generating a series of signals 
which, when detected in the receiver, mark the 
exact edges of the amateur assignments, It does 
this by oscillating at a low frequency that has 
harmonics falling on the desired frequencies. 

All U.S. amateur band limits are exact multiples 
of 25 kHz, whether at the extremes of a band or at 
points marking the subdivisions between types of 
emission, license privileges, and so on, A 25-kHz 
fundamental frequency therefore will produce the 
desired marker signals if its harmonics at the higher 
frequencies are strong enough. But since harmonics 
appear at 25-kHz intervals throughout the 
spectrum, along with the desired markers, the 
problem of identifying a particular marker arises. 
This is easily solved if the receiver has a reasonably 
good calibration. If not, most marker circuits 
provide for a choice of fundamental outputs of 
100 and 50 kHz as well as 25 kHz, so the question 
can be narrowed down to initial identification of 
100-kHz intervals. From these, the desired 25-kHz 
(ог 50-kHz) points can easily be spotted. Coarser 
frequency intervals are rarely required; there are 
usually signals available from stations of known 
frequency, and the 100-kHz points can be counted 
off from them. 


Transmitter Checking 


In checking one’s own transmitter frequency 
the signal from the transmitter is first tuned in on 


- _ ж These limits depend on the type of emission 
and class of license held, as well as on international 
ements, See the latest edition of The Radio 
Amateurs License Manual for current status. 


the receiver and the dial setting at which it is heard 
is noted. Then the nearest marker frequencies 
above and below the transmitter signal are turned 
in and identified. The transmitter frequency is 
obviously between these two known frequencies. 

If the marker frequencies are accurate, this is all 
that needs to be known — except that the 
transmitter frequency must not be so close to a 
band (or subband) edge that sideband frequencies, 
especially in phone transmission, will extend over 
the edge. 

If the transmitter signal is “inside” a marker at 
the edge of an assignment, to the extent that there 
is an audible beat note with the receiver's ВРО 
turned off, normal cw sidebands are safely inside 
the edge. (This statement does not take into 
account abnormal sidebands such as are caused by 
clicks and chirps.) For phone the “safety” 
allowance is usually taken to be about 3 kHz, the 
nominal width of one sideband, A frequency 
difference of this order can be estimated by noting 
the receiver dial settings for the two 25-kHz 
markers which bracket the signal and dividing 25 
by the number of dial divisions between them. This 
will give the number of kHz per dial division. 


Transceivers 


The method described above is applicable when 
the receiver and transmitter are separate pieces of 
equipment. When a transceiver is used and the 
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Fig. 17-17 — Setup for using a frequency standard. 
It is necessary that the transmitter signal be weak 
in the receiver — of the same order of strengthias 
the marker signal from the standard. This 
requirement can usually be met by turning on just 
the transmitter oscillator, leaving all power off any 
succeeding stages. In some cases it may also be 
necessary to disconnect the antenna from the 
receiver. 


TRANSMITTER. 
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100 KHz 
Fig. 17-18 — Three simple 100-kHz oscillator 
circuits. C is the most suitable of available 


transistor circuits (for marker generators) and is 
recommended where solid-state is to be used. In all 
three circuits C1 is for fine frequency adjustment. 
The output coupling capacitor, C3, is generally 
small — 20 to 50 pF — a compromise to avoid 
loading the oscillator by the receiver antenna input 
while maintaining adequate coupling for good 
harmonic strength. 


transmitting frequency is automatically the same as 
that to which the receiver is tuned, setting the 
tuning dial to a spot between two known marker 
frequencies is all that is required. 

The proper dial settings for the markers are 
those at which, with the BFO on, the signal is 
tuned to zero beat — the spot where the beat 
disappears as the tuning makes the beat tone 
progressively lower. Exact zero beat can be 
determined by a very slow rise and fall of 
background noise, caused by a beat of a cycle ог 
less per second, 


FREQUENCY-MARKER CIRCUITS 


The basic frequency-determining element in 
most amateur frequency markers is a 100-kHz 
crystal. Although the marker generator should 
produce harmonics at 25-kHz and 50-КН2 intervals, 
crystals (or other high-stability devices) for 
frequencies lower than 100 kHz are expensive and 
difficult to obtain. However, there is really no need 
for them, since it is easy to divide the basic 
frequency down to any figure one desires; 50 and 
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25 kHz require only two successive divisions, cach 
by 2. In the division process, the harmonic output 
of the generator is greatly enhanced, making the 
generator useful at frequencies well into the vhf 
range. 


Simple Crystal Oscillators 


Fig. 17-18 illustrates a few of the simpler 
circuits. Fig. 17-18A is a long-time favorite where 
vacuum tubes are used and is often incorporated in 
receivers, Cl in this and the other circuits is used 
for exact adjustment of the oscillating frequency 
to 100 kHz, which is done by using the receiver for 
comparing one of the oscillator's harmonics with a 
standard frequency transmitted by WWV, WWVH, 
ora similar station. 

Fig. 17-18B is a field-effect transistor analog of 
the vacuum-tube circuit. However, it requires a 
10-mH coil to operate well, and since the harmonic 
output is not strong at the higher frequencies the 
circuit is given principally as an example of a 
simple transistor arrangement. A much better 
oscillator is shown at C. This is a cross-connected 
pair of transistors forming a multivibrator of the 
“free-running” or "astable" type, locked at 100 
kHz by using the crystal as one of the coupling 
elements. While it can use two separate bipolar 
transistors as shown, it is much simpler to use an 
integrated-circuit dual gate, which will contain all 
the necessary parts except the crystal and 
capacitors and is considerably less expensive, as 
well as more compact, than the separate 
components. An example is shown later in the 
chapter. 


Frequency Dividers 


Electronic division is accomplished by a 
“pistable” flip-flop or cross-coupled circuit which 
produces one output change for every two 
impulses applied to its input circuit, thus dividing 
the applied frequency by 2. All division therefore 
must be in terms of some power of 2. In practice 
this is no handicap since with modern integrated- 
circuit flip-flops, circuit arrangements can be 
worked out for division by any desired number. 

Аз flip-flops and gates in integrated circuits 
come in compatible series — meaning that they 
work at the same supply voltage and can be 
directly connected together — а combination of a 
dual-gate version of Fig. 17-18С and a dual 
flip-flop make ап attractively simple combination 
for the marker generator. 

There are several different basic types of 
flip-flops, the variations having to do with methods 
of driving (de or pulse operation) and control of 
the counting function. Information on the 
operating principles and ratings of a specific type 
usually can be obtained from the manufacturer. 
The counting-control functions are not needed іп 
using the flip-flop in a simple marker generator, 
although they come into play when dividing by 
some number other than a power of 2. 


Frequency Standards 


The difference between a marker generator and 
a frequency standard is that in the latter special 


Frequency-Marker Circuits 


pains are taken to make the oscillator frequency as 
stable as possible in the face of variations in 

. temperature, humidity, line voltage, and other 
factors which could cause a small change in 
frequency. 

While there are no definite criteria that 
distinguish the two in this respect, a circuit 
designated as a "standard" for amateur purposes 
should be capable of maintaining frequency within 
at least a few parts per million under normal 
variations in ambient conditions, without adjust- 
ment. A simple marker generator using a 100-kHz 
crystal can be expected to have frequency 
variations 10 times (or more) greater under similar 
conditions. It can of course be adjusted to exact 
frequency at any time the WWV (or equivalent) 
signal is available. 

The design considerations of high-precision 
frequency standards are outside the scope of this 
chapter, but information is available from time to 
time in periodicals. 


OTHER METHODS OF FREQUENCY 
CHECKING 


The simplest possible frequency-measuring 
device is a parallel LC circuit, tunable over a 
desired frequency range and having its tuning dial 
calibrated in terms of frequency. It can be used 
only for checking circuits in which at least a small 
amount of rf power is present, because the energy 
required to give a detectable indication is not 
available in the LC circuit itself; it has to be 
extracted from the circuit being measured; hence 
fhe name absorption frequency meter. It will be 
Observed that what is actually measured is the 
frequency of the rf energy, not the frequency to 
which the circuit in which the energy is present 
may be tuned. 

The measurement accuracy of such an instru- 
ment is low, compared with the accuracy of a 
marker generator, because the Q of a practicable 
LC circuit is not high enough to make precise 
reading of the dial possible. Also, any two circuits 
coupled together react on each others tuning. 
(This can be minimized by using the loosest 
coupling that will give an adequate indication.) 

The absorption frequency meter has one useful 
advantage over the marker generator — it will 
respond only to the frequency to which it is tuned, 


OTHER INSTRUMENTS 


Many measurements require a source of ac 
power of adjustable frequency (and sometimes 
adjustable amplitude as well) in addition to what is 
already available from the transmitter or receiver. 
Rf and af test oscillators, for example, provide 
signals for purposes such as receiver alignment, 
testing of phone transmitters, and so on. Another 
valuable adjunct to the station is the oscilloscope, 
especially useful for checking phone modulation. 


Rf Oscillators for Circuit Alignment 
Receiver testing and alignment, covered in an 
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Fig. 17-19A — Absorption frequency-meter circuit. 
The closed-circuit phone jack may be omitted if 
listening is not wanted; in that case the positive 
terminal of M1 goes to common ground, 


ог to a band of frequencies very close to it. Thus 
there is no harmonic ambiguity, as there sometimes 
is when using à marker generator. 


Absorption Circuit 


A typical absorption frequency-meter circuit is 
shown in Fig. 17-19. In addition to the adjustable 
tuned circuit, L1C1, it includes a pickup coil, L2, 
wound over LI, a high-frequency semiconductor 
diode, CR1, and a microammeter or low-range 
(usually not more than 0-1 mA) milliammeter. A 
phone jack is included so the device can be used 
for listening to the signal. 

The sensitivity of the frequency meter depends 
on the sensitivity of the de meter movement and 
the size of L2 in relation to Li. There is an 
optimum size for this coil which has to be found 
by experiment. An alternative is to make the 
rectifier connection to an adjustable tap on L1, in 
which case there is an optimum tap point. In 
general, the rectifier coupling should be a little 
below (that is, less tight) the point that gives 
maximum response, since this will make the 
indications sharper. 


Calibration 


The absorption frequency meter must be 
calibrated by taking a series of readings on various 
frequencies from circuits carrying rf power, the 
frequency of the rf energy first being determined 
by some other means such as a marker generator 
and receiver. The setting of the dial that gives the 
highest meter indication is the calibration point for 
that frequency. This point should be determined 
by tuning through it with loose coupling to the 
circuit being measured. 


AND MEASUREMENTS 


earlier chapter, uses equipment common to 
ordinary radio service work. Inexpensive rf signal 
generators are available, both complete and in kit 
form. However, any source of signal that is weak 
enough to avoid overloading the receiver usually 
will serve for alignment work. The frequency 
marker generator is а satisfactory signal source. In 
addition, its frequencies, although not continuous- 
ly adjustable, are known far more precisely, since 
the usual signal-generator calibration is not highly 
accurate. For rough work the dip meter described 
in the next section will serve. 


LI 


Fig. 17-19B — An FET source-dipper circuit 
suitable for use from 1.5 to 50 MHz. For operation 
at vhf and uhf the value of C1 should be made 
smaller, RFC1 would be a vhf type, and the bypass 
capacitors would be smaller in value. For uhf use 
(01 would be changed to а uhf-type FET, a 
2N4416 or similar. 


THE DIP METER 


The dip meter reverses the absorption-wave- 
meter procedure in that it supplies the rf power by 
incorporating a tunable oscillator from which the 
Circuit being checked absorbs energy when this 
circuit and the oscillator are tuned to the same 
frequency and coupled together. In the vacuum- 
tube version the energy absorption causes a 
decrease or "dip" in the oscillator's rectified grid 
current, measured by а dc microammeter. 

The same principle can be applied to solid-state 
oscillators. In some transistor versions the oscilla- 
tor 1 power is rectified by a diode to provide a 
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meter indication. This technique can resultè in 
"dead spots" in the tuning range if the oscillator 
power is too low to enable the diode to conduct at 
all times. The circuit of Fig. 17-19B avoids the 
problem by measuring the changes in source 
current. In the W.M. (wavemeter) position of 51 
the gate-source junction of Ol serves as the 
detector diode. 

Each tuning range of the dipper should overlap 
to provide sufficient coverage to check circuits of 
unknown resonant frequency. Plug-in coils are 
normally used to allow continuous coverage from 
1.5 to at least 250 MHz. 


Calibration 

А dipper should have reasonably accurate 
calibration. Calibration of the dipper dial can be 
effected by monitoring the dipper output signal 
with а calibrated receiver. Make sure the 
fundamental frequency of the dipper is being used 
during calibration. 


Operating the Dip Meter 


The dip meter will check only resonant circuits, 
since nonresonant circuits or components will not 
absorb energy at a specific frequency. The circuit 
may be either lumped or linear (a transmission-line 
type circuit) provided only that it has enough Q to 
give sufficient coupling to the dip-meter coil for 
detectable absorption of rf energy. Generally the 
coupling is principally inductive, although at times 
there may be sufficient capacitive coupling 
between the meter and a circuit point that is at 
relatively high potential with respect to ground to 
permit a reading. For inductive coupling, maxi- 
mum energy absorption will occur when the meter 
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Fig. 17-20 — Chart for determining unknown values of L and С in the range of 0.1 to 100 ЦН and 2 to 


1000 pF, using standards of 100 pF and 5 JH. 


The Dip Meter 


Fig. 17-21 — А convenient mounting, using 
binding-post plates, for L and C standards made 
from commercially available parts. The capacitor is 
a 100-pF silver mica unit, mounted so the lead 
length is as nearly zero as possible. The inductance 
standard, 5 ИН, is 17 turns of coil stock, 1-inch 
diameter, 16 turns per inch. 


is coupled to a coil (the same coupling rules that 
apply to any two coils are operative here) in the 
tuned circuit being checked, or to a high-current 
point in a linear circuit, 

Because of distributed capacitance (and some- 
times inductance) most circuits resonant at the 
lower amateur frequencies will show quasi-linear- 
type resonances at or close to the vhf region. A vhf 
dip meter will uncover these, often with beneficial 
results since such “parasitic” resonances can cause 
unwanted responses at harmonics of the intended 
frequency, or be responsible for parasitic oscilla- 
tions in amplifiers. Caution must be used in 
checking transmission lines or antennas — and, 
especially, combinations of antenna and line — on 
his account, because these linear circuits have 
well-defined series of harmonic responses, based on 
the lowest resonant frequency, which may lead to 
false conclusions respecting the behavior of the 
system. 

Measurements with the dip meter are essentially 
frequency measurements, and for best accuracy the 
coupling between the meter and circuit under 
checking must be as loose as will allow a 
perceptible dip. In this respect the dip meter is 
similar to the absorption wavemeter. 


Measuring Inductance and Capacitance 
with the Dip Meter 


With a carefully calibrated dip meter, properly 
operated, inductance and capacitance in the values 
ordinarily used for the 1.5-50 MHz range can be 
measured with ample accuracy for practical work. 
The method requires two accessories: an induc- 
tance "standard" of known value, and a capaci- 
tance standard also known with reasonable 
accuracy. Values of 100 pF for the capacitance and 
5 ИН for the inductance are convenient. The chart 
of Fig. 17-20 is based on these values. 

The L and C standards can be quite ordinary 
components. A small silvermica capacitor is 
satisfactory for the capacitance, since the cus- 
tomary tolerance is+5 percent. The inductance 
standard can be cut from commercial machine- 
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wound coil stock; if none is available, a homemade 
equivalent in diameter, turn spacing, and number 
of turns can be substituted. The inductance will be 
5 ИН within amply close tolerances if the 
specifications in Fig. 17-21 are followed closely. In 
any case, the inductance can easily be adjusted to 
the proper value; it should resonate with the 
100-pF capacitor at 7100 kHz. 

The setup for measuring an unknown is shown 
in Fig. 17-22. Inductance is measured with the 
unknown connected to the standard capacitance. 
Couple the dip meter to the coil and adjust the 
meter for the dip, using the loosest possible 
coupling that will give a usable indication. Similar 
procedure is followed for capacitance measure- 
ment, except that the unknown is connected to the 
standard inductance. Values are read off the chart 
for the frequency indicated by the dip meter. 


Coefficient of Coupling 


The same equipment can be used for 
measurement of the coefficient of coupling 
between two coils. This simply requires two 
measurements of inductance (of one of the coils) 
with the coupled coil first open-circuited and then 
short-circuited. Connect the 100-pF standard 
capacitor to one coil and measure the inductance 
with the terminals of the second coil open. Then 
short the terminals of the second coil and again 
measure the inductance of the first. The coefficient 
of coupling is given by 


where k 7 coefficient of coupling 
L1 = inductance of first coil with terminals of 
second coil open 
1,2 = inductance of first coil with terminals of 
second coil shorted. 


AUDIO-FREQUENCY OSCILLATORS 


Tests requiring an audio-frequency signal 
generally call for one that is a reasonably good sine 
wave, and the best oscillator circuits for this are 
RC-coupled, operating as nearly as possible as Class 
A amplifiers. Variable frequency covering the 
entire audio range is needed for determining 
frequency response of audio amplifiers, but this is 
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Fig. 17-22 — Setups for measuring inductance and 
capacitance with the dip meter, 
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Fig. 17-23 — Twin-T audio oscillator circuit. 
Representative values for R1-R2 and C1 range 
from 18КОапа .05 UF for 750 Hz to 15kS2 and .02 
ШЕ for 1800 Hz. For the same frequency range, R3 
and C2-C3 vary from 1800 ohms and .02 HF to 
1500 ohms and .01 HF. R4 should be approximate- 
ly 3300 ohms, C4, the output coupling capacitor, 
can be .05 HF for high-impedance loads. 


a relatively unimportant type of test in amateur 
equipment. The variable-frequency af signal genera- 
tor is best purchased complete; kits are readily 
available at prices that compare very favorably 
with the cost of parts. 

For most phone-transmitter testing, and Гог 
simple trouble shooting in af amplifiers, an 
oscillator generating one or two frequencies with 
good wave form is adequate. A “two-tone” (dual) 
oscillator is particularly useful for testing sideband 
transmitters, and a constructional example is found 
later in the chapter. 

The circuit of a simple RC oscillator useful for 
general test purposes is given in Fig. 17-23. This 
"Twin-T" arrangement gives a wave form that is 
satisfactory for most purposes, and by choice of 
circuit constants the oscillator can be operated at 
any frequency in the usual audio range. R1, R2 
and Cl form a low-pass type network, while 
CAC3R3 is high-pass. As the phase shifts are 
opposite, there is only one frequency at which the 
total phase shift from collector to base is 180 
degrees, and oscillation will occur at this 
frequency. Optimum operation results when C1 is 
approximately twice the capacitance of C2 or C3, 
and R3 has a resistance about 0.1 that of R1 or R2 
(C2 = C3 and R1 = R2). Output is taken across C1, 
where the harmonic distortion is least. A relatively 
high-impedance load should be used — 0.1 megohm 
or more. К 

А small-signal af transistór is suitable for Q1. 
Eithernpn or pnp fypes can be used, with due 
regard for supply polarity. R4, the collector load 
resistor, must be large enough for normal 
amplification, and may be varied somewhat to 
adjust the operating conditions for best waveform. 


RESISTORS AT RADIO FREQUENCIES 


Measuring equipment, in some part of its 
circuit, often requires essentially pure resistance — 
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that is, resistance exhibiting only negligible reactive 
effects on the frequencies at which measurement is 
intended. Of the resistors available to amateurs, 
this requirement is met only by small composition 
(carbon) resistors. The inductance of wire-wound 
resistors makes them useless for amateur frequen- 
cies. 

The reactances to be considered arise from the 
inherent inductance of the resistor itself and its 
leads, and from small stray capacitances from one 
part of the resistor to another and to surrounding 
conductors. Although both the inductance and 
capacitance are small, their reactances become 
increasingly important as the frequency is raised. 
Small composition resistors, properly mounted, 
show negligible capacitive reactance up to 100 
MHz or so in resistance values up to a few hundred 
ohms; similarly, the inductive reactance is negligi- 
ble in values Aigher than a few hundred ohms. The 
optimum resistarice region in this respect is in the 
50 to 200-ohm range, approximately. 

Proper mounting includes reducing lead length 
as much as possible, and keeping the resistor 
separated from other resistors and conductors. 
Care must also be taken in some applications to 
ensure that the resistor, with its associated 
components, does not form a closed loop into 
which a voltage could be induced magnetically. 

So installed, the resistance is essentially pure. In 
composition resistors the skin effect is very small, 
and the rf resistance up to vhf is very closely the 
same as the dc resistance. 


Dummy Antennas 


A dummy antenna is simply a resistor that, in 
impedance characteristics, can be substituted for 
an antenna or transmission line for test purposes. It 
permits leisurely transmitter testing without 
radiating a signal. (The amateur regulations strictly 
limit the amount of “‘on-the-air” testing that may 
be done.) It is also useful in testing receivers, in 
that electrically it resembles an antenna, but does 
not pick up external noise and signals, a desirable 
feature in some tests. 

For transmitter tests the dummy antenna must 
be capable of dissipating safely the entire power 
output of the transmitter. Since for most testing it 
is desirable that the dummy simulate a perfectly- 
matched transmission line, it should be a pure 
resistance, usually of approximately 52 or 73 


Solder 


— Dummy antenna made by mounting a 
n resistor in a PL-259 coaxial plug. Only 
the inner portion of the plug is shown; the cap 
screws on after the assembly is completed. 


The Oscilloscope 
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Fig. 17-25 — Using resistors in series-parallel to 
increase the power rating of a small dummy 
antenna, Mounted in this way on pieces of flat 
copper, inductance is reduced to a minimum. Eight 
100-ohm 2-watt composition resistors in two 
groups, each four resistors in parallel, can be 
connected in series to form a 50-ohm dummy. The 
open construction shown permits free air circula- 
tion, Resistors drawn heavy are in one "deck"; 
light ones are in the other. 


ohms. This is a severe limitation in home 
construction, because nonreactive resistors of more 
than a few watts rated safe dissipation are very 
difficult to obtain. (There are, however, dummy 
antenna kits available that can handle up to a 
kilowatt.) 

For receiver and minipower transmitter testing 
an excellent dummy antenna can be made by 
installing a 51- or 75-ohm composition resistor in a 
PL-259 fitting as shown in Fig. 17-24. Sizes from 
one-half to two watts are satisfactory. The disk at 
the end helps reduce lead inductance and 
completes the shielding. Dummy antennas made in 
this way have good characteristics through the vhf 
bands as well as at all lower frequencies. 


Increasing Power Ratings 


More power can be handled by using a number 
of 2-watt resistors in parallel, or series-parallel, but 
at the expense of introducing some reactance. 
Nevertheless, if some departure from the ideal 
impedance characteristics can be tolerated this is a 
practical method for getting increased dissipations. 
The principal problem is stray inductance which 
can be minimized by mounting the resistors on flat 
copper strips or sheets, as suggested in Fig. 17-25. 

The power rating on resistors is a continuous 
rating in free air. In practice, the maximum power 
dissipated can be increased in proportion to the 
reduction in duty cycle. Thus with keying, which 
has a duty cycle of about 1/2, the rating can be 
doubled. With sideband the duty cycle is usually 
not over about 1/3. The best way of judging is to 
feel the resistors occasionally; if too hot to touch, 
they may be dissipating more power than they are 
rated for. 


THE OSCILLOSCOPE 


The  electrostatically deflected — cathode-ray 
tube, with appropriate associated equipment, is 
capable of displaying both low- and radio-frequen- 
cy signals on its fluorescent screen, in a form which 
lends itself to ready interpretation. (In contrast, 
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the magnetically deflected television picture tube is 
not at all suitable for measurement purposes.) In 
the usual display presentation, the fluorescent spot 
moves across the screen horizontally at some 
known rate (horizontal deflection or horizontal 
sweep) and simultaneously is moved vertically by 
the signal voltage being examined (vertical 
deflection). Because of the retentivity of the screen 
and the eye, a rapidly deflected spot appears as a 
continuous line. Thus a varying signal voltage 
causes a pattern to appear on fhe screen. 

Conventionally, oscilloscope circuits are de- 
signed so that in vertical deflection the spot moves 
upward as the signal voltage becomes more positive 
with respect to ground, and vice versa (there are 
exceptions, however). Also, the horizontal deflec- 
tion is such that with an ac sweep voltage — the 
simplest form — positive is to the right; with a 
linear sweep — one which moves the spot at a 
uniform rate across the screen and then at the end 
of its travel snaps it back very quickly to the 
starting point — time progresses to the right. 

Most cathode-ray tubes for oscilloscope work 
require a deflection amplitude of about 50 volts 
per inch. For displaying small signals, therefore, 
considerable amplification is needed. Also, special 
circuits have to be used for linear deflection. The 
design of amplifiers and linear deflection circuits is 
complicated, and extensive texts are available. For 
checking modulation of transmitters, a principal- 
amateur use of the scope, quite simple circuits 
suffice. A 60-Hz voltage from the power line makes 
a satisfactory horizontal sweep, and the voltage 
required for vertical deflection can easily be 
obtained from transmitter xf circuits without 
amplification. 

For general measurement purposes amplifiers 
and linear deflection circuits are needed. The most 
economical and satisfactory way to obtain a scope 
having these features is to assemble one of the many 
kits available. 


Simple Oscilloscope Circuit 


Fig. 17-26 is an oscilloscope circuit that has all 
the essentials for modulation monitoring: controls 
for centering, focusing, and adjusting the bright- 
ness of the fluorescent spot; voltage dividers to 
supply proper electrode potentials to the cathode- 
ray tube; and means for coupling the vertical and 
horizontal signals to the deflection plates. 

The circuit can be used with electrostatic- 
deflection tubes from two to five inches in face 
diameter, with voltages up to 2500. Either set of 
deflecting electrodes (D1D2, or D3D4) may be 
used for either horizontal or vertical deflection, 
depending on how the tube is mounted. 

In Fig. 17-26 the centering controls are not too 
high above electrical ground, so they do not need 
special insulation. However, the focusing and 
intensity controls are at a high voltage above 
ground and therefore should be carefully insulated. ^ 
Insulated couplings or extension shafts should be 
used. 

The tube should be protected from stray 
magnetic fields, either by enclosing it in an iron or 
steel box or by using one of the special CR tube 
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Fig. 17-26 — Oscilloscope circuit for modulation 
monitoring. Constants are for 1500- to 2500-volt 
high-voltage supply. For 1000 to 1500 volts, omit 
RB and connect the bottom end of R7 to the top 
end of R9. 

C1-C5, incl. — 1000-volt disk ceramic. 

R1, R2, R9, R11 — Volume-control type, linear 
taper. R9 and R11 must be well insulated from 
cha 

R3, R4, ВБ, R6, R10 — 1/2 watt. 

R7, R8 — 1 watt. 

V1 — Electrostatic-deflection cathode-ray tube, 
2- to 5-inch. Base connections and heater 
ratings vary with type chosen. 


Shields available. If the heater transformer (or 
other transformer) is mounted in the same cabinet, 
care must be used to place it so the stray field 
around it does not deflect the spot. The spot 
cannot be focused toa fine point when influenced 
by a transformer field. The heater transformer 
must be well insulated, and one side of the heater 
Should be connected to the cathode. The 
high-voltage dc can be taken from the transmitter 
plate supply; the current required is negligible. 

Methods for connecting the oscilloscope to a 
transmitter for checking or monitoring modulation 
are given in earlier chapters. 


Quasi-Linear Sweep 


For wave-envelope patterns that require a 
fairly linear horizontal sweep, Fig. 17-27 shows a 
method of using the substantially linear portion of 
the 60-Hz sine wave — the "center" portion where 
the wave goes through zero and reverses polarity. A 
60-Hz transformer with a center-tapped secondary 
winding is required. The voltage should be 
sufficient to deflect the spot well off the screen оп 
both sides — 250 to 350 volts, usually. With such 
"over-deflection" the sweep is fairly linear, but it is 
as bright on retrace as on left-to-right. To blank it 
in one direction, it is necessary to couple the ac to 
the No. 1 grid of the CR tube as shown. 


INTENSITY 


Fig. 17-27 — А quasilinear time base for an 

oscilloscope can be obtained from the "center 

portion of a sine wave. Coupling the ac to the grid 

gives intensity modulation that blanks the retrace. 

C1 — Ceramic capacitor of adequate voltage rating. 

T1 — 250- to 350-volt center-tapped secondary. If 
voltage is too high, use dropping resistor in 
primary side. 


issajous Figures 


When sinusoidal ac voltages are applied to both 
sets of deflecting plates in the oscilloscope the 
resultant pattern depends on the relative’ ampli- 
tudes, frequencies and phases of the two voltages. If 
the ratio between the two frequencies is constant 
and can be expressed in integers a stationary 
pattern will be produced. 


PATTERNS FREQ. RATIO 
tJ à 

Fig. 17-28 — Lissajous 

figures and correspond- 

ing frequency ratios for 24 

а 90-degree phase rela- 

tionship between the 

voltages applied to the 

two sets of deflecting г 

plates. d 
Я n 


The stationary patterns obtained in this way are 
called Lissajous figures. Examples of some of the 
simpler Lissajous figures are given in Fig. 17-28. 
The frequency ratio is found by counting the 
number of loops along two adjacent edges. Thus in 
the third figure from the top there are three loops 
along a horizontal edge and only one along the 
vertical, so the ratio of the vertical frequency to 
the horizontal frequency is 3 to 1. Similarly, in the 
fifth figure from the top there are four loops along 
the horizontal edge and three along the vertical 
edge, giving a ratio of 4 to 3. Assuming that the 
known frequency is applied to the horizontal 
plates, the unknown frequency is 


Marker Generators 


="? 
neg n 
where fi = known frequency applied to horizontal 
plates, 
f2= unknown frequency applied to vertical 
plates, 
па = number of loops alonga vertical edge 
and, 


n2 = number of loops along а horizontaledge 


An important application of Lissajous figures is 
in the calibration of audio-frequency signal 
generators. For very low frequencies the 60-Hz 
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power-line frequency is held accurately enough to 
be used as a standard in most localities. The 
medium audio-frequency range can be covered by 
comparison with the 440- and 600-Hz modulation 
on the WWV transmissions. It is possible to 
calibrate over а 10-10-1 range, both upwards and 
downwards, from each of the latter frequencies 
and thus cover the audio range useful for voice 
communication. 

An oscilloscope having both horizontal and 
vertical amplifiers is desirable, since it is conve- 
nient to have a means for adjusting the voltages 
applied to the deflection plates to secure a suitable 
pattern size. 


MARKER GENERATOR FOR 100, 50 AND 25 KHZ 


The frequency generator in the accompanying 
illustrations will deliver marker signals of usable 
strength well into the vhf region when its output is 
connected to the antenna input terminals of a 
communications receiver. It uses a 100-kHz crystal 
in an integrated-circuit version of the solid-state 

> multivibrator oscillator shown earlier. The oscilla- 
tor is followed by a two-stage IC divider which 
produces 50- and 25-kHz marker intervals. Two 
inexpensive ICs are used, an MC-724P quad gate 
and an MC790P dual JK flip-flop. Two of the gates 
in the MC724P are used for the oscillator and a 
third serves as a following buffer amplifier and 
“squarer” for driving the first divide-by-2 circuit in 
the MC790P. This divider then drives the second 
divide-by-2 flip-flop. Outputs at the three frequen- 
cies are taken through a 3-position switch from 
taps as shown in the circuit diagram, Fig. 17-30. 

Two of the three poles of the 4-position switch 
are used for controlling the collector voltage for 
the ICs. Voltage is on the MC724P in all active 
positions of the switch, but is applied to the 
MC790P only when 50- and 25-kHz markers are 
required. This saves battery power, since the 
MC790P takes considerably more current than the 
MC724P. 

The outputs on all three frequencies are good 
square waves. To assure reasonably constant 
harmonic strength through the hf spectrum the 
output is coupled to the receiver through a small 
capacitance which tends to attenuate the lower- 
frequency harmonics. This capacitance, C3, is not 
critical as to value and may be varied to suit 
individual preferences. The value shown, 22 pF, is 
satisfactory for working into a receiver having an 
input impedance of 50 ohms. 

At 3 volts dc input the current taken in the 
100-kHz position of S1 is 8 mA. In the 50- and 
25-kHz positions the total current (both ICs) is 35 
mA. The generator continues to work satisfactorily 
when the voltage drops as low as 1.5 volts. The 
oscillator frequency is subject to change as the 
voltage is lowered, the frequency shift amounting 
to approximately 30 Hz at 15 MHz on going from 
3 to 2 volts. There is a slight frequency shift 
between the 100-kHz and 50/25-kHz positions, but 
this amounts to only 6 or 7 Hz at 15 MHz. 


Fig. 17-29 — Frequency marker generating 100-, 
50-, or 25-kHz intervals. Battery power supply 
(two “D” cells) is inside the cabinet, a 
3X4X6-inch aluminum chassis with bottom 
plate. The trimmer capacitor for fine adjustment of 
frequency is available through the hole in the top 
near the left front. 


Frequency changes resulting from temperature 
variations are larger; they may be as much as a few 
hundred Hz at 15 MHz in normal room-tempera- 
ture variations. All such frequency changes can be 
compensated for by adjusting C2, and it is good 
practice to check the frequency occasionally 
against one of the WWV transmissions, readjusting 
C2 if necessary. 


Layout and Construction 


The physical layout of the circuit can be varied 
to suit the builder’s tastes. The size of the box 
containing the generator shown in the photographs 
makes the batteries easily accessible for replace- 
ment, The method of mounting the crystal and C2 
allows the latter to be reached through the top of 
the box for screwdriver adjustment, and makes 
possible the easy removal of the crystal since it 
plugs into a standard crystal socket. There is ample 
room for soldering the various wires that lead to 
the switch from the etched board on which the 
ICs, resistors, and Cl are mounted. The output 
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Fig. 17-80 — Marker generator circuit. Pin 4 of 
both ICs is grounded. Connect pin 11 of U1 to 
point C, and pin 11 of U2 to point F. 


jack is placed at the rear where it is convenient 
when the unit is alongside a receiver. 

An etched board does not have to be used for 
wiring the ICs and associated parts, although it 
makes for neatness in construction. The wiring 
plan used in this one is shown in Fig, 17-32. Fig. 
17-32 is not a conventional template, but is a scale 
drawing showing how the etched connections can 
Tun with a minimum number of cross-over points 
where jumpers are required (only one is needed in 
this layout), In following the wiring plan the resist 
can be put on as desired, so long as the separation 
between conductors is great enough to prevent 
short-circuits, 

Fig. 17-32 shows the front or component side 
of the board. To get the reversed drawing that 
would be followed on the copper side, place a 
piece of paper under the figure, with a face-up 
piece of carbon paper under it. Then trace the 
wiring with a sharp pencil and the layout will be 
transferred to the back of the paper. The points 
where holes are to be drilled are shown by small 
dots and circles, the latter indicating the points at 
which external connections are to be made. 


C1 — ОЛЫЕ paper, low voltage. 
C2 — 7-45-pF ceramic trimmer. 
C3 — 22-pF dipped mica (ceramic 
also satisfactory). 
— З-роје, 4-position rotary 


(Mallory 3134J). 

U1 — Quad 2-input NOR gate, 1 
section unused (Motorola 
MC724P). 

U2 — Dual J-K flip-flop (Motorola 
MC790P). 


Fig. 17-31 — Integrated circuits and associated 
fixed capacitors and resistors are mounted on an 
etched broad measuring 3 3/4 X 2 1/2 inches, sup- 
ported from one wall by an aluminum bracket, The 
100-kHz crystal and trimmer capacitor are on a 
1 X 2-inch plastic strip supported below the top on 
1/2-inch spacers, with the capacitor facing upward 
so it can be adjusted from outside. The two dry 
cells are in a dual holder (available from electronics 
supply stores). The output connector is a phono 
jack, mounted on the rear wall (upper left in this 
view) with C3. 


Wiring plan for 
the circuit 
board, com- 
ponent side. 
Dimensions for 
placement of 
parts are exact. 
X — jumper. 
Other letters 
indicate exter- 
nal connection 
points, corres- 
ponding to 


similarly let- 
tered connec- 
tions in Fig. 


17-30. 


Frequency Counter 
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50-MHZ FREQUENCY COUNTER 


The counter is built into a homemade enclosure 
that measures 2 X 6 X 6 inches. 


As the complexity of amateur radio equipment 
increases, the sophistication of the test equipment 
needed to effectively troubleshoot failures also 
increases. The following counter was developed to 
fulfill this need and will also certainly complement 
the station itself. This counter as a whole is very 
basic in design and some interesting features are its 
size and the displays. Each display (except for the 
least significant digit) contains four sections: The 
counter, datch, decoder and the display. The LSD 
does not have a counter included. 


Circuit Description 

The counter uses a crystal-controlled time base 
to generate the gating pulses. A 1-MHz oscillator is 
counted down to provide 1 kHz for the SN7493 
(U6). U6 is connected to divide by twelve. The 
outputs of this divide-by-twelve counter are gated 
to provide the count, latch and reset gates. The 
timing relationships are shown in Fig. 2. 

Displays are Texas Instruments TIL 306 devices 
and a single TIL 308. Each TIL 306 contains the 
four units necessary to display a counter fre- 
quency. The internal counter has an upper fre- 
quency limit of approximately 18 MHz. Following 
the counter is a latch, which is used to hold the 
data while the counter is operating. The frequency 
information, in BCD format, is decoded and it then 
drives the correct segments of the display. The 
maximum count output is used to drive the 
successive displays. Each display contains a feature 
called ripple blanking. If the number zero is 
detected in the latches and ripple blanking has 
been enabled, the display will be blanked. This 
function was incorporated to give leading zero 
blanking in the counter. Starting from left to right 
(MSD to LSD), if zero is detected that display will 
be blanked and the blanked data will be passed to 
the right. This means that 455.2 kHz will be 


displayed as 455.2 not 00455.2. The LSD is not 
connected for leading zero blanking. It was a bit 
disconcerting to turn the counter on and not have 
the display light up. Therefore, the LSD was not 
connected for leading zero blanking and zero will 
be displayed when the counter is on with no input. 

The LSD, a TIL 308, does not have the internal 
counter. This allows a faster counter, greater than 
18 MHz, to be used for the LSD. The N82S90, 
used as the counter for the LSD, is rated for 
100-MHz operation. 

Signal input is applied to a source follower, 01. 
For the sake of simplicity, it was decided to use 
this form of input configuration instead of an 
amplifier for the input. An input signal of 0.25 V 
will be sufficient to trigger the counter, up to 50 
MHz. Following the input network is ап SN74S00 
connected to act as a level translator. The signal 
from the input network is made TTL compatible 
by this circuit. 


Construction 


One of the features of this counter is that its 
construction is not critical. As can be seen in the 
photograph, the entire counter is built on a small 


The use of a bezel and a single pc board allows very 
compact packaging in this counter. Leads that 
interconnect between the bezel and the circuit 
board have been made extra long. This excess 
length is tucked under the bezel and allows the pc 
board to be removed and worked on while still 
connected to the counter. 
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Fig. 2 — Timing diagram of the counter. 


Го 
5 voLTs 
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REQUIRED 


Fig. 3 — Schematic diagram of the power supply. 
C1 — 2000 pF, 25 V. 

T1 — 12.6 Мас, 1 A. 

U16 — 50 PRV, 1-A encapsulated bridge rectifier. 
VR1 —5-V, 1-А voltage regulator LM309K. 


circuit board and in the bezel. Instead of using a 
bezel, a circuit board could be etched and mounted 
behind the front panel. The foil on the top of the 
рс board is the ground interconnection for all the 
integrated circuits and the builder should liberally 
install bypass capacitors on the 5-volt line. This 
will prevent any transients on {һе line. from 
showing up in the counted frequency. Construc- 
tion techniques and added features are left entirely 
to individual preferences. 


Operation and Adjustment 


The only adjustment required is the crystal 
oscillator. This should be checked and set against а 
frequency standard. An error as small as 100 Hz in 
the crystal frequency can cause a frequency 
measurement to be off as much as 5 kHz at 50 
MHz. This counter will function with signals as 
high as 65 MHz in its present configuration. The 
limiting factors are the selection of integrated 
circuits and the input network. 
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4 — Template and yout for the counter (full scale). Note that double-sided pc board is 
required. Som holes for the discrete components will be surrounded by foil on the top of the 
oard. Usi З drill slightly countersink the top of.the board to remove the copper around the 


hole. 
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A CALIBRATED FIELD STRENGTH METER 


There are many occasions when it is desirable 
to determine the relative performance of an an- 
tenna, While near-field pattern measurements are 

y not accurate, they do show trends in 
terms of front-to-back ratio and may be used to 
determine what adjustments, if any, should be 
made to an existing system. The field-strength 
meter described here will detect large as well as 
small changes in radiated power from an antenna. 
For instance, the pattern of an hf-band Yagi may 
be checked by placing the meter and an associated 
sampling antenna several hundred feet from the 
beam. A watt or two of power is needed to make 
tests above 21 MHz, but for frequencies below this 
point, а grid-dip oscillator may serve as a "trans- 
mitter,” 

Fig. 1 gives the circuit diagram of the calibrated 
field-strength meter. L1 and L2 are resonated to 
the desired frequency with Cl to tune the hf 
bands. Adjustment is made to produce maximum 
meter deflection of the signal being sampled. 
Should the signal cause the meter to deflect off 
scale, the attenuator, R4, may be reset to reduce 
the level of the incoming energy. 

Two operational amplifiers comprise а loga- 
rithmic circuit which produces a voltage output at 
pin 10 of ULB that is proportional to the logarithm 


ATTENUATOR 


(thus dB) of the input voltage, Forward bias is 
applied to CRI ма a l-megohm resistor to 
improve conductivity at low signal input values. 
The output voltage from U1B is displayed by МІ, а 
conventional milliammeter. Two scale ranges are 
available, 20 dB and 40 dB. With no signal applied, 
a small amount of quiescent current will appear on 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 

т MICROFARADS (УР); OTHERS 
ARE IN PICOFARADS (BF OR pF) 
RESISTANCES ARE IN OHMS; 
1000, «1000 000. 


Fig. 1 — Circuit diagram for the calibrated field 
strength meter. Component designations not listed 
below are for text reference. 


C1 — Variable capacitor, 140 pF maximum. 
L1 — 44 turns of No. 24 enam. on a T-68-2 core 


tapped four turns from the ground епа, 
L2 — 15 turns of No. 24 enam on a Т-68-2 core. 
L3 — Two turns of No. 24 enam. wound over L2. 
U1 — Dual 747 operational amplifier. 
51 — Dpdt rotary. 
52, S3 — Miniature toggle. 
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AN AUDIO OSCILLATOR 


А wide-range audio oscillator that will provide а. 
moderate output level can be built from a single 
741 operational amplifier (Fig. 1). Power is sup- 
plied by two nine-volt batteries, from which the 
circuit draws 4 mA. The frequency range is 
selectable from 15 Hz to 150 kHz, although a 1.5- 
to 15-Hz range can be included with the addition 
of two 5-uF nonpolarized capacitors and an extra 
Switch position. Distortion is approximately one 
percent. The output level under a light load (10 
ко) is 4 to 5 volts, This can be increased by using 
higher battery voltages, up to a maximum of plus 
and minus 18 volts, with a corresponding adjust- 
ment of Ry. 

Pin connections shown are for the TO-5 case, If 
another package configuration is used, the pin 
connections may be different. Аз (220 Q) is 
trimmed for an output level about five percent 
below clipping. This should be done for the 
temperature at which the oscillator will normally 
operate, as the lamp is sensitive to ambient 
temperature, Note that the output of this oscillator 
is direct coupled. If you are connecting this unit 
into circuits where dc voltage is present, use a 
coupling capacitor. As with any solid-state equip- 
ment, be cautious around plate circuits of tube- 
type equipment, as the voltage spike caused by 
charging a coupling capacitor may destroy the IC. 
This unit was originally described by Schultz in 
QST for November, 1974. 
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Inside view of the field strength meter. Most of the 
components are mounted on а circuit board. 


MI. Readings made near this level will not be quite 
as accurate as those made in the upper portion of 
the scale, Accuracy is within one dB. About 1000 
microvolts of signal is necessary to provide a 
meaningful movement of М1. R1 is the dc offset 
control and is mounted on the rear panel. It 
permits some variation of the absolute readings by 
shifting the dc levels at the output of U1B and may 
be used to set the meter to some convenient 
reference mark. The combined values of R2A and 
R2B should be 8000 ohms. R2A is a trim pot to 
allow proper adjustment to exactly that value, 
R3A and R3B serve a similar purpose and should 
be set for a total resistance of 16 КО. 


это 

D 
VALUES OF CAPACITANCE ane 

9 MICROPARADS (ar); oriens 

ARE IN PICOFARADS (PF OR pp; 

RESISTANCES АВЕ IN OHMS; 

Y 4000. «1000000. 


Fig. 1 — A simple audio oscillator that provides а 
selectable frequency range. R2 and R3 control the 
frequency and R1 varies the output level. 


Transistor Checker 


533 


A TESTER FOR FET AND BIPOLAR TRANSISTORS 


The circuit shown is intended solely as a tester 
for npn and pnp transistors, junction FETs, and 
dual-gate MOSETs. This equipment is not for use 
in checking audio or high-power rf transistors. 

The circuit of Fig. 1 is an oscillator which is 
wired so that it will test various small-signal 
transistors by switching the battery polarity and 
bias voltage. A crystal for the upper range of the hf 
spectrum is wired into the circuit permanently, but 
could be installed in a crystal socket if the builder 
so desires. А 20-MHz crystal was chosen for this 
model. Any hf crystal cut for fundamental mode 
operation can be used. 

When testing FETs the bias switch, S3, is placed 
in the FET position, thus removing R2 from the 
circuit, However, when testing bipolar transistors 
the switch position must be changed to BIPOL so 
that forward bias can be applied to the base of the 
bipolar transistor under test. КІ is always in the 
circuit, and serves as a gate-leak resistor for FETs 
being evaluated. It becomes part of the bias 
network when bipolars are under test. C1 is used 
for feedback in combination with the internal 
capacitances of the transistors being checked. Its 
value may have to be changed experimentally if 
crystals for lower frequencies are utilized in the 


Fig. 1 — Schematic diagram of 
the transistor tester. Capa- 
citors are disk ceramic or mica. 
Resistors are 1/2 or 1/4-watt 
composition execet for R5. 
Estimated cost for this tester 
lall parts new) is $15. Num- 
bered components not ap- 
pearing in parts list are so 
designated for text discussion. 


BTI = Small ФУ tran- 
sistor-radio battery. 
CRI, CR2 — 1N34A ger- 


manium diode or equiv. 

41 — Four-terminal transistor 
socket. 

J2, J3 — Three-terminal tran- 

sistor socket. 

М1 ~- Microampere meter. Cal- 
ectro D1-910 used here. 

85 — 25,000-ohm linear-taper 
composition control with 


Re 
220% 


circuit. Generally speaking, the lower the crystal 
frequency, the greater the amount of capacitance 
needed to assure oscillation. Use only that amount 
necessary to provide quick starting of the oscilla- 
tor. 

Components R3 and R4 are used as a voltage 
divider to provide bias for dual-gate MOSFETs. C2 
is kept small in value to minimize loading of the 
oscillator by the low-impedance voltage doubler, 
СКІ and CR2. Rectified rf from the oscillator is 
monitored on M1. Meter deflection is regulated 
manually by means of control RS. 51 is used to 
select the desired supply voltage polarity — nega- 
tive ground for testing n-channel FETs and npn 
bipolars, and a positive ground when working with 
p-channel and pnp devices. 

When testing MOSFETs that are not gate 
protected (3N140 for one), make certain that the 
transistor leads are shorted together until the 
device is seated in the test socket. Static charges on 
one's hands can be sufficiently great to damage the 
insulation within the transistor. Use a single strand. 
of wire from some No. 22 or 24 stranded hookup 
wire, wrapping it two or three times around the 
pigtails of the FET as close to the transistor body 
as possible. After the FET is plugged into the 


switch 
ВЕСТ 2.5-mH rf choke. 
S1 — Two-pole double-throw 
miniature toggle. 
52 — Part of А! 
$3 — Spst miniature toggle. 
Y1 — Surplus crystal (see tex). 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 

їн MICROFARAOS ( pF) ; OTHERS 
ARE IN PICOFARADS (pF OR pF); 
RESISTANCES . АЕ IN OHMS; 

к 000. M=190.000 
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socket, unwrap the wire and perform the tests. (It's 
not a bad idea to have an earth ground connected 
to the case of the tester when checking un- 
protected FETs.) Put the shorting wire back on the 
FET leads before removing the unit from the 
tester. 

The meter indication is significant in checking 
any type of transistor. If the device is open, 
shorted, or extremely leaky, no oscillation will 
take place, and the meter will not deflect. The 


EQUIPMENT AND MEASUREMENTS 


higher the meter reading, the greater the vigor of 
the transistor at the operating frequency. High 
meter readings suggest that the transistor is made 
for vhf or uhf service, and that its beta is medium 
to high. Lower readings may indicate that the 
transistor is designed for hf use, or that it has very 
low gain. Transistors that are known to be good 
but will not cause the circuit to oscillate are most 
likely made for low-frequency or audio appli- 
cations. 


A TESTER FOR CRYSTALS AND BIPOLAR TRANSISTORS 


The circuit of Fig. 1 is intended primarily to 
test surplus crystals and bipolar transistors. It uses 
a Pierce oscillator. Battery polarity can be switched 
to allow testing of npn or pnp transistors. Crystal 
quality is indicated on М1. The greater the crystal 
activity, the higher the meter reading. A suitable 
transistor for use at Q1 (when testing crystals) is 
the 2N4124, MPS3563, or HEPS3. All three have 
fr ratings well into the vhf spectrum, and each has 
reasonably high beta. The two characteristics make 


CRYSTALS. 


the devices ideal as general-purpose oscillators. 

This tester will work well from the upper hf 
range down to at least 455 kHz. 51 is used to 
change the value of feedback capacitance. The 
lower the frequency of operation, the greater the 
amount of capacitance required. 

A transistor can be checked by plugging the 
unknown type into the panel socket while using a 
crystal of known frequency and condition. Both 
testers can be used as calibrators by inserting 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 

їн MICROFARADS (УР) ; OTHERS 
ARE IN PICOFARADS [pF ОЙ уут), 
RESISTANCES ARE IN OHMS, 
«4000, M*1000000 


Fig. 1 — Schematic diagram of the No. 2 tester. 
Capacitors are disk ceramic. Fixed-value resistors 
are 1/2 or 1/4-watt composition. Estimated cost 
for this tester (all new parts) is $13. 


BT1 — Small 9-V transistor-radio battery. 
САТ, CR2 — 1N34A germanium diode or equiv. 
31-34, incl. — Crystal socket of builder’s choice. 


M1 —Microampere meter. Calectro 01-910 used 
here. 

R1 — 25,000-ohm.linear-taper composition control 
with switch. 

ВЕСІ — 2.5-mH rf choke. 

51 — Single-pole three-position phenolic rotary 
wafer type, iature. 

52 — Part of R1. 

53 — Double-pole double-throw miniature toggle. 

Q1 — Vhf npn bipolar, 2N4124, MPS3563, HEP53. 


Diode Noise Generators 


crystals for band-edge checking. The frequencies of 
unknown crystals can be checked by listening to 
the output from the test oscillators on a calibrated 
receiver or while using a frequency counter con- 
nected to the designated test point 


DIODE NOISE 


A noise generator is a device for creating a 
controllable amount of rf noise ("hiss"-type noise) 
evenly distributed throughout the spectrum of 
interest. The simplest type of noise generator is а 
diode, either vacuum-tube or crystal with dc 
flowing through it. The current is also made to 
flow through a load resistance which usually is 
chosen to equal the characteristic impedance of the 
transmission line to be connected to the receiver's 
input terminals, The resistance then substitutes for 
the line, and the amount of rf noise fed to receiver 
input is controlled by varying the dc through the 
diode. 

The noise generator is useful for adjusting the 
“front-end” circuits of a receiver for best noise 
figure. A simple circuit using a crystal diode is 
shown in Fig. 17-51. The unit can be built into a 
small metal box; the main consideration is that the 
circuit from Cl through Pl be as compact as 
possible. A calibrated knob on R1 will permit 
resetting the generator to roughly the same spot 
each time, for making comparisons. If the leads are 
short, the generator can be used through the 
144-MHz band for receiver comparisons. 

To use the generator, screw the coaxial plug 
onto the receiver’s input fitting, open $1, and 
measure the noise output of the receiver by 
connecting an audio-frequency voltmeter to the 
receiver's af output terminals. An average-reading 
voltmeter is preferable to the peak-reading type, 
since on this type of noise the average-reading 
meter will give a fair approximation of rms, and 
the object is to measure noise power, not voltage. 

In using the generator for adjusting the input 
circuit of a receiver for optimum noise figure, first 
make sure that the receiver's rf and af gain controls 
are set well within the linear range of response, and 
turn off the automatic gain control. With the noise 
generator connected but Sl open, adjust the 
receiver gain controls fot an output reading that is 
far enough below the maximum obtainable to 


535 


Four crystal sockets are provided in the model 
shown here. 11 through J4 provide for testing of 
FT-243, HC-6/U, HC-17, and HC-25 crystals, the 
most popular holder styles їп use today. Other 
types can be added by the builder if desired. 


GENERATORS 


Fig. 17-51 — Circuit of a simple crystal-diode noise 

generator. 

BT1 — Dry-cell battery, any convenient type. 

C1 — 500-pF ceramic, disk or tubular. 

CR1 — Silicon diode, 1N21 or 1N23. Diodes with 
“В” suffix have reversed polarity. (Do not use 
ordinary germanium diodes.) 

P1 — Coaxial fitting, cable type. 

R1 — 50,000-ohm control, ccw logarithmic taper. 

R2 — 51 or 75 ohms, 1/2-watt composition. 

51 — Spst toggle (may be mounted on R1). 


ensure that the receiver is operating linearly. This is 
your reference level of noise. Then close 51 and 
adjust R1 for a readily perceptible increase in 
output. Note the ratio of the two readings — i.e., 
the number of dB increase in noise when the 
generator is on. Then make experimental adjust- 
ments of the receiver input coupling, always with 
the object of obtaining the largest number of dB 
increase in output when the generator is switched 
on, 

A simple crystal-diode noise generator is a 
useful device for the receiver adjustment, especially 
at vhf, and for comparing the performance of 
different receivers checked with the same instru- 
ment. It does not permit actual measurement of 
the noise figure, however, and therefore the results 
with one instrument cannot readily be compared 
with the readings obtained with another. In order 
to get a quantitative measure of noise figure it is 
necessary to use a temperature-saturated vacuum 
diode in place of the semiconductor diode. 
Suitable diodes are difficult to find. 


RF PROBE FOR ELECTRONIC VOLTMETERS 


The rf probe shown in Figs. 17-52 to 17-55, 
inclusive, uses the circuit discussed earlier in 
connection with Fig. 17-15. 

The isolation capacitor, Cl, crystal diode, and 
filter/divider resistor are mounted on a bakelite 
S-lug terminal strip, as shown in Fig. 17-55. One 
end lug should be rotated 90 degrees so that it 
extends off the end of the strip. All other lugs 
should be cut off flush with the’edge of the strip. 
Where the inner conductor connects to the 
terminal lug, unravel the shield three-quarters of an 
inch, slip a piece of spaghetti over it, and then 


solder the braid to the ground lug on the terminal 
strip. Remove the spring from the tube shield, slide 
it over the cable, and crimp it to the remaining 
quarter inch of shield braid. Solder both the spring 
and a 12-inch length of flexible copper braid to the 
shield. . 

Next, cut off the pins on a seven-pin miniature 
shield-base tube socket, Use a socket with a 
cylindrical center post. Crimp the terminal lug 
previously bent out at the end of the strip and 
insert it into the center post of the tube socket 
from the top. Insert the end of a phone tip or a 
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Fig. 17-52 — Rf probe for use with an electronic 
voltmeter. The case of the probe is constructed 
from a 7-pin ceramic tube socket and а 2 1/4-inch 
tube shield, A half-inch grommet at the top of the 
tube shield prevents the output lead from chafing. 
А flexible copper-braid grounding lead апа 
alligator clip provide a low-inductance return path 
from the test circuit. 


pointed piece of heavy wire into the bottom of the 
tube socket center post, and solder the lug and tip 
to the center post. Insert a half-inch grommet at the 
top of the tube shield, and slide the shield over the 
cable and flexible braid down onto the tube socket. 
The spring should make good contact with the tube 
shield to insure that the tube shield (probe case) is 
grounded, Solder an alligator clip to the other end 
of the flexible braid and mount a phone plug on 
the free end of the shielded wire. 


Fig. 17-53 


— The rf probe circuit, 
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Fig. 17-54 — Inside the probe. The 1N34A diode, 
calibrating resistor, and input capacitor are 
mounted tight to the terminal strip with shortest 
leads possible, Spaghetti tubing is placed on the 
diode leads to prevent accidental short circuits. 
The tube-shield spring and flexible-copper ground- 
ing lead are soldered to the cable braid (the cable is 
RG-58/U coax). The tip can be either a phone tip 
or a short pointed piece of heavy wire. 


Mount components close to the terminal strip, 
to keep lead lengths as short as possible and 
minimize stray capacitance. Use spaghetti over all 
wires to prevent accidental shorts. 

The phone plug on the probe cable plugs into 
the dc input jack of the electronic voltmeter and 
rms voltages are read on the voltmeter's negative dc 
scale. 

The accuracy of the probe is within +10 
percent from 50 kHz to 250 MHz. The 
approximate input impedance is 6000. ohms 
shunted by 1.75 pF (at 200 MHz). 


COVER WITH 
SPAGHETTI 


1834A. 
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Fig. 17-85 — Component mounting details. 


RF IMPEDANCE BRIDGE FOR COAX LINES 


The bridge shown in Figs. 1 through 3 may be 
used to measure unknown complex impedances at 
frequencies below 30 MHz. Measured values are of 
equivalent series form, А + jX. The useful range of 
the instrument is from about 5 to 400 ohms if the 
unknown load is purely resistive, or 10 to 150 
ohms resistive component in the presence of 
reactance. The reactance range is from 0 to 
approximately 100 ohms for either inductive or 
capacitive loads. Although the instrument cannot 
indicate impedances with the accuracy of a 
laboratory type of bridge, its readings are quite 
adequate for the measurement and adjustment of 
antenna systems for amateur use, including the 
taking of line lengths into account with a Smith 
chart or Smith transmission-line calculator. 

‘The bridge incorporates a differential capacitor, 
СТ, to obtain an adjustable ratio for measurement 


of the resistive component of the load. The 
capacitor consists of two identical sections on the 
same frame, arranged so that when the shaft is 
rotated to increase the capacitance of one section, 
the capacitance of the other section decreases. The 
capacitor is adjusted for a null reading on M1, and 
its settings are calibrated in terms of resistance at 
13 so the unknown value can be read off the 
calibration. A coil-and-capacitor combination is 
used to determine the amount and type of 
reactance, inductive or capacitive. L1 and C2 in the 
bridge circuit are connected in series with the load. 
The instrument is initially balanced at the 
frequency of measurement with a purely resistive 
load connected at J3, so that the reactances of L1 
and of C2 at its midsetting are equal. Thus, these 
reactances cancel each other in this arm of the 
bridge. With an unknown complex-impedance load 


RF Impedance Bridge 


then connected at J3, the setting of C2 is varied 
either to increase or decrease {һе capacitive 
reactance, as required, to cancel any reactance 
present in the load. If the load is inductive more 
capacitive reactance is required from C2 to obtain 
а balance, indicated by a null on М1, with less 
reactance needed from C2 if the load is capacitive. 
The settings of C2 are calibrated in terms of the 
value and type of reactance at J3, Because of the 
relationship of capacitive reactance to frequency, 
the calibration for the dial of C2 is valid at only 
one frequency. It is therefore convenient to 
calibrate this dial for equivalent reactances at 1 
MHz, as shown in Fig. 4. Frequency corrections 
may then be made simply by dividing the reactance 
dial reading by the measurement frequency in 
megahertz. 


Construction 


In any rf-bridge type of instrument, the leads 
must be kept as short as possible to reduce stray 
reactances. Placement of component parts, while 
not critical, must be such that lead lengths greater 
than about 1/2 inch (except in the dc metering 
circuit) are avoided. Shorter leads are desirable, 
especially for R1, the "standard" resistor for the 
bridge. In the unit photographed, the body of this 
resistor just fits between the terminals of C1 and 
J2 where it is connected. C1 should be enclosed in 
а shield and connections made with leads passing 
through holes drilled through the shield wall. The 
frames of both variable capacitors, Cl and C2, 
must be insulated from the chassis, with insulated 
couplings used on the shafts. The capacitor 
specified for СІ has provisions for insulated 
mounting. C2 is mounted on l-inch ceramic 
insulating pillars. 

Band-switching arrangements for L1 complicate 
the construction and contribute to stray reactances 
in the bridge circuit. For these reasons plug-in coils 
are used at L1, one coil for each band over which 
the instrument is used. The coils must be 
adjustable, to permit initial balancing of the bridge 
with C2 set at the zero-reactance calibration point. 
Coil data are given in Table I. Millen 45004 coil 
forms with the coils supported inside provide a 
convenient method of constructing these slug- 
tuned plugin coils, A phenolic washer cut to the 
proper diameter is epoxied to the top or open end 
of each form, giving a rigid support for mounting 
of the coil by its bushing. Small knobs for 1/8-inch 
shafts, threaded with a No. 6-32 tap, are screwed. 
onto the coil slug-tuning screws to permit ease of 
adjustment without a tuning tool Knobs with 
setscrews should be used to prevent slipping. A 
ceramic socket to mate with the pins of the coil 
form is used for J2. 


Calibration 
The resistance dial of the bridge may be 
calibrated by using a number of 1/2- or l-watt 
5-percent-tolerance composition resistors of differ- 
ent values in the 5- to 400-ohm range as loads. For 
this calibration, the appropriate frequency coil 


Fig. 1 — An RCL bridge for measuring unknown 
values of complex impedances. A plug-in coil is 
used for each frequency band. The bridge operates 
at an rf input level of about 5 volts; pickup-link 
assemblies for use with a grid-dip oscillator are 
shown. Before measurements are made, the bridge 
must be balanced with a nonreactive load 
connected at its measurement terminals. This load 
consists of a resistor mounted inside a coaxial plug, 
shown in front of the instrument at the left, The 
aluminum box measures 4 1/4 X 103/4 X 6 1/8 
inches and is fitted with a carrying handle on the 
left end and self-sticking rubber feet on the right 
end and bottom, Dials are Millen No. 10009 with 
skirts reversed and calibrations added, 


REACTANCE J3 


у 1 


LOAD 


ig. 2 — Schematic diagram of the impedance 

bridge. Capacitance is in microfarads; resistances 

are in ohms. Resistors аге 1/2JW 10-percent 

tolerance unless otherwise indicated.. 

C1 — Differential capacitor, 11-161 pF per section 
(Millen 28801). 

C2 — 17.5-327 pF with straight-line capacitance 
characteristic (Hammarlund RMC-325-S). 

CRI, CR2 — Germanium diode, high back 
resistance. 

J1, J3 — Coaxial connectors, chassis type. 

32 — To mate plug of L1, ceramic. 

J4 — Phone jack, disconnecting type. 

L1 — See text and Table І. 

М1 — 0-50 ЦА dc (Simpson Model 1223 Bold-Vue, 
Cat. No. 15560 or equiv.). 

R1 — For text reference, 

ВЕСТ — Subminiature rf choke (Miller 70F103AI 
or equiv.). 
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TEST EQUIPMENT AND MEASUREMENTS 


TABLE 17-1 
Coil Data for RF Impedance Bridge 


Nominal 
Inductance 
Band Range, ИН 


80 6.5—13.8 


Frequency 
Coverage, 
MHz 


3.2—4.8 


40 20-44 5.8-8.5 


20 06-11 11.5-16.6 


15 0.3—0.48 18.5—23.5 


10 0.18-0.28 25.8—32.0 


must be inserted а! 12 and its inductance adjusted 
for the best null reading on the meter when C2 is 
set with its plates half meshed. For each test 
resistor, Cl is then adjusted for a null reading. 
Alternate adjustment of L1 and C1 should be made 
for a complete null The leads between the test 
resistor and J3 should be as short as possible, and 
the calibration preferably should be done in the 
3.5-MHz band where stray inductance and 
capacitance will have the least effect. 

If the constructional layout of the bridge 
closely follows that shown in the photographs, the 
calibration scale of Fig. 4 may be used for the 
reactance dial. This calibration was obtained by 
connecting various reactances, measured on a 
laboratory bridge, in series with a 47-ohm 1-W 
resistor connected at J3. The scale is applied so 
that maximum capacitive reactance is indicated 
with C2 fully meshed. If it is desired to obtain an 
individual calibration for C2, known values of 
inductance and capacitance may be used in series 
with a fixed resistor of the same approximate value 
as R1. For this calibration it is very important to 
keep the leads to the test components as short as 
possible, and calibration should be performed in 
the 3.5-MHz range to minimize the effects of stray 
reactances. Begin the calibration by setting C2 at 
half mesh, marking this point as 0 ohms reactance. 


Coil Type or Data 


28 turns No. 30 enam. wire close-wound on Miller 
form 42A000CBI. 


Miller 42A336CBI or 16 turns No. 22 enam. wire 
close-wound on Miller form 42A000CBI. 


8 turns No. 18 enam. wire close-wound on Miller 
form 42A000CBI. 


41/2 tums No. 18 enam. wire close-wound on 
Miller form 42A000CBI. 


3 turns No. 16 or 18 enam. or tinned bus wire 
spaced over 1/4-inch winding length on Miller form. 
42A000CBI. 


With a purely resistive load connected at J3, adjust 
L1 and C1 for the best null on M1. From this point 
on during calibration, do not adjust L1 except to 
rebalance the bridge for a new calibration 
frequency. The ohmic value of the known 
reactance for the frequency of calibration is 
multiplied by the frequency in MHz to obtain the 
calibration value for the dial. 


U8ing the Impedanée Bridge 


This instrument is a low-input-power device, 
and is not of the type to be excited from a 
transmitter or left in the antenna line during 
station operation. Sufficient sensitivity for all 
measurements results when a 5-V rms rf signal is 
applied at Jl. This amount of voltage can be 
delivered by most grid-dip oscillators. In no case 
should the power applied to J1 exceed 1 watt or 
calibration inaccuracy may result from а per- 
manent change in the value of Rl. The input 
impedance of the bridge at J1 is low, in the order 
of 50 to 100 ohms, so it is convenient to excite the 
bridge through a length of 52- or 75-ohm line such 
as RG-58/U or RG-59/U. If a grid-dip oscillator is 
used, a link coupling arrangement to the oscillator 
coil may be used. Fig. 1 shows two pick-up link 
assemblies. The larger coil, 10 turns of 1 1/4-inch- 
dia stock with turns spaced at 8 turns per inch, is 
used for the 80-, 40- and 20-meter bands. The 
smaller coil, 5 turns of linch-dia stock with turns 
spaced at 4 turns per inch, is used for the 15- and 
10-meter bands. Coupling to the oscillator should 
be as light as possible, while obtaining sufficient 


Fig. 3 — All components except the meter are 
mounted on the top of the box, C1 is visible inside 
the shield at the left, with C2 at the right and J2 
mounted between them, J1 is hidden beneath C1 
in this view; a part of J3 may be seen in the lower 
right corner of the box. Components for the dc 
metering circuit are mounted on а tie-point strip 
which is affixed to the shield wall for C1; all other 
components are interconnected with very short 
leads. The 4700-ohm input resistor is connected 
across Ј1. 


RF Wattmeter 


Fig. 4 — Calibration scale for the reactance dial 
associated with C2, See text. 


sensitivity, to prevent severe "pulling" of the 
oscillator frequency. 

Before measurements are made, it is necessary 
to balance the bridge. Set the reactance dial at zero 
and adjust L1 and СІ Гога null with a nonreactive 
load connected at J3. The bridge must be re- 
balanced after any appreciable change is made in 
the measurement frequency. A 51-оһт 1-W re- 
sistor mounted inside a PL-259 plug, as shown in 
Fig. 17-24, makes a load which is essentially 
nonreactive. After the bridge is balanced, connect 
the unknown load to 73, and alternately adjust СІ 
and C2 for the best null. 

The calibration of the reactance dial is shown in 
Fig. 4. The measurement range for capacitive loads 
may be extended by “zeroing” the reactance dial 
at some value other than 0, For example, if the 
bridge is initially balanced with the reactance dial 


DIVIDE READING 
ву Рмна 


set at 500 in the Xj, range, the 0 dial indication is 
now equivalent to an Xç reading of 500, and the 
total range of measurement for Хо has been 
extended to 1000. 


A LOW-POWER RF WATTMETER 


The wattmeter shown in Fig. 1 can be used 
with transmitters having power outputs from 1- to 
25-watts within the frequency range of 1.8 to 30 
MHz. For complete details, see QST for June, 
1973. A bridge circuit based on a version of the 
one shown in Fig. 17-16C is used to measure the 
forward and reflected power on a transmission line. 


The rf wattmeter. 


Fig. 1 — Schematic diagram of the wattmeter. 

СТ, C2 — 0.5- to 5-pF trimmer. 

CR1, CR2 — 1N34A or equivalent. 

МТ — 50-ЏА panel meter. 

R1 — Linear-taper, 1/4 ог 1/2 watt, 25,000 ohm. 

R2, R3 — 33-ohm, 1/24W composition resistor 
(matched pair recommended). 

ВЕСТ — 1-mH rf choke, 

S1 — Spdt toggle. 

T1 — 60 turns No. 28 enam. wire, close wound on 
Amidon T-68-2 toroid core (secondary). Pri- 
mary is 2 turns of small-diameter hookup wire 
over T1 secondary. 


It will be necessary to have a nonreactive 
50-оһт dummy load for initial adjustment of the 
power meter. Connect the dummy load to one port 
of the instrument and apply rf power to the 
remaining port. S1 should now be thrown back and 
forth to determine which position gives the highest 
meter reading. This will be the FORWARD posi- 
tion. Adjust the sensitivity control for full-scale 
reading of the meter. Now, move the switch to the 
opposite (RELFECTED) position and adjust the 
trimmer nearest the transmitter input port for a 
null in the meter reading. The needle should drop 
to zero, It is recommended that these adjustments 
be made in the 10- or 15-meter band. Next, reverse 
the transmitter and load cables and repeat the 
nulling procedure while adjusting the trimmer on 
the opposite side of the pc board. Repeat these 
steps until a perfect null is obtained in both 
directions. The switch and the coax connectors can 
now be labeled, TRANSMITTER, LOAD, FOR- 
WARD, and REFLECTED, as appropriate. 


EXCEPT AS INDICATED, DECIMAL 
VALUES OF CAPACITANCE ARE 
їн MICROFARADS ( pF }; OTHERS 
ARE IN PICOFARADS (pF OR уде); 
RESISTANCES ARE IN OHMS, 
«4000. M=1000000 
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A Heterodyne Deviation Meter 
A HETERODYNE DEVIATION METER 


The instrument described here can be used to 
check the audio deviation of an fm transmitter, or 
to determine how far off frequency the transmitter 
carrier may be. It can also be used as a signal 
source to aid in setting a receiver on frequency, if a 
crystal of known accuracy is plugged into the 
oscillator. 

The Circuit 

As shown in Fig. 17-57 a transistor oscillator is 
used to feed energy to a mixer diode, СКІ. A small 
Pickup antenna is connected to the diode also, 
thereby coupling a signal from a transmitter to the 
mixer. The output from the diode, in the audio 
range, is amplified by Ul, a 2747 operational 
amplifier. The 2747 amplifies and clips the audio, 
providing a square wave of nearly constant ampli- 
tude at the output. This square wave is applied to а 
rectifier circuit through variable coupling capaci- 
tors and a selector switch. A meter is connected to 
fhe rectifier circuit to read the average current. 
Since the amplitude of the input is constant, a 
change in frequency will produce a change of 
average current. Three ranges are selected by 51, 
with individual trimmers being placed in the circuit 
for calibration. 


RFC2 


EXCEPT AS INDICATED, DECIMAL VALUES OF 
‘CAPACITANCE ARE IN MICROFARADS ( у); 


Fig. 17-56 — The deviation meter is constructed in 


a Calectro aluminum box. A four-position switch is 
at the lower right. The crystal plugs in on the left, 
with the frequency adjusting trimmer just below. A 
short whip or pickup wire can be plugged into the 
phono connector that is mounted on the back wall 
of the box. 


Construction 


An aluminum box is used for the enclosure, 
6-1/4 x 3-1/2 x 2 inches. A meter switch, variable 
capacitor, and crystal socket are all mounted on 
the top panel. A small pc board is fastened to the 


AMPLIFIER 


OTHERS ARE IN PICOFARADS (oF OR pF; 
RESISTANCES ARE м OHMS; 
к=1000, м-1000 000, 


Fig.17-57 — Circuit of the deviation meter. 

Connections shown are for a 2747 dual op amp. A 

741 may be substituted with appropriate changes 

їп pin numbers. 

C1 — 360 to 1000 pF mica trimmer (J. W. Miller 
160-А or equiv.). 

C2, C3 — 3 to 30 pF mica trimmer (J. W. Miller 86 
MA 2 or eqi 

СА — 50 pF miniature air variable (Hammarlund 
МАРС 50 or equiv.). 

СВТ — Germanium diode, 1N34, 1N58, ог 1N82 
suitable. 


CR2, СВЗ — Silicon diode, 1N914 or equiv. 

J1 — Coax connector, BNC or phono type suitable. 

Mi — Microammeter, 0 to 1000 ША (Simpson 
Model 1212 Wide-Vue or equiv.). 
— Motorola transistor. 

R1 — 10,000-ohm miniature control, pc mount. 

S1 — 2-pole, 4-position rotary switch, nonshorting. 

U1 — Dual operational amplifier IC, Type 2747, 
one half not used. 

Y1 — Crystal to produce harmonic on desired 
transmitter or receiver frequency. Fundamental 
range 6 to 20 MHz. 
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meter terminals as a convenient support. This 
board contains the IC and associated circuit com- 
ponents, as well as the rectifier diodes. 

The oscillator is constructed on a separate pc 
board which mounts behind the crystal socket and. 
variable capacitor. Metal spacers and 4-40 screws 
and nuts are used to fasten the oscillator board in 
place. A shield of pc board is placed between the 
oscillator and the amplifier to provide isolation. 
Power for the instrument is furnished by a 9-volt 
transistor radio battery that is held by a clip inside 
the box. 


Testing and Use. 


Before calibrating the meter, the dc balance 
should be adjusted. A voltmeter should be con- 
nected to the output of Ul, (pin 12) and RI 
adjusted until the potential at this pin in one half 
of the supply voltage. 

A low-level audio signal can be used to test the 
amplifier and meter circuit. As little as 10 mV, 
applied to pin 1, will produce a square wave at the 
output of the amplifier. Three ranges are provided 
in this meter; 0 - 1000Hz, 0 - 10 kHz, and 0 - 20 
kHz. Each position can be calibrated by adjust- 
ment of the associated trimmer capacitor. The 
amount of capacitance needed may vary with 
different diodes, so fixed cerainic capacitors may 
be placed in parallel with the trimmers to bring the 
adjustment within range. As the frequency of the 
input to Ul is varied, the meter reading should 
correspond to that frequency over most of its 
range. On the upper frequency range, 0 - 20 kHz, a 
multiplication factor must be applied to the 
reading on the meter. 

In use, a short whip or piece of wire is 
connected to J1, and the meter placed near a 
transmitter. A crystal that will produce a harmonic 
on the correct frequency is plugged into the 
socket. The selector switch should be in the first (0 
- 1000 Hz) position. When the transmitter is turned 
on, the meter will indicate the difference in 
frequency between the transmitter and the har- 


TEST EQUIPMENT AND MEASUREMENTS 


Fig. 17-58 — The dual op amp is located just below 
the center. Meter terminals are used as a con- 
venient support for the amplifier pc board. The 
oscillator board is at the right, held in place by 
means of metal spacers. 


monic from the oscillator. The trimmer, C4, should 
be adjusted for a minimum reading. Any hum, 
noise, or power-supply whine will cause a residual 
1eading that could mask true zero beat. Modulation 
can be applied to the transmitter and the deviation 
control adjusted for the amount desired as indi- 
cated on the meter. Note that there isa difference 
between the indications obtained from a sine wave 
and those from voice. Readings will be lower with 
voice, the amount being dependent on the meter 
that is used and upon the individual voice. 

Several transmitters can be netted to a system 
by setting the crystal in the device to the correct 
frequency at first, then adjust the frequency of 
each transmitter for an indication of zero beat. 

Since there is some energy from the oscillator 
present at the input, J1, the same procedure can be 
used to align receivers to the correct frequency. 
When the deviation meter is acting as a signal 
source for checking either receivers or transmitters, 
the crystal should be checked for frequency drift 
several times during the test. 


Chapter 18 


Construction Practices and 


Data Tables: 


TOOLS AND MATERIALS 


While an easier, and perhaps a better, job can be 
done with a greater variety of tools available, by 
taking а little thought and care it is possible to turn 
out a fine piece of equipment with only a few of 
the common hand tools. A list of tools which will 
be indispensable in the construction of radio 
equipment will be found on this page. With these 
tools it should be possible to perform any of the 
required operations in preparing panels and metal 
chassis for assembly and wiring. It is an excellent 
idea for the amateur who does constructional work 
to add to his supply of tools from time to time as 
finances permit. 


RECOMMENDED TOOLS 


Long-nose pliers, 6-inch and 4-inch 

Diagonal cutters, 6-inch and 4-inch 

Combination pliers, 6-inch 

Screwdriver, 6- to 7-inch, 1/4-inch blade 

Screwdriver, 4- to 5-inch, 1/8-inch blade 

Phillips screwdriver, 6- to 7-inch 

Phillips screwdriver, 3- to 4-inch 

Long-shank screwdriver with holding clip on 
blade 

Scratch awl or scriber for marking metal 

Combination square, 12-inch, for layout 
work 

Hand drill, 1/4-inch chuck or larger 

Soldering pencil, 30-watt, 1/8-inch tip 

Soldering iron, 200-watt, 5/8-inch tip 

Hacksaw and 12-inch blades 

Hand nibbling tool, for chassis-hole cutting 

Hammer, ball-peen, 1-16 head 

Heavy-duty jack knife 

File set, flat, round, half-round, and triangu- 
lar. Large and miniature types гесот- 
mended 


High-speed drill bits, No. 60 through 3/8- 
inch diameter 
Set of "Spintite" socket wrenches for hex 


nuts 

Crescent wrench, 6- and 10-inch 

Machine-screw taps, 4-40 through 10-32 
thread 

Socket punches, 1/2”, 5/8", 3/4”, 1 1/8", 
1 1/4", and 1 1/27 

Tapered reamer, T-handle, 1/2-inch maxi- 
mum pitch 

Bench vise, 4-inch jaws or larger 

Medium-weight machine oil 

Тїп shears, 10-inch size 

Motor-driven emery wheel for grinding 

Solder, rosin core only 

Contact cleaner, liquid or spray can 

Duco cement or equivalent 

Electrical tape, vinyl plastic 


Radio-supply houses, тай-огйег retail stores 
and most hardware stores carry the various tools 
required when building or servicing amateur radio 
equipment, While power tools (electric drill or drill 
press, grinding wheel, etc.) are very useful and will 
save а lot of time, they are not essential. 


Twist Drills 


Twist drills are made of either high-speed steel 
or carbon steel. The latter type is more common 
and will usually be supplied unless specific request 
is made for high-speed drills. The carbon drill will 
suffice for most ordinary equipment construction 
work and costs less than the high-speed type. 

While twist drills are available in a number of 
sizes, those listed in bold-faced type in Table 18-I 
will be most commonly used in construction of 
amateur equipment. It is usually desirable to 
purchase several of each of the commonly used 
sizes rather than a standard set, most of which will 
be used infrequently if at all. 


Care of Tools 


The proper care of tools is not alone a matter 
of pride to a good workman. He also realizes the 
energy which may be saved and the annoyance 
which may be avoided by the possession of a full 
kit of well-kept sharp-edged tools. 

Drills should be sharpened at frequent intervals 
so that grinding is kept at a minimum each time, 
This makes it easier to maintain the rather critical 
surface angles required for best cutting with least 
wear, Occasional oilstoning of the cutting edges of 
a drill or reamer will extend the time between 
grindings, 

The soldering iron can be kept in good 
condition by keeping the tip well tinned with 
solder and not allowing it to run at full voltage for 
long periods when it is not being used. After each 
period of use, the tip should be removed and 
cleaned of any scale which may have accumulated. 
An oxidized tip may be cleaned by dipping it in sal 
ammoniac while hot and then wiping it clean with 
a tag. If the tip becomes pitted it should be filed 
until smooth and bright, and then tinned 
immediately by dipping it in solder. 


Useful Materials 


Small stocks of various miscellaneous materials 
will be required in constructing radio apparatus, 
most of which are available from hardware or 
radio-supply stores. A representative list follows: 
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cd ee > E 


The working parts of the motor-speed control. The 
triac is centered on its aluminum heat sink, with 
the terminals of the speed-control resistor protrud- 
ing from underneath. The rf-hash-suppression filter 
and components in the gate-triggering circuit are 
mounted on a tie-point strip, being visible at the 
bottom of the enclosure as shown in this view. The. 
triac is barely discernable at the right end of the 
ч fixed resistor. Terminals of the strip which are 
Fig. 1 — The SCR motor-speed control is housed in associated with the mounting feet are unused, and 
a small cabinet, are bent down to prevent accidental shorts to other 
parts of the circuit. 


Sheet aluminum, solid and perforated, 16 or 
18 gauge, for brackets and shielding. 2 
1/2X1/2inch aluminum angle stock. = 
1/ 4-inch diameter round brass or aluminum 
rod for shaft extensions. Machine 
screws: Round-head and flat-head, with 
nuts to fit. Most useful sizes: 4-40, 6-32 
and 8-32, in lengths from 1/4 inch to 
11/2 inches, (Nickel-plated iron will be 
found satisfactory except in strong rf 
fields, where brass should be used.) 
Bakelite, lucite and polystyrene scraps. 
Soldering lugs, panel bearings, rubber 
grommets, terminal-lug wiring strips, 
varnished-cambric insulating tubing. 
Shielded and unshielded wire. 
Tinned bare wire, Nos. 22, 14 and 12, 


Machine screws, nuts, washers, soldering lugs, 
etc., are most reasonably purchased in quantities of 
а gross. Many of the radio-supply stores sell small 
quantities and assortments that come in handy. 


TRIAC MOTOR-SPEED CONTROL 


Most electric hand drills operate at a single high 
speed; however, from time to time, the need arises 
to utilize low or medium speeds. Low speeds are 
useful when drilling in tight spaces or on exposed 
surfaces where it is important that the drill bit 
doesn’t slip, and when drilling bakelite, Plexiglas 
and similar materials. Medium speeds are useful for 
drilling non-ferrous metals such as aluminum and 
brass. One way to accomplish these ends with a 
single-speed electric drill is to use a silicon bidirec- 
tional thyristor (Triac) speed control. 

The circuit for the Triac speed control is shown 
in Fig. 1. This type of circuit provides some degree 
of regulation with varying loads. 
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Impor- 


5 
FH 
& 
5 
© 
ш 
i 
5 
я 
1 
5 


L1 — Approx. 70 uH; made 


Fig. 1 — Schematic 
diagram of motor- 
erature accompany- 
ing the packaging of t 


ЕЕ] 
25 
45 
g 

52 
25 
8g 


pacitances are in mi- 
here. Some early li 


crofarads. 
is correct as shi 


tances are in ohms 
(к = 1000) and ca- 


speed control. Resis- 
01 — Triac (si 


Chassis Working 


Construction 


Because of the small complement of parts, the 
Triac speed control can be constructed inside a 
very small container, The model described was 
built in а 2-3/4 x 2-1/8 x 1-5/84псћ Minibox. 
Since the mounting stud and main body of the 
Triac are common with the anode, care should be 
used fo mount the Triac clear from surrounding 
objects. In the unit shown, two soldering lugs were 
soldered together and the narrow ends connected 
to one side of the female output connector; the 
large ends were used as a fastening point for the 
Triac anode stud, 


Operation 
Although the circuit described is intended to be 
used to reduce the speed of electric hand drills that 
draw six amperes or less, it has many other 
applications. It can be used to regulate the 
temperature of a soldering iron, which is being 
used to wire a delicate circuit, or it may be used 
for dimming lamps or for controlling the cooking 
speed of a small hot plate. Note, however, if the 
circuit is used with a device drawing from three to 
six amperes for a continuous period of over ten 
minutes, it will be necessary to provide a heat sink 
(insulated from the chassis) for the Triac anode 
case. 


CHASSIS WORKING 


With a few essential tools and proper 
procedure, it will be found that building radio gear 
on a metal chassis is a relatively simple matter. 
Aluminum is to be preferred to steel, not only 
because it is a superior shielding material, but 
because it is much easier to work and provides 
good chassis contacts. Е 

The placing of components on the chassis is 
shown quite clearly in the photographs in this 
Handbook, Aside from certain essential dimen- 
sions, which usually are given in the text, exact 
duplication is not necessary. 

Much trouble and energy can be saved by 
spending sufficient time in planning the job. When 
all details are worked out beforehand the actual 
construction is greatly simplified. 

Cover the top of the chassis with a piece of 
wrapping paper, or, preferably, cross-section paper, 
folding the edges down over the sides of the chassis 


| Chassis 


Fig. 18-3 — Method of measuring the heights of 
capacitor shafts. If the square is adjustable, the end 
of the scale should be set flush with the face of the 
head. 
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TABLE 184 


Numbered Drill Sizes 


Drilled for 
Will Clear Tapping from 
Screw Steel or Brass* 


Diameter. 
(Mils) 


228.0 
221.0 
213.0 - 
209.0 12-20 
205.0 - 

204.0 
201.0 
199.0 
196.0 
193.5 


12-24 
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*Use one size larger for tapping bakelite and 
phenolics, 


and fastening with adhesive tape. Then assemble 
the parts to be mounted on top of the chassis and 
move them about until a satisfactory arrangement 
has been found, keeping in mind any parts which 
are to be mounted underneath, so that interfer- 
ences in mounting may be avoided. Place 
capacitors and other parts with shafts extending 
through the panel first, and arrange them so that 
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А B 


Fig. 18-4 — To cut rectangular holes in a chassis. 
corner, holes may be filed out as shown in the 
shaded portion of B, making it possible to start the 
hack-saw blade along the cutting line. A shows how 
a single-ended handle may be constructed for a 
hack-saw blade. 


the controls will form the desired pattern on the 
panel, Be sure to line up the shafts squarely with 
the chassis front. Locate any partition shields and 
panel brackets next, and then the tube sockets and 
any other parts, marking the mounting-hole centers 
of each accurately on the paper. Watch out for 
capacitors whose shafts are off center and do not 
line up with the mounting holes. Do not forget to 
mark the centers of socket holes and holes for 
leads under i-f transformers, etc., as well as holes 
for wiring leads. The small holes for socket-mount- 
ing screws are best located and center-punched, 
using the socket itself as a template, after the main 
center hole has been cut. 

By means of the square, lines indicating 
accurately the centers of shafts should be extended 
to the front of the chassis and marked on the panel 
at the chassis line, the panel being fastened on 
temporarily. The hole centers may then be 
punched in the chassis with the center punch. 
After drilling, the parts which require mounting 
underneath may be located and the mounting holes 
drilled, marking sure by trial that no interferences 
exist with parts mounted on top. Mounting holes 
along the front edge of the chassis should be 
transferred to the panel, by once again fastening 
the panel to the chassis and marking it from the 
rear. 

Next, mount on the chassis the capacitors and 
any other parts with shafts extending to the panel, 
and measure accurately the height of the center of 
each shaft above the chassis, as illustrated in Fig. 
18-3. The horizontal displacement of shafts having 
already been marked on the chassis line on the 
panel, the vertical displacement can be measured 
from this line. The shaft centers may now be 
marked on the back of the panel, and the holes 
drilled. Holes for any other panel equipment 
coming above the chassis line may then be marked 
and drilled, and the remainder of the apparatus 
mounted. Holes for terminals etc., in the rear edge 
of the chassis should be marked and drilled at the 
same time that they are done for the top. 


CONSTRUCTION PRACTICES 


Drilling and Cutting Holes 


When drilling holes in metal with a hand drill it 
is important that the centers first be located with a 
center punch, so that the drill point will not 
“walk” away from the center when starting the 
hole. When the drill starts to break through, special 
care must be used. Often it is an advantage to shift 
a two-speed drill to low gear at this point. Holes 
more than 1/4-inch in diameter should be started 
with a smaller drill and reamed out with the larger 
drill. 

The check on the usual type of hand drill is 
limited to 1/4-inch drills. Although it is rather 
tedious, the 1/4-inch hole may be filed out to 
larger diameters with round files. Another method 
possible with limited tools is to drill a series of 
small holes with the hand drill along the inside of 
the circumference of the large hole, placing the 
holes as close together as possible. The center may 
then be knocked out with a cold chisel and the 
edges smoothed up with a file. Taper reamers 
which fit into the carpenter's brace will make the 
job easier. A large rat-tail file clamped in the brace 
makes a very good reamer for holes up to the 
diameter of the file. 

For socket holes and other large holes in an 
aluminum chassis, sock le punches should be 
used. They require first drilling a guide hole to pass 
the bolt that is turned to squeeze the punch 
through the chassis. The threads of the bolt should 
be oiled occasionally, 

Large holes in steel panels or chassis are best 
cut with an adjustable circle cutter. Occasional 
application of machine oil in the cutting groove 
will help. The cutter first should be tried out on a 
block of wood, to make sure that it is set for the 
right diameter. 

‘The burrs or rough edges which usually result 
after drilling or cutting holes may be removed with 
a file, or sometimes more conveniently with a 
sharp knife or chisel. It is a good idea to keep an 
old wood chisel sharpened and available for this 


purpose. 


Rectangular Holes 


Square or rectangular holes may be cut out by 
making a row of small holes as previously 
described, but is more easily done by drilling a 
1/2-inch hole inside each corner, as illustrated in 
Fig. 18-4, and using these holes for starting and 
turning the hack saw. The socket-hole punch and 
the square punches which are now available also 
may be of considerable assistance in cutting out 
large rectangular openings. 


SEMICONDUCTOR HEAT SINKS 


Homemade heat sinks can be fashioned from 
brass, copper or aluminum stock by employing 
ordinary workshop tools. The dimensions of the 
heat sink will depend upon the type of transistor 
used, and the amount of heat that must be 
conducted away from the body of the semicon- 
ductor. 

Fig. 18-5 shows the order of progression for 
forming a large heat sink from aluminum or brass 


d 
Heat Sinks 
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COMPLETED 
‘UNIT 


Fig. 18-5 — Details for forming channel type heat sinks. 


channels of near-equal height and depth. The width 
is lessened in parts (B) and (C) so that each channel 
will fit into the preceding one as shown in the 
completed model at (D). The three pieces are 
bolted together with 8-32 screws and nuts. 
Dimensions given are for illustrative purposes only. 

Heat sinks for smaller transistors can be 
fabricated as shown in Fig. 18-7. Select a drill bit 
that is one size smaller than the diameter of the 
transistor case and form the heat sink from 1/16 
inch thick brass, copper or aluminum stock as 
shown in steps (A), (В), and (С). Form the stock 
around the drill bit by compressing it in a vise (A). 
The completed heat sink is press-fitted over the 
body of the semiconductor as illustrated at (D). 
‘The larger the area of the heat sink, the greater will 
be the amount of heat conducted away from the 
transistor body. In some applications, the heat 
sinks shown in Fig. 18-7 may be two or three 
inches in height (power transistor stages). 

Another technique for making heat sinks for 
ТО-5 type transistors (1) and larger models (1) is 
shown in Fig. 18-6. This style of heat sink will 
dissipate considerably more heat than will the type 
shown in Fig. 18-5. The main body of the sink is 
fashioned from a piece of 1/8-inch thick aluminum 
angle bracket — available from most hardware 
stores. A hole is bored in the angle stock to allow 
the transistor case to fit snugly into it, The 


HEAT SINK DETAILS 


Fig, 18-6 — Layout and assembly details of another 
homemade heat sink, The completed assembly can 
be insulated from the main chassis of the 
transmitter by using insulating washers. 


transistor is held in place by a small metal plate 
whose center hole is slightly smaller in diameter 
than the case of the transistor. Details are given in 
Fig. 18-6. 

A thin coating of silicone grease, available from 
most electronics supply houses, can be applied 
between the case of the transistor and the part of 
the heat sink with which it comes in contact. The 
silicone grease will aid the transfer of heat from the 
transistor to the sink. This practice can be applied 
to all models shown here. In the example given in 
Fig. 18-5, the grease should be applied between the 


MEAT SINK 


Fig. 18-7 — Steps 
used in construc- 
ting heat sinks 
for small trans- 
istors. 
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three channels before they are bolted together, as 
wéll as between the transistor and the channel it 
contacts. 


CONSTRUCTION NOTES 


If a control shaft must be extended or 
insulated, a flexible shaft coupling with adequate 
insulation should be used. Satisfactory support for 
the shaft extension, as well as electrical contact for 
safety, can be provided by means of a metal panel 
bearing made for the purpose. These can be 
obtained singly for use with existing shafts, or they 
can be bought with a captive extension shaft 
included. In either case the panel bearing gives a 
“solid” feel to the control. 

The use of fiber washers between ceramic 
insulation and metal brackets, screws or nuts will 
prevent the ceramic parts from breaking. 


STANDARD METAL GAUGES 


US. 
Standard? 


American 
or B&S! 


.2893 28125 
2516 -265625 
2294 25 
-2043 «234375 
„1819 21875 
1620 -203125 
1443 A875 
1285 471875 
4144 .15625 
1019 -140625 
.09074 .125 
.08081 .109375 
.07196 .09375 
.06408 078125 
.05707 .0703125 
.05082 .0625 
.04526 .05625 


Birmingham 
or Stubs3 


.300 
284 
259 
238 
220 
203 
.180 
465 
.148 
.134 
420 
.109 
.095 
.083 
.072 
:065 
.058 
.049 
-042 
.035 
.032 
.028 
.025 
.022 
.020 
.018 
.016 
014 
:013 
:012 
:010 
.009 
.008 
.007 
.005 
.004 


.04030 .05 
.03589 
.03196 
.02846 


.04375 
.0375 
.034375 
.03125 
.028125 
.025 
.021875 
.01875 
0171875 
.015625 
.0140625 
.0125 
.0109375 
.01015625 
.009375 
.00859375 
.0078125 
.00703125 
.006640626 
.00625 


.02535 
.02257 
.02010 
.01790 
:01594 
.01420 
.01264 
.01126 
.01003 
.008928 
.007950 
.007080 
.006350 
.005615 
.005000 
.004453 
.003965 
.003531 
.003145 


1 Used for aluminum, copper, brass and non- 
ferrous alloy sheets, wire and rods. 

2 Used for iron, steel, nickel and ferrous al- 
Joy sheets, wire and rods. 

3 Used for seamless tubes; also by some mar- 
ufacturers for copper and brass, 


CONSTRUCTION PRACTICES 


Cutting and Bending Sheet Metal 


If a sheet of metal is too large to be cut 
conveniently with a hack saw, it may be marked 
with scratches as deep as possible along the line of 
the cut on both sides of the sheet and then 
clamped in a vise and worked back and forth until 
the sheet breaks at the line. Do not carry the 
bending too far until the break begins to weaken; 
otherwise the edge of the sheet may become bent. 
A pair of iron bars or pieces of heavy angle stock, 
as long or longer than the width of the sheet, to 
hold it in the vise, will make the job easier. “C” 
clamps may be used to keep the bars from 
spreading at the ends. The rough edges may be 
smoothed with a file or by placing a large piece of 
emery cloth or sandpaper on a flat surface and 
running the edge of the metal back and forth over 
the sheet. Bends may be made similarly. 


Finishing Aluminum 


Aluminum chassis, panels and parts may be 
given a sheen finish by treating them in a caustic 
bath. An enamelled or plastic container, such as a 
dishpan or infant’s bathtub, should be used for the 
solution. Dissolve ordinary household lye in cold 
water in a proportion of 1/4 to 1/2 can of lye per 
gallon of water. The stronger solution will do the 
job more rapidly. Stir the solution with a stick of 
wood until the lye crystals are completely 
dissolved. Be very careful to avoid any skin contact 
with the solution. It is also harmful to clothing. 
Sufficient solution should be prepared to cover the 
piece completely. When the aluminum is immersed, 
а very pronounced bubbling takes place and 
ventilation should be provided to disperse the 
escaping gas. A half hour to two hours in the 
solution should be sufficient, depending upon the 
strength of the solution and the desired surface. 

Remove the aluminum from the solution with 
sticks and rinse thoroughly in cold water while 
swabbing with a rag to remove the black deposit. 
When dry, finish by spraying on a light coat of 
clear lacquer. 


Soldering 


The secret of good soldering is to use the right 
amount of heat. Too little heat will produce a 
“cold-soldered joint”; too much may injure a 
component. The iron and the solder should be 
applied simultaneously to the joint. Keep the iron 
clean by brushing the hot tip with a paper towel. 
Always use rosin-core solder, never acid-core. 
Solders have different melting points, depending 
upon the ratio of tin to lead. А 50-50 solder melts 
at 425 degrees F, while 60-40 melts at 371 degrees 
Е. When it is desirable to protect from excessive 
heat the components being soldered, the 60-40 
solder is preferable to the 50-50. (A less-common 
solder, 63-37, melts at 361 degrees F.) 

When soldering transistors, crystal diodes or 
small resistors, the lead should be gripped with a 
pair of pliers up close to the unit so that the heat 
will be conducted away. Overheating of a transistor 
ог diode while soldering can cause permanent 
damage. Also, mechanical stress will have a similar 


Wiring 


effect, so that a small unit should be mounted so 
that there is no appreciable mechanical strain on 
the leads. 

Trouble is sometimes experienced in soldering 
to the pins of coil forms or male cable plugs. It 
helps if the pins are first cleaned on the inside with 
a suitable twist drill and then tinned by flowing 
rosin-core solder into them. Immediately clear the 
surplus solder from each hot pin by a whipping 
motion or by blowing through the pin from the 
inside of the form or plug. Before inserting the 
wire in the pin, file the nickel plate from the tip. 
After soldering, round the solder tip off with a file. 

When soldering to the pins of polystyrene coil 
forms, hold the pin to be soldered with a pair of 
heavy pliers, to form a “heat sink” and insure that 
the pin does not heat enough in the coil form to 
loosen and become misaligned. 

Wiring 

The wire used in connecting amateur equip- 
ment should be selected considering both the 
maximum current it will be called upon to handle 
and the voltage its insulation must stand without 
breakdown. Also, from the consideration to TVI, 
the power wiring of all transmitters should be done 
with wire that has a braided shielding cover. 
Receiver and audio circuits may also require the 
use of shielded wire at some points for stability, or 
the elimination of hum. 

No. 20 stranded wire is commonly used for 
most receiver wiring (except for the high-frequency 
circuits) where the current does not exceed 2 or 3 
amperes. For higher-current heater circuits, No. 18 
is available. Wire with cellulose acetate insulation is 
good for voltages up to about 500. For higher 
voltages, themoplastic-insulated wire should be 
used. Inexpensive wire strippers that make the 
removal of insulation from hookup wire an easy 
job are available on the market. 

When power leads have several branches in the 
chassis, it is convenient to use fiberinsulated 
multiple tie points as anchorages or junction 
points. Strips of this type are also useful as 
insulated supports for resistors, rf chokes and 
capacitors. High-voltage wiring should have ex- 
posed points held to a minimum; those which 
cannot be avoided should be made as inaccessible 
as possible to accidental contact ог short-circuit. 

Where shielded wire is called for and capaci- 
tance to ground is not a factor, Belden type 8885 
shielded grid wire may be used. If capacitance must 
be minimized, it may be necessary to use а piece of 
car-radio low-capacitance lead-in wire, or coaxial 
cable. 

For wiring high-frequency circuits, rigid wire is 
often used. Bare soft-drawn tinned wire, size 22 to 
12 (depending on mechanical requirements) is 
suitable. Kinks can be removed by stretching a 
piece of 10 or 15 feet long and then cutting into 
short lengths that can be handled conveniently. КЕ 
wiring should be run directly from point to point 
with a minimum of sharp bends and the wire kept 
well spaced from the chassis or other grounded 
metal surfaces. Where the wiring must pass through 
the chassis or a partition, a clearance hole should 


Fig. 18-8 — Methods of lacing cables. The method 
shown at C is more secure, but takes more time 
than the method of B. The latter is usually 
adequate for most amateur requirements. 


be cut and lined with a rubber grommet. In case 
insulation becomes necessary, varnished cambric 
tubing (spaghetti) can be slipped over the wire. 

In transmitters where the peak voltage does not 
exceed 2500 volts, the shielded grid wire 
mentioned above should be satisfactory for power 
circuits! For higher voltages, Belden type 8656, 
Bimbach type 1820, or shielded ignition cable can 
be used. In the case of filament circuits carrying 
heavy current, it may be necessary to use No. 10 or 
12 ‘bare or enameled wire, slipped through 
spaghetti, and then covered with copper braid 
pulled tightly over the spaghetti. The chapter on 
TVI shows the manner in which shielded wire 
should be applied. If the shielding is simply slid 
back over the insulation and solder flowed into the 
end of the braid, the braid usually will stay in place 
without the necessity for cutting it back ot binding 
it in place. The braid should be cleaned first so that 
solder will take with a minimum of heat. 


Rf wiring in transmitters usually follows the 
method described above for receivers with due 
respect to the voltages involved. 

Where power or control leads run together for 
more than a few inches, they will present a better 
appearance when bound together in a single cable. 
The correct technique is illustrated in Fig. 18-8; 
both plastic and waxed-linen lacing cords are 
available, Plastic cable clamps are available to hold 
the laced cable. 

To give a “commercial look” to the wiring of 
any unit, run any cabled leads along the edge of 
the chassis. If this isn’t possible, the cabled leads 
should then run parallel to an edge of the chassis. 
Further, the generous use of tie points (mounted 
parallel to an edge of the chassis), for the support 
of one or both ends of a resistor or fixed capacitor, 
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83-58FCP BNC CONNECTORS (STANDARD CLAMP) 
‘ENTER Бы 
за ПОЗЫ |= 
pm ит 1. Strip jacket. Fray braid and A (R6-58/0) у 
uM strip dielectric. Don t nick braid дам] + 
ся E or conductor. Тїп conductor. — м 
FUNGE үү ТР 
1. Strip cable — don't nick braid, dielectric or conductor. Slide 
ferrule, then coupling ring on cable. Flare braid slightly by rotating 2. Taper braid. Slide nut, washer, жа. син 
conductor and dielectric in circular motion. gesket and clamp over braid. 
Clamp inner shoulder should fit 
squarely against end of jacket. ‘AUT BASKET 


2. Slide body on dielectric, barb 


Trim 3/32" from end. "онот 


3. Slide nut over body. Grasp 4. Solder contact on conductor 
cable with hand and push ferrule through solder hole. Contact 
over barb until braid is captured should butt against dielectric. Re- 
between ferrule and body flange. > move excess solder from outside 
Squeeze crimp tip only of center TRIN CONDUCTOR AFTER ASSEMBLY of contact. Avoid excess heat to nuum 
contact with pliers; alternate- prevent swollen dielectric which 


solder tip. would interfere with connector 
body. 
83-1SP PLUG (PL-259) 
1. Strip cable, don't nick braid, m 5. Push assembly into body. 


dielectric or conductor. Tin ex- 
posed braid and conductor. Slide 
coupling ring on cable. 


- Screw nut into body with wrench 
= until tight. Don't rotate body оп 


ET 
мал a | Cable to tighten. JACK BODY 


2. Screw body on cable. Solder c= 
braid through solder holes. Solder à 
conductor to center contact. 


BNC CONNECTORS (IMPROVED CLAMP) 


3. Screw coupling ring on body. 


1. Follow 1, 2, 3 and 4 above == 
83-1SP PLUG WITH ADAPTERS Shown. Slide gasket on cable wi TEANN 
rote. Jacing clamp. Slide clamp 


оп cable with sharp edee facing а 
gasket. Clamp should cut gasket тА. 
1. Strip jacket. Don't nick braid. 


то seal properly. 
Slide coupliny ring and adapter on 
Cable. Note — use 83-168 adapter 


RG-S9/U. GASKET CLAMP. 


2. Fan braid slightly, fold back 
over adapter апа trim to 3/8", 
Strip dielectric and tin exposed 
conductor. Don't nick conductor. 


3. Screw body on adapter. Follow 2 and З under 83-1SP plug. 


Fig. 18-9 — Cable stripping dimensions and assembly instructions for several popular coaxial cable connectors. 
This material courtesy of AMPHENOL® ELECTRONIC COMPONENTS, RF Division, Bunker Ramo Corp. 


Circuit Boards 


will add to the appearance of the finished unit. In a 
similar manner, "dress" the small components so 
that they are parallel to the panel or sides of the 
chassis, 


Winding Coils 

Close-wound coils are readily wound on the 
specified form by anchoring one end of a length of 
wire (in a vise or to a doorknob) and the other end 
to the coil form. Straighten any kinks in the wire 
and then pull to keep the wire under slight tension. 
Wind the coil to the required number of tums 
while walking toward the anchor, always maintain- 
inga slight tension on the wire. 

To space-wind the coil, wind the coil 
simultaneously with a suitable spacing medium 
(heavy thread, string or wire) in the manner 
described above. When the winding is complete, 
secure the end of the coil to the coil-form terminal 
and then carefully unwind the spacing material. If 
the coil is wound under suitable tension, the 
spacing material can be easily removed without 
disturbing the winding. Finish the space-wound 
coil by judicious applications of Duco cement, to 
hold the turns in place. 

The “cold” end of a coil is the end at or close 
to chassis or ground potential. Coupling links 
should be wound on the cold end of a coil, to 
minimize capacitive coupling. 


CIRCUIT-BOARD FABRICATION 


Many modern-day builders prefer the neatness 
and miniaturization made possible by the use of 
etched or printed circuit boards. There are 
additional benefits to be realized from the use of 
circuit boards; Low lead inductances, excellent 
physical stability of the components and intercon- 
necting leads, and good repeatability of the basic 
layout of a given project. The latter attribute 
makes the use of circuit boards ideal for group 
projects. 


Methods 


Perhaps the least complicated approach to 
circuit-board fabrication is the use of unclad 
perforated board into which a number of push-in 
terminals have been installed. The perforated board 
can be obtained with one of many hole patterns, 
dependent upon the needs of the builder. 
Perforated terminal boards are manufactured by 
such firms as Vector, Kepro, and Triad. Their 
products are available from the large mail-order 
houses. 

Once the builder plots the layout of his circuit 
on paper, push-in terminals can be installed in the 
“perf” board to match the layout which was done 
on paper. The terminals serve as tie points and 
provide secure mountingpost anchors for the 
various components. Selected terminals can be 
wired together to provide ground and B-plus lines. 
Although this technique is the most basic of the 
methods, it is entirely practical, 

An approach to etched-circuit board assembly 
can be realized by cutting strips of flashing copper, 
hobby copper, or brass shim stock into the desired 
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shapes and lengths, then gluing them: to а piece of 
unclad circuit board. Epoxy cement is useful for 
the latter. Alternatively, the strips can be held in 
place by means of brass eyelets which have been 
installed with a hand eyelet tool. If standard 
unclad circuit board is not handy, linoleum or 
Formica sheeting can be made to serve as a base for 
the circuit board. If this technique is used, the 
metal strips should be soldered together at each 
point where they join, assuring good electrical 
contact. 

Etched-circuit boards provide the most profes- 
sional end result of the three systems described 
here. They are the most stable, physically and 
electrically, and can be easily repeated from a 
single template. Etched-circuits can be formed on 
copperclad perforated board, or on unpunched 
copper-clad board. There is no advantage in using 
the perforated board as a base unless push-in 
terminals are to be used. 


Planning and Layout 


The constructor should first plan the physical 
layout of the circuit by sketching a pictorial 
diagram on paper, drawing it to scale. Once this has 
been done, the interconnecting leads can be inked 
in to represent the copper strips that will remain 
on the etched board. The Vector Company sells 
layout paper for this purpose. It is marked with the 
same patterns that are used on their perforated 
boards. 

After the basic etched-circuit design has been 
completed the designer should go over the 
proposed layout several times to insure against 
errors. When the foregoing has been done, the 
pattern can be painted on the copper surface of the 
board to be etched. Etch-resistant solutions are 
available from commercial suppliers and can be 
selected from their catalogs. Some builders prefer 
to use India ink for this purpose. Perhaps the most 
readily-available material’ for use in etch-resist 
applications is ordinary exterior enamel paint. The 
portions of the board to be retained are covered 
with a layer of paint, applied with an artist's brush, 
duplicating the pattern that was drawn on the 
layout paper. The job can be made a bit easier by 
tracing over the original layout with a ballpoint 
pen and carbon paper while the pattern is taped to 
the copper side of the unetched circuit board. The 
carbon paper is placed between the pattern and the 
circuit board. After the paint has been applied, it 
should be allowed to dry for at least 24 hours prior 
to the etching process. The Vector Company 
produces a rub-on transfer material that can also be 
used as etch-resist when laying out circuit-board 
patterns. Thin strips of ordinary masking tape, cut 
to size and firmly applied, serve nicely as 
etch-resist material 100. 


The Etching Process 


Almost any strong acid bath will serve as an 
etchant, but the two chemical preparations 
recommended here are the safest to use. A bath 
can be prepared by mixing 1 part ammonium 
persulphate crystals with 2 parts clear water. А 
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Fig. 18-10 — А homemade stand for processing 
etched-circuit boards. The heat lamp maintains the 
etchant-bath temperature between 90 and 115 
degrees, Р. and is mounted on an adjustable arm. 
The tray for the bath is raised and lowered at one 
end by the action of a motor-driven eccentric disk, 
providing the necessary agitation of the chemical 
solution. A darkroom thermometer monitors the 
temperature of the bath. 


normal quantity of working solution for most 
amateur radio applications is composed of 1 cup of 
crystals and 2 cups of water. To this mixture айй 
1/4 teaspoon of mercuric chloride crystals. The 
latter serves as an activator for the bath. 
Ready-made etchant kits which use these chemicals 
are available from Vector. A two-bag kit is sold as 
item 2594 and costs just over $1. Complete kits 
which contain circuit boards, etchant powders, 
etch-resist transfers, layout paper, and plastic 
etchant bags are also available from Vector at 
moderate prices. 

Another chemical bath that works satisfactorily 
for copper etching is made up from one part ferric 
chloride crystals and 2 parts water. No activator is 
required with this bath, Ready-made solutions 
(one-pint and one-gallon sizes) are available 
through some mail-order houses at low cost. They 
are manufactured by Kepro Co. and carry a stock 
number of E-IPT and E-1G, respectively. One pint 
costs less than a dollar. 

Etchant solutions become exhausted after a 
certain amount of copper has been processed, 
therefore it is wise to keep a-quantity of the bath 
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on hand if frequent use is anticipated. With either 
chemical bath, the working solution should be 
maintained at a temperature between 90 and 115 
degrees F. A heat lamp can be directed toward the 


bath during the etching period, its distance set to 
maintain the required temperature. A darkroom 


thermometer is handy for monitoring the tempera- 
ture of the bath. 

While the circuit board is immersed in the 
solution, it should be agitated continuously to 
permit uniform reaction to the chemicals. This 
action will also speed up the etching process 
somewhat. Normally, the circuit board should be 
placed in the bath with the copper side facing 
down, toward the bottom of the tray. The tray 
should be non-metallic, preferably a Pyrex dish or 
a photographic darkroom tray. 

The photograph, Fig. 18-10, shows a home- 
made etching stand made up from a heat lamp, 
some lumber, and an 8 rpm motor. An eccentric 
disk has been mounted on the motor shaft and 
butts against the bottom of the etchant tray. As 
the motor turns, the eccentric disk raises and 
lowers one end of the try, thus providing 
continuous agitation of the solution. The heat 
lamp is mounted on an adjustable, slotted wooden 
arm. Its height above the solution tray is adjusted 
to provide the desired bath temperature. Because 
the etching process takes between 15 minutes and 
one hour —dependent upon the strength and 
temperature of the bath — such an accessory is 
convenient. 

After the etching process is completed, the 
board is removed from the tray and washed 
thoroughly with fresh, clear water. The etch-resist 
material can then be rubbed off by applying a few 
brisk strokes with medium-grade steel wool. 
WARNING: Always use rubber gloves when 
working with etchant powders and solutions. 
Should the acid bath come in contact with the 
body, immediately wash the affected area with 
clear water. Protect the eyes when using acid baths. 


COMPONENT VALUES 


Values of composition resistors and small 
capacitors (mica and ceramic) are specified 
throughout this Handbook in terms of "preferred 
values." In the preferred-number system, all values 
represent (approximately) a constant-percentage 
increase over the next lower value. The base of the 
system is the number 10. Only two significant 
figures are used. 

“Tolerance” means that a variation of plus or 
minus the percentage given is considered satisfac- 
tory. For example, the actual resistance of a 
*4700-ohm" 20-percent resistor can lie anywhere 
between 3700 and 5600 ohms, approximately. The 
permissible variation in {һе same resistance value 
with. 5-percent tolerance would be in the range 
from 4500 to 4900 ohms, approximately. 

In the component specifications in this 
Handbook, it is to be understood that when no 
tolerance is specified the largest tolerance available 
in that value will be satisfactory. 

Values that do not fit into the preferred- 
number system (such as 500, 25,000) easily 
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can be substituted. It is obvious, for example, that. Bre A ара aoak. о pir 

ч die arkings: Broad band, violet; narrow bands or dots, green, 
а 5000-ohm resistor falls well within the tolerance brown, black, green, The significant figures are $, 1 (51) 
range of the 4700-ohm 20-percent resistor used in and the decimal multiplier is 1, so the capacitance is 51 pF. 
the example above. It would not. however, be e rua mouit M 50 ЫЫ раван ээ 
usable if the tolerance were specified as 5 percent. РО айыы ово гаа 


Fixed Composition Resistors 


Composition resistors (including small wire- 
wound units molded in cases identical with the 


TABLE 18- II 


Approximate Series-Resonance Frequencies of 


Disc Ceramic Bypass Capacitors composition type) are color-coded as shown in Fig. 
Capacitance Freq Ета? | 18-12. Colored bands are used on resistors having 
axial leads; on radial-lead resistors the colors are 
OLE 13 Miz — 15MHz | сод as shown in the drawing, When bands are 
10047 18 22 : 
jets 18 m used for color coding the body color has no 
001 46 55 ео 
10005 65 80 Examples: A resistor of е type shown in the tower 
‘0001 135 165 drawing of Fig. 18-12 has the following color bands: A, red; 


В, red; C, orange; D, no color. The significant figures are 2, 
2 (22) and the decimal multiplier is 1000. The value of 
resistance is therefore 22,000 ohms and the tolerance is 
жоо. 

А resistor of the type shown in the upper drawing has 
the following colors: body (A), Blue; end (B), gray: dot, 
тей; end (D), gold. The significant figures are 6, 8 (68) and 
COLOR CODES the decimal multiplier is 100, so the resistance is 6800 
ohms. The tolerance is + 5%. 


1 Total lead length of 1 inch 
2 Total lead length of 1/2-inch 


Standardized color codes are used to mark 


values on small components such as composition 7 ies: „= Эм... 
resistors and mica capacitors, and to identify leads писма [cant figure 
from transformers, etc. The resistor-capacitor һер Significant figure. 
number color code is given in Table 18-1. $$ 
i = 
Fixed Capacitors sees 
The methods of marking “postage-stamp” mica 
capacitors, molded paper capacitors and tubular Characteristic- Decimal multiplier 
ceramic capacitors are shown in Fig. 18-11. | Tolerance 
Capacitors made to American War Standards or JUS ad fd cars 


Joint Army-Navy specifications are marked with 
the 6-dot code shown at the top. Practically all 


surplus capacitors are in this category. ооо = 

The 3-dot EIA code is used for capacitors First í j 
having a rating of 500 volts and +20 percent significant figure e 
tolerance only; other ratings and tolerances are pens — multiplier 
covered by the 6-dot EIA code. significant figure  — 


Example: A capacitor with a 6-dot code has the 
following markings: Top row, left to right, black, yellow, : 
violet; bottom row, right to left, brown, silver, red, Since „м... 
the first color im the top row is black (significant figure Significant Figure — Third _ 
zero) this is the AWS code and the capacitor has mica ‘Sijiticant figure 
dielectric. The significant figures are 4 and 7, the decimal & 

multiplier 10 (brown, at right of second row), so the 

capacitance is 470 pF. The tolerance is +0%. The final 

color, the characteristic, deals with temperature coefficients ооо 
зла methods of testing (sce Table 18-V). 

A capacitor with a 3-dot code has the following colors, 
loft по right: brown, black, ed. The significant figures arc Voltage rating! |__трштапсе 
1, 0 (10) and the multiplier is 100. The capacitance is 
therefore 100 pF 


A capacitor with а 6-dot code has the following first significant figure 
markings: Top row, left to right, brown, black, black; [Second significant figure 
bottom row, right to left, black, gold, blue. Since the first ш ipli 
color in the top row is neither black nor silver, this is the eperalore coefficient, ipla 
EIA code. The significant figures are 1, 0, 0 (100) and the 0-Capacitance tolerance 
decimal multiplier is 1 (black). The capacitance is therefore 
100 pF. The gold dot shows that the tolerance is +5% and === 


the blue dot indicates 600-volt rating, 
Ceramic Capacitors Fined ceramic capaces 


Conventional markings for ceramic capacitors А t 
| А à Fig. 18-11 — Color coding of fixed mica, molded 
are shown in the lower drawing of Fig.18-11.The Paper and tubular ceramic capacitors. The color 
colors have the meanings indicated in Table 18-11. Code for mica and molded paper capacitors is given 
In practice, dots may be used instead of the narrow іп Table 18-11. Table 18-IV gives the color code 
bands indicated in Fig. 18-11. for tubular ceramic capacitors. 
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TABLE 18-111 
Resistor-Capacitor Color Code 


Significant Decimal Tolerance Voltage 
Figure Multiplier (%) Rating* 


Black 0 1 - 

Brown 1 10 100 
Red 100 200 
Orange 1,000 300 
Yellow 10,000 400 
Green 100,000 500 
Blue 1,000,000 600 
Violet 10,000,000 700 
Gray 100,000,000 800 
White 1,000,000,000 9* 900 
Gold 5 1000 
Silver 10 2000 
No color 20 500 


* Applies to capacitors only. 


Color 


1 тт юочамАшм 


TABLE 18-IV 


Color Code for Ceramic Capacitors 
Capacitance 
Tolerance 
Temp. 
Coeff. 
ppm 
/deg. 


More Less 
than than 
10 pF 10 pF 
(їп %) (in pF) 
420 2.0 
xd 

#2 


Dec- 
Signi- imal 
ficant Multi- 

Color Figure plier 


Black- 1 
Brown 10 
Red 100 
Orange 1000 
Yellow 

Green 

Blue 

Violet 

Gray 

White 


TABLE 18-V 
Capacitor Characteristic Code 


Temperature 
Coefficient Capacitance 
ppmjdeg. C. Drift 


+1000 45% +1рЕ 
+500 +3% +1рЕ 
+200 +0.5% 

2100 +0.3% 
—20104100 +0.1% +0.1 pF 
010 +70 +0.05% +0.1 pF 


Color 
Sixth 
Dot 


Black 
Brown 
Red 
Orange 
Yellow 
Green 


CONSTRUCTION PRACTICES 


Lf Transformers 


Blue — plate lead. 

Red — “В” + lead. 

Green — grid (or diode) lead. 
Black — grid (or diode) return. 


NOTE: If the secondary of the i-f transformer 
is centertapped, the second diode plate lead is 
green-and-black striped, and black is used for the 
center-tap lead. 


Audio Transformers 


Blue — plate (finish) lead of primary. 

Red — "B" + lead (this applies 
primary is plain ог center-tapped). 

Brown — plate (start) lead on centertapped 
primaries. (Blue may be used for this lead if 
polarity is not important.) 

Green — grid (finish) lead to secondary. 

Black — grid return (this applies whether the 
secondary is plain or center-tapped). 

Yellow — grid (start) lead оп center-tapped 
secondaries. (Green may be used for this lead if 
polarity is not important.) 


whether the 


NOTE: These markings apply also to line-to- 
grid and tube-to-line transformers. 


Power Transformers 


1) Primary Бам... у. дз дыз Black 
If tapped: 
Common . Black 


Tap. Black and Yellow Striped 
Finish . Black and Red Striped 
2) High-Voltage Place Winding ........... Red 
Center-Tap....... Red and Yellow Striped 
3) Rectifier Filament Winding . ‚ Yellow 
Center-Tap....... Yellow and Blue Striped 
4) Filament Winding No.1 ............. Green 
Сещег-Тар..... Green and Yellow Striped 
5) Filament Winding No.2 . .... Brown 
Center-Tap..... m and Yellow Sofped 
6) Filament Winding Мо.3.............. 
Center-Tap . ..... Иле and Veliow Siriped 


Fig. 18-12 — Color coding of fixed composition p 


resistors, The color code is given in Table 18-111. 
The colored areas have the following significance: 
ignificant figure of resistance in ohms, 

B — Second significant figure. 

C — Decimal multiplier. 

D — Resistance tolerance in percent. If no color is 
shown the tolerance is +20 percent. 

E — Relative percent change in value-per 1000 
hours of operation; Brown, 1 percent; Red, 
0.1 percent; Orange, .01 percent; Yellow, .001 
percent. 


Fixed composition resistors 


Color Codes 


TABLE 18-VI 
Color Code for Hookup Wire 


Wire 
Color Type of Circuit 


Black Grounds, grounded elements, and 
returns 

Brown Heaters or filaments, off ground 

Red Power supply B plus 

Orange Screen grids and Base 2 of 
transistors 

Yellow Cathodes and transistor emitters 

Green Control grids, diode plates, and 
Base 1 of transistors 

Blue Plates and transistor collectors 

Violet Power supply, minus leads 

Gray Ас power line leads 

White Bias supply, В ог C minus, авс 


Wires with tracers are coded in the same man- 
ner as solid-color wires, allowing additional 
circuit identification over solid-color wiring. 
The body of the wire is white and the color 
band spirals around the wire lead. When 
more than one color band is used, the widest 
band represents the 1st color. 


Tolerance 


м пре ident. а 


(silver) 


tst Fig. Gray) A ВУ 


(А) &2uH +10% 


if 3 4 Tole 
Mag тд 


tst Fig. orange), Í, “ла Fig. 
Ф Grupo 


(B) | ssoun +5% 


Color Figure Multiplier 


Black 1 
Brown 10 
Red 100 
Orange 1000 
Yellow 
Green 
Blue 
Violet 
Gray 
White 
None 20% 
Silver 10% 
Gold 5% 


Tolerance 


оезамлвозно 


Multiplier is the factor by which the two 
color figures are multiplied to obtain the in- 
ductance value of the choke coil. 
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TABLE 18-VII 


Metric Multiplier Prefixes 
Multiples and submultiples of fundamental 
units (e.g., ampere, farad, gram, meter, watt )) 
may be indicated by the following prefixes, 


Prefix Abbreviation 


tera 
giga 
mega 
kilo 
hecto 
deci 
centi 
milli 
micro 
nano 
pico 


Multiplier 


ЕЗЕР 


Fig. 18-13 — Color coding for tubular encapsulated 
rf chokes, At A, an example of the coding for an 
8.2-ИН choke is given. At B, the color bands for a 


* 330-МН inductor are illustrated. 


PILOT-LAMP DATA 


Lamp Bead Base 
No. Color (Miniature) 


40 Brown Screw 
40Al Brown Bayonet 
41 White — Screw 
42 Green Screw 
43 White Bayonet 
44 Blue Bayonet 
45 * Bayonet 
462 Blue Screw 
471 Brown Bayonet 
48 Pink — Screw 
493 i Bayonet 
4948 i Bayonet 
50 " Screw 
512 " Bayonet 


53 Bayonet 
55 Bayonet 
2925 i Screw 


292A5 Bayonet 
1455 Screw 

1455A Bayonet 
1487 Screw 

1488 Bayonet 
1813 Bayonet 
1815 Bayonet 


1 40A and 47 are interchangeable, 

2 Have frosted bulbs, 

3 49 and 49A are interchangeable, 

4 Replace with No. 48. 

5 Use in 2.5-volt sets where regular bulb burns 
out too frequently, 

* White in G.E. and Sylvania; green in Nation- 
al Union, Raytheon and Tung-Sol. 

** 0,35 in G.E. and Sylvania; 0.5 in National 
Union, Raytheon and Tung-Sol. 
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FINDING PARTS 


No chapter on construction would be complete 
without information on where to buy parts. 
Amateurs, on а dwarfed scale, must function as 
purchasing agents in these perplexing times. A 
properly equipped buyer maintains as complete a 
catalog file as possible. Many of the companies 
listed in Chart I will provide free catalogs upon 
written request. Others may charge a small fee for 
catalogs. Mail ordering, especially for those distant 


ЕН) 


15.734264 +.000044 ТУ hor. scan freq. 

17.8 (0.5)а NAA Cutler, МЕ. 

18.6 (0.5) NPG/NLK Jim Creek, WA. 

21/4 (0.5)а NSS Annapolis, MD. 

24.0 (0.5)а NBA Balboa, Panama, C.Z. 

26.1 (0.5) NPM, Hawaii. 

60.0 (0.5)2-» WWVB Ft. Collins, CO. 

85 Receiver if (command set or “Обег”). 

100.0 (0.5) Loran C (regional). 

179 WGU-20 CD Station, East Coast, Bc of WX 
and time (a-m). 

285 — 325 Marine RDF band, Two cw tones 
1020 Hz apart. 


415 — 490 Marine (cw). 

455 Receiver i-f/mech, filters (Collins). 

535 — 1605 Bc (a-m), 107 chans, every 10 kHz 
from 540 (carrier). 


S(MHz) 


1.8 — 2.0 Toren A (pulse xsm). 
(0.5)2-b WWV, Ft. Collins, CO. МУУН 


Hawaii, 
3.33 (50)&:b CHU Ottawa, Canada, 
3.395 Transceiver if (Heath, Kenwood). 
3.579545 +105 TV chrominance subcarrier. 
5.0 (0.5) WWV, WWVH. 
5.645 Receiver i-f (Drake). 
7.335 (502b CHU, 
9.0 Xtal filters (КУО). 
10.0 (0.5) WWV, WWVH. 
10,7 Receiver i-f (fm bc). 
14.67 (50)е СНО, 
15.0 (0.5)а WWV. 
20.0 (0.5)а WWV. 
25.0 (0.5). WWV. 


FREQUENCY-SPECTRUM REFERENCE CHART 


Non-amateur Channel Assignments and Other Frequency Data 


285 – 405 Aero RDF; aero WX (a-m) 325 — 405. 


CONSTRUCTION PRACTICES 


from metropolitan areas, is today’s means to the 
desired end when collecting component parts for 
an amateur project. Prices are, to some extent, 
competitive. A wise buyer will study the catalogs 
and select his merchandise accordingly. 

Delays in shipment can be lessened by avoiding 
the use of personal checks when ordering. Bank or 
postal money orders are preferred by most dis- 
tributors. Personal checks often take a week to 
clear, thereby causing frustrating delays in the 
order reaching you. 


26.965 — 26.985 Citizens Band, chan, 1 — 3 
(10-kHz sep.). 


27.005 — 27.035 CB, chan, 4 — 7. 
27.055 CB, chan, 8. 

27.075 — 27.085 CB, chan. 10 — 11. 
27.105 — 27.135 CB, chan, 12 – 15, 
27.155 — 27.185 CB, chan, 16 — 19. 


27.205 — 27.225 CB, chan, 20 — 22. 

27.255 CB, chan. 23. 

41.25 TV sound cartier (location in receiver 4-2). 

42.17 TV color subcarrier (location in 
receiver if). 

45.75 TV picture carrier (location in receiver i- 

54 — 72 TV chan, 2 — 4, (Three 6-MHz chans, 
starting from 54), 

72, 75 RC chans, 

76 — 88 TY chan, 5 — 6. 

88.1 — 107.9 Bc (fm) 100 chan. from 88.1 
(carrier) with 200-kHz sep. 

120 — 130 Aero; RDF WX. 

137,5, 137.62 WX Sat. (А4) ref. WLAW Bul. 
for orb. data. 

162.4 Marine WX bc (fm, regional). 

174 – 216 TV chan, 7 — 13. 

470 — 890 TV chan; 14 — 83 (70 chan. 6-MHz 
wide). 


aStandard-Frequency Transmission figure in 
brackets is error in parts 1010 (Electronics 
Engineers' Handbook, McGraw Hill, pp. 1-48). 


bStandard time station, АЗ xsms include time, 
WX, and propagation on WWV/WWVH, АЗ time 
xsms on CHU (English/French). WWVB has no 
A3; info in BCD format generated by reducing 
carrier by 10 dB (binary 0). 


Aldeleo 
Р. О. Box 341. 
Lynbrook, NY 11563 


Allied Electronics 
2400 W. Washington Blvd. 
Chicago, IL 60612 


All Star Products, Inc. 
PO Box 487 
Defiance, OH 43512 


Amateur Electronic Supply 
4828 W. Fond du Lac Ave. 
Milwaukee, WI 53216 


Amidon Associates 
12033 Otsego Street 
N. Hollywood, CA 91607 


AM Tech 
PO Box 624 
Marion, OH 52302 


Andy Electronics 
6427 Springer 
Houston, TX 77017 


Atlantic Surplus Sales 
580 Third Avenue 
Brooklyn, NY 11215 


АТУ Research 
13th & Broadway. 
Dakota City, NE 68731 


Barken Electronics. 
274 Mt. Pleasant Ave. 
Livingston, NJ 07039 


Barker & Williamson, Inc. 
Canal St. 
Bristol, PA 19007 


Barry Electronics 
512 Broadway 
New York, МУ 10012 


Budget Electronics 
2704 West North Avenue 
Chicago, IL 60647 


Circuit Board Specialists 
P. О. Box 969 
Pueblo, CO 81002 


Cambridge Thermionic Corp. 
445 Concord Ave. 
‘Cambridge, MA 02138 


Circuit Board Specialists 
3011 Norwich Ave. 
Pueblo, CO 81008 


Circuit Specialists Co. 
РО Вох 3047 
Scottsdale, AZ 85257 


Theodore E. Dames Co. 
308 Hickory St. 
Arlington, NJ 07032 


Delta Electronics Co. 
PO Box 1 
Lynn, МА 01903 


Dominion Radio & Elect. Co. 
535 Yonge St. 
Toronto, Ontario, CANADA 


Electronics Distributors, Inc. 
1960 Peck Street. 
Muskegon, MI 49441 


Electro-Sonic Supply 
543 Yonge St. 
Toronto, Ontario, CANADA 


E. S. Electronic Labs 
Box 
Excelsior Springs, MO 64024 


Fair Radio Sales 
Box 1105 
Lima, OH 45902 


Gerber 
852 Providence Hwy. 
Dedham, MA 02026 


Chart | 


Р Gregory Electronics Corp. 
ffree 249 Rte. 46 

Ы Saddle Brook, NJ 07662 
AHO HAL Devices 

"Еве Вох 365 

**none Urbana, IL 61801 

L Ham Radio Center 

¥ free 8342 Olive Blvd. 


. St. Louis, MO 63132 


IK Hammond Transformer 
* free 394 Edinburgh Rd. 
**$10 N. Guelph, Ontario, 
CANADA 
U.S. Distributor for Hammond: 
Genesee Radio Co. 
2550 Delaware Ave. 
Buffalo, NY 14216 
L Harrison Radio 
none 20 Smith Street 
e Farmingdale, L.I., NY 11735 
^ . Heath Со. 
* free" Benton Harbor, MI 49022 
L Henry Radio 
"none 11240 W, Olympic Blvd. 
“ Los Angeles, СА 92801 
L Hobby Industries. 
* 254 Вох 864 
** $1.00 Council Bluffs, ТА 51501 
р International Crystal Co. 
*free 10 №, Lee Street 
**85 — Oklahoma City, OK 73102 
р JAN Crystals 
*free 2400 Crystal Drive 
^ Ft. Myers, FL 33901 
AQM,N  JeffTronics , 
+259 4252 Pearl Road 
**$2 — Cleveland, ОН 44109 
с Kepro Circuit Systems; 
* free 3630 Scarlet Oak St. 
*'none St. Louis, MO 63122 
F Kirk Electronics Division 
*free — Electrotec Corp. 
** 810 400 Town St. 
East Haddam, CT 06423 
L Lafayette Radio Elect. 
“free 111Jericho Tpk. 
*'none Syosset, LL, NY 11791 


(See local phone directory) 


John Meshna, Jr. 
Box 62 
Е, Lynn, MA 01904 


- Tr 


L C. M. Peterson Co. Ltd. 
220 Adelaide St., М. 


** попе London, Ont. МЕВЗНА 
CANADA 

1 Piezo Technology. Ine. 

У free Box 7877 

” Orlando, FL 32804 

E.M Poly Paks 

*15¢ Вох 942 

‘enone Lynnfield, МА 01940 

M,N Precision Systems 

Stree PO Box 6 

**82 Murray Hill, NJ 07974. 

D Savoy Electronics, Inc. 

“free Вох 7127 

‘enone Ft, Lauderdale, FL 33304 

D Sentry Mfg. Co. 

Tree Crystal Park 

**mone Chickasha, OK 79108 

F Skylane Products 

* free 406 Bon Air Avenue 

** 810 Temple, Terrace, FL 33617 

А.Р Spectronics, ше 

tiree 1009 Garfield Street 

"9 попе Oak Park, IL 60804 

1 Spectrum International 

* free РО Box 1084 

"попе Concord, МА 01742 

M,N Star Tronies j 

thee — Вох 17127 

^"$4 Portland, OR 97217 

c Charles R, Sempirek 
Route 3, Box 1 
Bellaire, OH 43906 

A Solid State Systems, Inc. 

“tree 800 N. Providence Rd, 

** none Columbia, MO 65201 

o Teletype Corp., 5555 Touhy А. 
Skokie, IL 60076 

K,A TenTee Ine. 
Highway 411, E, 
Sevierville, TN 37862 

о Typetronics 

+ sase Box 8873 

**none Ft. Lauderdale, FL 33310 

ABE а, R, Whitehouse 

н 11 Newberry Dr. 

* free Amherst, NH 03031 

** none 

E,M  Weinschenker, K3DPJ 

free Вох 353 

* none Irwin PA 15642 
Chart 1 Coding 

— New Components 

— Toroids and Ferrites 

Etched-circuit board materials 
Transmitting and receiving crystals 
~ Solid-state devices 


- Antenna hardware 
Dials and knobs 
Variable capacitors 


— Cabinet and boxes. 
All of above, general distributor 
Surplus parts 
Surplus assemblies 

— RTTY équipment and parts 
Surplus fm gear and parts. 

+ Catalog price 
** Minimum order 
To the best of our knowledge, the 


suppliers shown in Chart I are willing to sell 


components to amateurs in small quantities 


J 
1 tree А 
.. Mississippi State, MS 39762 В 
с 
D 
James Millen Mfg. Co. Н 
150 Exchange Street Е 
Malden, MA 02148 E 
J, W, Miller Company H 
19010 Reyes Avenue | 
Compton, CA 90224 1 
K 
c D.L, McClaren b 
19721 Maplewood Ave. = D 
Cleveland, OH 41135 M 
à о 
А Nurmi Electronic Supply 
* free 1727 Donna Ва. P 
1738 Wes Paim Beach, FL 33401 
в Palomar Engineers 
Tues Вох 485 
"Роше Escondido, СА 92025 
c PBI Electronics 
Stree PO box 8 
Sone Azuso, A 91703 


by mail This listing does not necessarily 
indicate that these firms have the approval 


of ARRL. 
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Chapter 19 


Wave Propagation 


Though great advances have been made in 
recent years in understanding the many modes of 
Propagation of radio waves, variables affecting 
communication over appreciable distances are very 
complex, and not entirely predictable. Amateur 
attempts to schedule operating time and fre- 
quencies for optimum results may not always 
succeed, but familiarity with the nature of radio 
propagation can certainly reduce the margin of 
failure and add greatly to one’s enjoyment of the 
pursuit of any kind of DX. 


The sun, ultimate source of life and energy on 
earth, dominates all radio communication beyond 
the local range. Conditions vary with such obvious 


sun-related earthly cycles as time of day and season 
of the year. Since these differ for appreciable 
changes in latitude and longitude, almost every 
communications circuit is unique in some respects. 
There are also short- and long-term solar cycles 
that influence propagation in less obvious ways. 
Furthermore, the state of the sun at a given 
moment is critical to long-distance communication, 
so it is understandable that propagation forecasting 
is still a rather inexact science. 

With every part of the radio spectrum open to 
our use differing in its response to solar phe- 
nomena, amateurs have been, and still are, in a 
position to contribute to advancement of the art, 
both by accident and by careful investigation. 


SOLAR PHENOMENA 


Man’s interest in the sun is older than recorded 
history. Sunspots were seen and discussed thou- 
sands of years ago, and they have been studied 
since Galileo observed them with the first telescope 
ever made. Records of sunspot observations 
translatable into modern terms go back nearly 300 
years. Current observations are statistically 
“smoothed” to maintain a continuous record, in 
the form of the Zurich Sunspot Number, оп which 
propagation predictions mentioned later are based. 

A useful modern indication of overall solar 
activity is the solar flux index. Solar flux (noise) is 
measured on various frequencies in many places. A 
2800-MHz measurement made several times daily 
in Ottawa is transmitted hourly by WWV. Because 
it is essentially current information, directly re- 
lated to the sunspot number (see Fig. 19-1) and 
more immediately useful, it tends to displace the 
latter as a means of predicting propagation con- 
ditions. 


SUNSPOT CYCLES 


Even before their correlation with radio propa- 
gation variations was well-known, the periodic rise 
and fall of sunspot numbers had been studied for 
many years. These cycles average roughly 11 years 
in length, but have been as short as 9 and as long as 
13 years. The highs and lows of the cycles also vary 
greatly. Cycle 19 peaked in 1958 with a sunspot 
number of over 200. Cycle 20, of nearer average 
intensity, reached 120 in 1969. By contrast, one of 
the lowest, Cycle 14, peaked at only 60 in 1907." 
Several cycle lows have not reached zero levels on 


Fig. 19-1 — Relationship between smoothed mean 
Zurich sunspot number and the 2800-MHz solar 
flux, Highest solar flux recorded in 1974, Oct, 12, 
was 145, the equivalent of a sunspot number of 
100. Lowest flux value in 1975 (early June) was 
66, equating with a sunspot number very close to 
zero, 


the Zurich scale for any appreciable period, while 
others have had several months of little or no 
activity. 

Sunspot cycles should not be thought of as 
having sine-wave shape. There can be isolated highs 
during the normally low years. A remarkable 
example was a run of several days in October, 
1974, only a few months from the approximate 
bottom of Cycle 20, when the solar flux reached 
145, a level well above the highs of several cycles 
on record. Only 5 months later, several days of 
solar flux below 70 were recorded. 


SOLAR RADIATION 


Insofar as it affects most radio propagation, 
solar radiation is of two principal kinds: ultraviolet 
light and charged particles. The first travels at just 
under 300,000,000 meters (186,000 miles) per 
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Fig, 19-2 — W1HDQ and WISL look for sunspots 
with a simple projection system. The baffle at the 
top end of the small telescope provides a shaded 
area for viewing the sun's image (light circle) on 
the projection surface. Sunspots large enough to 
affect radio propagation are easily seen with this 
viewing system, 


second, as does all electromagnetic radiation, so 
UV effects on wave propagation develop simul- 
taneously with increases in observed solar noise, 
approximately 8 minutes after the actual solar 
event. Particle radiation moves more slowly, and 
by varying routes, so it may take up to 40 hours to 
affect radio propagation. Its principal effects are 
high absorption of radio energy and the production 
of auroras, both visual and the radio variety. 

Variations in the level of solar radiation can be 
gradual, as with the passage of some sunspot 
groups and other long-lived activity centers across 
the solar disk, or sudden, as with solar flares. An 
important clew for anticipating variations in solar 
radiation levels and radio propagation changes 
resulting from them is the rotational period of the 
sun, approximately 27 days. Sudden events (flares) 
may be short-lived, but active areas capable of 
influencing radio propagation may recur at 4-week 
intervals for 4 or 5 solar rotations. Evidence of the 
“27-day cycle” is most marked during years of low 
solar activity. 


WAVE PROPAGATION 


Information on the condition of the sun, as it 
affects radio propagation, can be obtained in 
several ways. Projection of the sun’s image as in 
Fig. 19-2 is particularly useful in the low years of 
the "ll-year" cycle. At other times visible evi- 
dence of solar activity may be more difficult to 
sort out. Enough definition for our purposes is 
possible with the simplest telescopes. Low-cost 
instruments, 10 to 30-power, are adequate. A 
principal requirement is provision for mounting on 
a tripod having a pan-tilt head. 

Adjust the aiming to give a circular shadow of 
the scope body, then move the scope slowly until a 
bright spot appears on the projection surface. Put а 
baffle on the scope to enlarge the shaded area and 
adjust the focus to give а sharp-edged image of the 
solar disk. If there are any sunspots you will see 
them now. Draw a rough sketch of what you see, 
every time an observation is made, and keep it with 
your record of propagation observations. 

Spots move across the image from left to right, 
as it is viewed with the sun at the observer's back. 
The line of movement is parallel to the solar 
equator, Not all activity capable of affecting 
propagation can be seen, but any spots seen have 
significance, Active areas may develop before spots 
are visible and may persist after spots associated 
with them are gone, but once identified by date 
they are likely to recur about 27 days later, 
emphasizing the worth of detailed records. 

Variations in solar noise may be observed by 
aiming the antenna at the rising or setting sun. 
Sudden large increases may be heard regardless of 
the antenna position. Such bursts are often heard, 
but seldom recognized for what they are — 
warnings of imminent changes in propagation. 


Vhf ог uhf arrays capable of movement in 
elevation as well as azimuth are useful for solar 
noise monitoring. With a good system, the “quiet 
sun" can be “heard” at a low level.’ Bursts that 
can be many dB higher indicate the start of a major 
event, such as a solar flare capable of producing an 
hf blackout and possibly vhf auroral propagation. 


CHARACTERISTICS OF RADIO WAVES 


АП electromagnetic waves are moving fields of 
electric and magnetic force. Their lines of force are 
at right angles, and are mutually perpendicular to 
the direction of travel. They can have any position 
with respect to the earth. The plane containing the 
continuous lines of electric and magnetic force is 
called the wave front. 

The medium in which electromagnetic waves 
travel has a marked influence on their speed of 
movement. In empty space the speed, as for light, 
is just under 300,000,000 meters per second. It is 
slightly less in air, and it varies with temperature 
and humidity to a degree, depending on the 
frequency. It is much less in dielectrics, where the 
speed is inversely proportional to the square root 
of the dielectric constant of the material. 

Waves cannot penetrate a good conductor to 
any extent because the electric lines of force are 
practically short-circuited, Radio waves travel 


through dielectric materials with ease. 


POLARIZATION 


If the lines of force in the electric field are 
perpendicular to the surface of the earth the wave 
is said to be vertically polarized. If parallel with the 
earth, the polarization is said to be horizontal. It is 
possible to generate waves with rotating field lines. 
Known as circular polarization, this is useful in 
satellite communication, where polarization tends 
to be random. When the earth’s surface is not 
available as a reference, polarization not of a 
rotating nature is described as linear or plane 
polarization, rather than vertical or horizontal, 
which become meaningless, Circular polarization 15 
usable with plane-polarized antennas at the other 
end of the circuit, though with some small loss on 
most paths. 


The lonosphere 


TYPES OF PROPAGATION 


Depending on the means of propagation, radio 
waves can be classified as ionospheric, tropo- 
spheric, or ground waves. The ionospheric or sky 
wave is that main portion of the total radiation 
leaving the antenna at angles somewhat above the 
horizontal. Except for the reflecting qualities of 
the ionosphere, it would be lost in space. The 
tropospheric wave is that portion of the radiation 
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kept close to the earth’s surface as the result of 
bending in the lower atmosphere. The ground wave 
is that portion of the radiation directly affected by 
the surface of the earth. It has two components, an 
earth-guided surface wave, and the space wave, the 
latter itself being the resultant of two components, 
direct and ground-reflected. The terms “tropo- 
spheric wave” and “ground wave” are often used 
interchangeably, though this is not strictly correct. 


THE IONOSPHERE 


Long-distance communication and much over 
shorter distances, on, frequencies below 30 MHz, is 
the result of bending of the wave in the iono- 
sphere, a region between about 60 and 200 miles 
above the earth's surface where free ions and 
electrons exist in sufficient quantity to affect the 
direction of wave travel. Without the ionosphere, 
DX as we know it would be impossible. 

lonization of the upper atmosphere is attri 
buted to ultraviolet radiation from the sun. The 
result is not a single region, but several layers of 
varying densities at various heights surrounding the 
earth. Each layer has a central region of relatively 
dense ionization that tapers off both above and 
below. 


IONOSPHERIC LAYERS 


The lowest useful region of the ionosphere is 
called the E layer. Its average height of maximum 
ionization is about 70 miles. The atmosphere here 
is still dense enough so that ions and electrons set 
free by solar radiation do not have to travel far 
before they meet and recombine to form neutral 
particles, so the layer can maintain its ability to 
bend radio waves only when continuously in 
sunlight. Ionization is thus greatest around local 
noon, and it practically disappears after sundown. 

In the daylight hours there is a still lower area 
called the D region where ionization is pro- 
portional to the height of the sun. Wave energy in 
the two lowest frequency amateur bands, 1.8 and 
3.5 MHz, is almost completely absorbed by this 
layer. Only the highest angle radiation passes 
through it and is reflected back to earth by the E 
layer. Communication on these bands in daylight is 
thus limited to short distances, as the lower angle 
radiation needed for longer distances travels farther 
in the D region and is absorbed. 

Тһе region of ionization mainly responsible for 
long-distance communication is called the F layer. 
At its altitude, about 175 miles at night, the air is 
so thin that recombination takes place very slowly. 
Ionization decreases slowly after sundown, reach- 
ing a minimum just before sunrise. The obvious 
effect of this change is the early disappearance of 
long-distance signals on the highest frequency that 
was usable that day, followed by loss of communi- 
cation on progressively lower frequencies during 
the night. In the daytime the F layer splits into 
two parts, Fl and F2, having heights of about 140 
and 200 miles, respectively. They merge again at 
sunset. 

Scattered patches of relatively dense ionization 


develop seasonally at £-layer height. Such sporadic 
E is most prevalent in the equatorial regions, but it 
is common in the temperate latitudes in late spring 
and early summer, and to a lesser degree in early 
winter. Its effects become confused with those of 
other ionization on the lower amateur frequencies, 
but they stand out above 21 MHz, especially in the 
low-activity years of the solar cycle, when other 
forms of DX are not consistently available. 

Duration of openings decreases and the length 
of skip increases with progressively higher fre- 
quencies. Skip distance is commonly a few hun- 
dred miles on 21 or 28 MHz, but multiple hop 
propagation can extend the range to 2500 miles ог 
more. June and July are the peak months in the 
northern hemisphere. E, propagation is most com- 
mon in midmorning and early evening, but may 
extend almost around the clock at times. The 
highest frequency for E, is not known, but the 
number of opportunities for using the mode drops 
off rapidly between the amateur 50- and 144-MHz 
bands, whereas 28 and 50 MHz are quite similar. 

The greater the intensity of ionization in a 
layer, the more the wave path is bent. The bending 
also depends on wavelength; the longer the wave 
the more its path is modified for a given degree of 
ionization. Thus, for a given level of solar radi- 
ation, ionospheric communication is available for a 
longer period of time on the lower-frequency 
amateur bands than on those near the upper limit 
of hf spectrum. The intensity and character of 
solar radiation are subject to many short-term and 
long-term variables, the former still predictable 
with only partial success. 


ABSORPTION 


In traveling through the ionosphere, a radio 
wave gives up some of its energy by setting the 
ionized particles in motion. When moving particles 
collide with others, this energy is lost. Such 
absorption is greater at lower frequencies. It also 
increases with the intensity of ionization, and with 
the density of the atmosphere. This leads to a 
propagation factor often not fully appreciated: 
signal levels and quality tend to be best when the 
operating frequency is near the maximum that is 
reflected back to earth at the time. 


VIRTUAL HEIGHT 
An ionospheric layer is a region of considerable 


depth, but for practical purposes it is convenient to- 
think of it as having finite height, from which a 
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simple reflection would give the same effects 
(observed from the ground) as result from the 
gradual bending that actually takes place. It is 
given several names, such as group height, 
equivalent height, and virtual height. 

The virtual height of an ionospheric layer for 
various frequencies and vertical incidence is deter- 
mined with a variable-frequency sounding device 
that directs pulses of energy vertically and 
measures the time required for the round-trip path 
shown at the left in Fig. 19-3. As the frequency 
rises, a point is reached where no energy is 
returned vertically. This is known as the critical 
frequency, for the layer under consideration. A 
representation of a typical ionogram is shown іп 
Fig. 19-4.* In this sounding the virtual height for 
3.5 to 4 MHz was 400 km. Because the ionogram is 
а graphical presentation of wave travel time, 
double-hop propagation appears as an 800-km 
return for the same frequency. The critical fre- 
quency was just over 5 MHz on this occasion. Such 
a clear Flayer ionogram is possible only under 
magnetically quiet conditions, and at night, when 
little ог по Æ- and D-layer ionization is present. 


EFFECTS OF THE EARTH'S 
MAGNETIC FIELD 


The ionosphere has been discussed thus far in 
terms of simple bending, or refraction, a concept 
useful for some explanatory purposes. But an 
understanding of long-distance propagation must 
take the earth’s magnetic field into account. 
Because of it, the ionosphere is a birefringent 
medium (doubly refracting) which breaks up plane- 
polarized waves into what are known as the 
ordinary and extraordinary waves, Е? and f,F2 


WAVE PROPAGATION 


їп the ionogram. This helps to explain the dispersal 
of plane polarization encountered in most iono- 
spheric communication.‘ 

Sudden marked increases in solar radiation, 
such as with solar flares, trigger instantaneous 
effects in the F, E, and D regions; slightly delayed 
effects, mainly in the polar areas; and geomagnetic 
effects, delayed up to 40 hours. 

Onset of the D-region absorption is usually 
sudden, lasting a few minutes to several hours, 
leading to use of the term SID (sudden ionospheric 
disturbance). Shortwave fadeouts (SWFs) and 5105 
exhibit wide variations in intensity, duration, and 
number of events, all tending to be greater in 
periods of high solar activity. Though their effects 
on radio propagation are of great importance, solar 
flares and associated disturbances are among the 
least predictable of solar-induced communications 
variables. 


RADIATION ANGLE AND SKIP DISTANCE 


The lower the angle above the horizon at which 
а wave leaves the antenna, the less refraction in the 
ionosphere or troposphere is required to bring it 
back, or to maintain useful signal levels in the case 
of tropospheric bending. This results in the empha- 
sis on low radiation angles in the pursuit of DX, on 
the hf or vhf bands. It is rarely possible to radiate 
energy on a line tangent to the earth’s surface, but 
even when this is done some bending is still 
required for communication over appreciable dis- 
tances, because of earth curvature. 

Some of the effects of radiation angle are 
illustrated in Fig. 19-3. The high-angle wave at the 
left is bent only slightly in the ionosphere, and so 
goes through it. The wave at the somewhat lower 
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Fig. 19-3 — Three types of ionospheric propagation. Sounder, left, measures virtual height and critical 
frequency of #2 layer. Transmitter T is shown radiating at three different angles. Highest passes through 
the ionosphere after slight refraction. Lower-angle wave is returned to earth by the Е layer, if frequency is 
low enough, at a maximum distance of 2000 kM. The F-layer reflection returns at a maximum distance of 
about 4000 kM, depending on the radiation angle. It is shown traversing a second path (double hop) from 
82 to ВА, the latter beyond single-hop range, The lowest-angle wave reaches the maximum practical 


single-hop distance at R3. 
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angle is just capable of being returned by the 
ionosphere. In daylight it might be returned via the 
E layer. Its area of return from the F layer, R2, is 
closer to the transmitting point, T, than is that of 
the lowest-angle wave. If R2 is at the shortest 
distance where returned energy is usable, the area 
between R1 and the outer reaches of the ground 
wave, near the transmitter, is called the skip zone. 
The distance between R2 and T is called the skip 
distance. The distances to both R1 and R2 depend 
on the ionization density, the radiation angle at T, 
and the frequency in use, The maximum distance 
for single-hop propagation via the F layer is about 
2500 miles (4000 kilometers. The maximum 
Edayer single hop is about 1250 miles (2000 
kilometers). 

The maximum usable frequency (muf) for 
Flayer communication is about 3 times the critical 
frequency for vertical return, as at the left in Fig. 
19-3, For E-layer propagation it is about 5 times. 


MULTIPLE-HOP PROPAGATION 


On its return to earth, the ionospherically 
propagated wave can be reflected back upward 
near R1 or R2, travel again to the ionosphere, and 
be refracted back to earth. This process can be 
repeated several times under ideal propagation 
conditions, leading even to communication over 
distances well beyond halfway around the world. 
Ordinarily ionospheric absorption and ground- 
reflection losses exact tolls in signal level and 


quality, so multiple-hop propagation usually yields 
lower signal levels and more distorted modulation 
than single-hop. This is not always the case, and 
under ideal conditions even long-way-around 
communication is possible with good signals. There 
is evidence to support the theory that signals for 
such communications, rather than hopping, may be 
ducted through the ionosphere for a good part of 
the distance. 


FADING 


Two or more parts of the wave may follow 
different paths, causing phase differences between 
wave components at the receiving end. Total field 
strength may be greater or smaller than that of one 
component. Fluctuating signal levels also result 
from the changing nature of the wave path, as in 
the case of moving air-mass boundaries, in tropo- 
spheric propagation on the higher frequencies. 
Changes in signal level, lumped under the term 
fading, arise from an almost infinite variety of 
phenomena; some natural, some man-made. Air- 
craft reflections are in the latter category. 

Under some circumstances the wave path may 
vary with very small changes in frequency, so that 
modulation sidebands arrive at the receiver out of 
phase, causing distortion that may be mild or 
severe. Called selective fading, this problem in- 
creases with signal bandwidth. Double-sideband 
a-m signals suffer much more than single-sideband 
signals with suppressed carrier do. 


THE SCATTER MODES 


Much longdistance propagation can be de- 
scribed in terms of discrete reflection, through the 
analogy is never precise since true reflection would 
be possible only with perfect mirrors, and in a 
vacuum. All electromagnetic wave propagation is 
subject to scattering influences which alter ideal- 
ized patterns to a great degree. The earth's atmo- 
sphere and ionospheric layers are scattering media, 
as are most objects that intervene in the wave path 
as it leaves the carth. Strong returns are thought of 
as reflections and weaker ones as scattering, but 
both influences prevail. Scatter modes have be- 


come useful tools in many kinds of com- 
munication. 


FORWARD SCATTER 


We describe a skip zone as if there were no 
signal heard between the end of useful ground- 
wave range and the points R1 or R2 of Fig. 19-3, 
but actually the transmitted signal can be detected 
over much of {һе skip zone, with sufficiently 
sensitive devices and methods. A small portion of 
the transmitted energy is scattered back to earth in 
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several ways, depending on the frequency in use. 


Tropospherie scatter extends the local com- 
munications range to an increasing degree with 
frequency, above about 20 MHz, becoming most 
useful in the vhf range. Jonospheric scatter, mostly 
from the height of the Е region, is most marked at 
frequencies up to about 60 or 70 MHz. УЋЕ 
tropospheric scatter is usable within the limits of 
amateur power levels and antenna techniques, out 
to nearly 500 miles. Ionospheric forward scatter is 
discernible in the skip zone at distances up to 1200 
miles ог 50. 

A major component of ionospheric scatter is 
that contributed by short-lived columns of ioniza- 
tion formed around meteors entering the earth's 
atmosphere. This can be anything from very short 
bursts of little communications value to sustained 
periods of usable signal level, lasting up to a minute 
or more. Meteor scatter is most common in the 
early morning hours, and it can be ап interesting 
adjunct to amateur communication at 21 MHz and 
higher, especially in periods of low solar activity. It 
is at its best during major meteor showers.* 


WAVE PROPAGATION 


BACKSCATTER 


A complex form of scatter is readily observed 
when working near the maximum usable frequency 
for the F layer at the time. The transmitted wave is 
refracted back to earth at some distant point, 
which may be an ocean area or a land mass where 
there is no use of the frequency in question at the 
time. A small part of the energy is scattered back 
to the skip zone of the transmitter, via the 
ionospheric route. 

Backscatter signals are generally rather weak, 
and subject to some distortion from multipath 
effects, but with optimum equipment they are 
usable at distances from just beyond the reliable 
local range out to several hundred miles. Under 
ideal conditions backscatter communication is pos- 
sible over 3000 miles or more, though the term 
"sidescatter" is more descriptive of what probably 
happens on such long paths, 

The scatter modes contribute to the usefulness 
of the higher parts of the DX spectrum, especially 
during periods of low solar activity when the 
normal ionospheric modes are less often available. 


USING WWV BULLETINS 


The National Bureau of Standards stations 
WWV and WWVH (see Chapter 17) transmit hourly 
propagation bulletins that are very useful for 
short-term communications planning. At 14 min- 
utes after each hour (WWV only) information is 
given on expected propagation conditions, the 
current state of the geomagnetic field, and the 


solar flux index, At 18 minutes after each hour on 
WWV and at 46 after оп WWVH, а summary for 
the previous day and a prediction for the current 
day are given. Detailed information on use of these. 
bulletins appeared in QST for June, August, and 
September, 1975.” 


PROPAGATION IN THE MF AND HF BANDS 


The 1.8-MHz band offers reliable communica- 
tion over distances up ‘to about 25 miles during 
daylight. On winter nights ranges up to several 
thousand miles are possible, 

The 3.5-MHz band is seldom usable beyond 200 
miles in daylight, but long distances are not 
unusual at night, especially in years of low solar 
activity. Atmospheric noise tends to be high in the 
summer months on both 3.5 and 1.8 MHz. 

The 7-MHz band has characteristics similar to 
3.5 MHz, except that much greater distances are 
possible in daylight, and more often at night. In 
winter dawn and dusk periods it is possible to work 
the other side of the world, as signals follow the 
darkness path. 

The 14-MHz band is the most widely used DX 
band, In the peak years of the solar cycle it is open 
to distant parts of the world almost continuously. 
During low solar activity it is open mainly in the 
daylight hours, and is especially good in the dawn 
and dusk periods. There is almost always a skip 
zone on this band. 

The 21-MHz band shows highly variable propa- 
gation depending on the level of solar activity. 


During sunspot maxima it is useful for long- 
distance work almost around the clock. At inter- 
mediate levels it is mainly a daylight DX band. In 
the low years it is useful for transequatorial paths 
much of the year, but is open less often to the high 
latitudes. Sporadic-E skip is common in early 
summer and midwinter, 

The 28-MHz band is excellent for DX com- 
munication in the peak solar-cycle years, but 
mostly in the daylight hours. The open time is 
shorter in the intermediate years, and is more 
confined to low-latitude and transequatorial paths 
as solar activity drops off. For about two years 
near the solar minimum, F-layer openings tend to 
be infrequent, and largely on north-south paths, 
with very long skip. 

Sporadic-E propagation keeps things interesting 
in the period from late April through early August 
on this band, and on 21 MHz, providing single-hop 
communication out to 1300 miles or so, and 
multiple-hop to 2600 miles, Effects discussed in 
the following section on vhf propagation also show 
up in this band, though tropospheric bending is less 
than on 50 MHz. 


THE WORLD ABOVE 50 MHZ 


It was once thought that frequencies above 50 
MHz would be useful only locally, but increased 
occupancy and improved techniques turned up 


many forms of long-distance vhf propagation. What 
follows supplements information given earlier in 
this chapter. First, let us consider the nature of our 


World Above 50 MHz 


bands above 50 MHz. 


50 to 54 MHz This borderline region has some 
of the characteristics of both higher and lower 
frequencies. Just about every form of wave propa- 
gation is found occasionally in the 50-MHz band, 
which has contributed greatly to its popularity. Its 
utility for service-area communication should not 
be overlooked. In the absence of any favorable 
condition, the well-equipped 50-МН2 station 
should be able to work regularly over a radius of 
75 to 100 miles or more, depending on terrain and 
antenna size and height. 

Changing weather patterns extend coverage to 
300 miles or more at times, mainly in the warmer 
months. Sporadic-E skip provides seasonal open- 
ings for work over 400 to 2500 miles, in seasons 
centered on the longest and shortest days of the 
year. Auroral effects afford vhf operators in the 
temperate latitudes an intriguing form of DX up to 
about 1300 miles. During the peak of “11-year” 
sunspot cycle 50-MHz DX of worldwide propor- 
tions may be workable by reflections of waves by 
the ionospheric Fo layer. Various weak-signal 
scatter modes round out the 50-MHz propagation 
fare. 


144 to 148 MHz Tonospheric effects are greatly 
reduced at 144 MHz. Flayer propagation is 
unknown. Sporadic-E skip is rare, and much more 
limited in duration and coverage than on 50 MHz. 
Auroral propagation is quite similar to that on 50 
MHz, except that signals tend to be somewhat 
weaker and more distorted at 144. Tropospheric 
propagation improves with increasing frequency. It 
has been responsible for 144-MHz work over 
distances up to 2500 miles, and 500-mile contacts 
are fairly common in the warmer months. Reliable 
range on 144 is slightly less than on 50, under 
minimum cbnditions. 

220 MHz and Higher Ionospheric propagation 
of the sorts discussed above is virtually unknown 
above about 200 MHz. Auroral communication is 
possible on 220 and 420 MHz, but probably not on 
higher frequencies, with amateur power levels. 
Tropospheric bending is very marked, and may be 
better on 432 than on 144 MHz, for example. 
Communication has been carried on over paths far 
beyond line of sight, on all amateur frequencies up 
through 10,000 MHz. Under minimum conditions, 
signal levels drop off slightly with each higher 
band. 


PROPAGATION MODES 


Known means by which vhf signals are 
propagated beyond the horizon are described 
below. 

FyLayer Reflection Most communication on 
lower frequencies is by reflection of the wave in 
{һе F region, highest of the ionized layers. Its 
density varies with solar activity, the maximum 
usable frequency (muf) being highest in peak years 
of the sunspot cycle. Cycle 19 (in the recorded 
history of sunspot activity) hit an all-time high in 
the fall of 1958, which may never be equalled 
within the lifetime of some of us. Cycle 20 
produced 50-MHz F DX in 1968 to 1970, but less 
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than Cycle 18 (1946 to 1949), and far less than 
Cycle 19. 

The muf for Fa-layer propagation follows daily, 
monthly and seasonal cycles, all related to con- 
ditions on the sun, as with the hf bands. Frequent 
checks will show if the muf is rising or falling, and 
the times and directions for which it is highest. 
Two-way work has been done over about 1800 to 
12,500 miles; even greater, if daylight routes 
around the earth the long way are included. The 
muf is believed to have reached about 70 MHz in 
1958. 

The TE Mode Also associated with high solar 
activity is а transequatorial mode, having an muf 
somewhat higher than the Ро. This is observed 
most often between points up to 2500 miles north 
and south of the geomagnetic equator, mainly in 
late afternoon or éarly evening." 

Sporadic-E Skip Patchy ionization of the E 
region of the ionosphere often propagates 28- and 
50-MHz signals over 400 to 1300 miles or more. 
Often called "short skip," this is most common in 
May, June and July, with a shorter season around 
'year end. Seasons are reversed in the southern 
hemisphere. E ‘skip can occur at any time or 
season, but is most likely in mid-morning or early 
evening. Multiple-hop effects may extend the range 
to 2500 miles or more. 

E, propagation has been observed in the 
144-MHz band, and on TV channels up to about 
200 MHz. Minimum skip distance is greater, and 
duration of openings much shorter, on 144 MHz 
than on 50. Reception of strong E, signals from 
under 300 miles on 50 MHz indicates some 
possibility of skip propagation on 144, probably to 
800 miles or more. 

Aurora Effect High-frequency communication 
may be wiped out or seriously impaired by 
absorption in the ionosphere, during disturbances 
associated with high solar activity and variations in 
the earth’s magnetic field. If this occurs at night in 
clear weather, there may be a visible aurora, but 
the condition also develops in daylight, usually in 
late afternoon. Weak wavery signals in the 3.5-MHz 
and 7-MHz bands are good indicators. 

Vhf waves can be returned to earth from the 

auroral region, but the varying intensity of the 
aurora and its poro: propagation medium 
impart a multipath distortion to the signal, which 
garbles or even destroys any modulation. Distor- 
tion increases wifh signal frequency and varies, 
often quite quickly, with the nature of the aurora. 
Singlesideband is preferred to modes requiring 
more bandwidth. The most effective mode is cw, 
which may be the only reliable communications 
method at 144 MHz and higher, during most 
auroras. 
Propagation is generally from (ће north, but 
probing with a directional array is recommended. 
Maximum range is about 1300 miles, though 
50-MHz signals are heard occasionally over greater 
distances, usually with little or no auroral dis- 
tortion. 

How often auroral communication is possible is 
related to the geomagnetic latitude of participating 
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stations, auroras being most frequent in north- 
eastern USA and adjacent areas of Canada. They 
are rare below about latitude 32 in the Southeast 
and about latitude 38 to 40 in the Southwest. The 
highest frequency for auroral returns depends on 
equipment and antennas, but auroral communica- 
tion has been achieved up to at least 432 MHz. 

Tropospheric Bending An easilyanticipated 
extension of normal vhf coverage results from 
abrupt changes in the refractive index of the 
atmosphere, at boundaries between air masses of 
differing temperature and humidity characteristics. 
Such warm-dry over cool-moist boundaries often 
lie along the southern and western edges of stable 
slow-moving areas of fair weather and high 
barometric pressure. Troposheric bending can 
increase signal levels from within the normal 
Working range, or bring in more distant stations, 
not normally heard. 

A condition known as ducting or trapping may 
simulate propagation within a waveguide, causing 
vhf waves to follow earth curvature for hundreds 
Or even thousands of miles. Ducting incidence 
increases with frequency. It is rare on 50 MHz, 
fairly common on 144, and more so on higher 
frequencies. It occurs most often in temperate or 
low latitudes. It was the medium for the 
W6NLZ-KH6UK work on 144, 220 and 432 MHz, 
over а 2540-mile path. Gulf-Coast states see it 
often, the Atlantic Seaboard, Great Lakes and 
Mississippi Valley areas occasionally, usually in 
September and October. 

Many local conditions contribute to tropo- 
spheric bending. Convection in coastal areas in 
warm weather; rapid cooling of the earth after a 
hot day, with upper air cooling more slowly; 
warming of air aloft with the summer sunrise; 
subsidence of cool moist air into valleys on calm 
summer evenings — these familiar situations create 
upper-air conditions which can extend normal vhf 
coverage, 

The alert vhf enthusiast soon learns to correlate 
various weather signs and propagation patterns. 
Temperature and barometric-pressure trends, 
changing cloud formations, wind direction, visibili- 
ty and other natural indicators can give him clues 
as to what is in store in the way of tropospheric 
propagation. 

The SO-MHz band is more responsive to 
weather effects than 28, and 144 MHz is much 
more active than 50. This trend continues into the 
mücrowave region, as evidenced by tropospheric 
records on all our bands, up to and including work 
over a 275-mile path on 10,000 MHz. 

The Scatter Modes Though they provide signat 
levels too low for routine communication, several 
scatter modes attract the advanced vhf operator. 

Tropospheric scatter offers marginal communi- 
cation up to 500 miles or so, almost regardless of 
conditions and frequency, when optimum equip- 
ment and methods are used. 

Ionospheric scatter is useful mainly on 50 MHz, 
where it usually is 2 composite of meteor bursts 
and a weak residual scatter signal. The latter may 
be heard only when optimum conditions prevail. 
The best distances are 600 to 1200 miles. 
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Back scatter, common on lower frequencies, is 
observed on 50 MHz during ionospheric propaga- 
tion, mainly of the F variety. Conditions for 
50-МН2 backscatter are similar to those for the hf 
bands, detailed earlier in this chapter. 

Scatter from meteor trails in the Е region can 
cause signal enhancement, or isolated bursts of 
signal from a station not otherwise heard. Strength 
and duration of meteor bursts decrease with 
increasing signal frequency, but the mode is 
popular for marginal communication in the 50- and 
144-MHz bands. It has been used on 220 MHz, 
and, more marginally, on 432 MHz. 

Random meteor bursts can be heard by 
cooperating vhf stations at any time or season, but 
early-morning hours are preferred. Major meteor 
showers (August Perseids and December Geminids) 
provide frequent bursts. Some other showers have 
various periods, and may show phenomenal burst 
counts in peak years Distances are similar to 
other E-layer communication. 

АН scatter communication requires good 
equipment and optimum operating methods. The 
narrow-band modes are superior to wide-band 
systems. 

Communication Via the Moon Though ama- 
teurs first bounced signals off the moon in the 
early 1950s, real communication via the 
earth-moori-earth (eme) route is a fairly recent 
accomplishment. Requirements are maximum legal 
power, optimum receiving equipment, very large 
high-gain antennas, and precise aiming. Sophisticat- 
ed tracking systems, narrow bandwidth (with 
attendant requirements for receiver and transmitter 
stability) and visual signal-resolution methods are 
desirable. Lunar work has been done on all 
amateur frequencies from 50 to 2400 MHz, over 
distances limited only by the ability of the stations 
to “see” the moon simultaneously. 

For more detailed vhf propagation information 
and references, see The Radio Amateur’s VHF 
Manual, Chapter 2. 


PROPAGATION PREDICTION 


Information on the prediction of maximum 
usable frequencies (muf) and optimum working 
frequencies for F-layer propagation was formerly 
available from the U.S. Government Printing 
Office. The material took several forms, as 
methods developed for military communications 
use were adapted to worldwide civilian needs. 
Though the service was terminated in 1975, the 
basic methods are still of interest. A full descrip- 
tion may be found in QST for March, 1972. The 
government information is available in some tech- 
nical libraries. 

Other means are available to amateurs who wish 
to make their own predictions, both short- and 
long-term. An appreciable amount of observing and 
record-keeping time is involved at first, but the 
work can be streamlined with practice. Many 
amateurs who try it find the task almost as 
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TABLE 19-1 
Some time and frequency stations useful for propagation monitoring. 


Call 

WWV 
WWVH 
CHU 

RAT, RWM 
RIM, RCH 
RID, RKM 


Freq. (kHz) 


Same as WWV 

3330, 7335, 14,760. 

5000, 10,000, 15,000 

2500, 5000, 10,000 

5004, 10,004, 15,004 

RTA 4996, 9996, 14,996 

200 2500, 5000 

VNG 7500 

BPV 5000, 10,000, 15,000 

JY 2500, 5000, 10,000, 15,000 


2500, 5000, 10,000, 15,000, 20,000 25,000 


Location 


Ft. Collins, Colorado 
Kekaha, Kauai, Hawaii 
Ottawa, Ontario, Canada 
Moscow, 0558" 
Tashkent, USSR* 
Irkutsk, USSR * 
Novosibirsk, USSR * 
Pretoria, South Africa 
Lyndhurst, Australia 
Shanghai, China 
Tokyo, Japan 


*Call, from international table, may not check with actual reception. Locations and 


frequencies appear to be as given. 


interesting as amy operational success that may 
result from it. Properly organized, data collection 
and propagation prediction can become an ideal 
group project. 


Getting Started. 


Because most factors have well-defined cyclical 
trends, the first step in propagation prediction is to 
become familiar with the rhythm of these trends 
for the geographical location and season under 
consideration. This job is made easier if we 
understand the causes of the ups and downs, so 
familiarity with basic information given earlier in 
this chapter is helpful. 

What frequencies are "open," and where the 
cutoff in ionospheric propagation lies in the 
spectrum can be determined quite readily by 
tuning upward in frequency with a general- 
coverage receiver, until ionospherically propagated 
signals are no longer heard. The muf for the day 
and the times that a given frequency band opens or 
closes can be found in this way. A daily log will 
show if conditions are improving or deteriorating. 

Listening in the amateur bands and on imme- 
diately adjacent frequencies may be the only way 
to do this, if the receiver is the amateur-bands-only 
variety, Most DX bands are narrower in other parts 
of the world than in the Americas, so there is no 
lack of round-the-clock occupancy by other 
services, ordinarily. Most receivers also cover some- 
what more than the actual amateur assignments, at 
their widest, so some commercial and govern- 
mental signals can be found close by our band 
edges. A worldwide listing of stations, by fre- 
quency, is useful in identifying signals for propaga- 
tion monitoring purpose," Don't overlook W1AW; 
frequencies and schedule are listed in every QST. 

Ability to tune to 5 MHz and multiples thereof, 
to receive the standard time-and-frequency stations 
now operating in many parts of the world, is a 
great aid. See Table 19-1. Most such stations 
operate continuously, with appreciable power and 
omnidirectional antennas. WWV and WWVH are 
excellent indicators, at any suitable distance from 
Colorado or Hawaii. Their signal behavior can tell 
fhe experienced observer at least as much about 


propagation — at the moment — as does the 
content of their propagation bulletins. Many 
receivers can be made to tune some of these 
frequencies by detuning their front-panel tracking 
controls, See QST, September, 1975, page 23, Гог 
suggestions. Simple crystal-controlled converters 
for the standard frequencies offer another possi- 
bility (QST for June, 1976, p. 25). 


Recurring Phenomena 


Because the sun is responsible for all radio- 
propagation variables, their rhythmic qualities are 
related to time, season and other sun-earth factors. 
Some are obvious. Others, particularly the rota- 
tional period of the sun, about 27.5 days, show 
best in long-term chart records kept on a monthly 
or four-week basis. Recurrence data are used in 
nearly all prediction work done presently, and the 
data can yield fair accuracy. 

If the muf is high and conditions are generally 
good for several days, а similar condition is likely 
to prevail four weeks later, when the same area of 
the sun will be in view from the earth. Ionospheric 
disturbances also generally follow the 27-day cycle, 
though there may be marked differences in level 
from one period to the next. 

Some solar-activity centers are short-lived, 
lasting less than a full rotation. Others go on and 
on, recognizable from their propagation effects for 
а year or more. Recurring phenomena are more 
apparent in the low-activity years of the solar 
cycle, most of them being far enough apart to be 
clearly identifiable. In April and May, 1976, for 
example, there were three well-separated areas 
affecting radio propagation. All were of “the old 
cycle.” There were also three new-cycle areas seen 
briefly, but with no recognizable radio-propagation 
influence. The WWV propagation bulletins 
described will be seen to show recurring effects, if 
their content is charted for extended periods. 


WWV Propagation Bulletins 

Since the fall of 1974, WWV and WWVH have 
transmitted fairly detailed information hourly on 
the condition of the sun and the earth's magnetic 
field, and the radio spectrum. At 14 minutes after 
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Fig. 19-5 — Graphs of 2800-MHz 


solar-flux information, as transmitted 


by МММ, for five consecutive four- , 


week periods in early 1975. It will be 


seen that, even in this period of 


relatively low solar activity, the flux 
readings rise and fall with the passage 


of small spots. The rise in muf is 


mainly in the first half of the spot or 


group's passage across the solar disk, 


Observation in this period was with 


the system shown in Fig. 19-2. 


the hour (WWV only), and changed four times 
daily, beginning at 0100 Universal Time, there is a 
series of statements. The first is a propagation 
quality forecast, "useless" to "excellent," in nine 
steps. Next is the condition of the earth’s magnetic 
field, “quiet,” “unsettled,” or “disturbed.” Then 
comes a letternumber coded forecast, W (dis- 
turbed), U (unsettled) or N (normal). The number 
reflects the 9-step wording given earlier. “Fair-to- 
good, quiet, November (for N) six" is commonly 
heard when conditions are above average. The 
forecast is for the North Atlantic path, but use of 
the information for other areas can be learned by 
experience. 

The second section of the bulletin is the 
“K-index,” given for the time of bulletin issuance, 
but relating to the hours just before then. It is a 
mumerical figure for disturbance of the geo- 
magnetic field, 0 to 9 in order of increasing 
severity. Essentially a current figure, and given 
with an expected trend, it is potentially quite 
valuable for short-term forecasting of hf (and 
occasionally vhf) propagation. A K-index of 0 or 1 
indicates very low absorption in the entire hf 
range, and generally good F-layer propagation, up 
to the muf. Rising K-indices mean increasing 
absorption, affecting the lower bands first, and 
more severely on paths involving high latitudes. Up 
to 3 may show little effect on 21 or 28 MHz, or on 
low-latitude or transequatorial circuits. A K-index 
of 4 and expected to rise warns of probable more 
severe and general disturbance. Severe disturbance 
is associated with 6 or higher, and auroral propaga- 
Чоп is likely on 28 MHz and higher frequencies 


above about latitude 40; perhaps farther south, 
cast of the Mississippi. 

Extremes of the numerical range provided are 
seldom used in the bulletins. А “W3” forecast is 
likely to be associated with severely disturbed 
conditions. "N7" is the usual limit on the good 
side. The bulletins' semantic nuances are not unlike 
those heard in weather forecasting, and for the 
same basic reason — the unpredictability of the sun 
at current levels of knowledge. 

The final bulletin item is the solar flux, a 
reading taken on 2800 MHz at 1700 UTC in 
Ottawa. It is also given with an expected trend. 
Usually the solar-flux value is changed only with 
the 1900 bulletin, but the trend information may 
be changed at other times if marked variations are 
apparent. Especially in the transmissions 
immediately after the daily change, the solar flux 
may be the most revealing item of all, for reasons 
given in more detail later. 

A second bulletin at 18 minutes after the hour 
(46 after on WWVH) is a brief statistical review of 
the previous day and a prediction for today. First 
given is the solar flux, the 1700 reading for the 
previous day (see above). Then comes the A-index, 
a 24-hour figure for geomagnetic disturbance re- 
flecting the short-term K-index figures of the 
previous day. It is stated in a different way to give 
а more linear scale of geomagnetic variation, as a 
whole-day index for statistical purposes. When the 
A-index variation is plotted on a long-term basis, 
its significance as a recurrence warning becomes 
apparent, The “yesterday” portion of the bulletin 
concludes with the level of solar activity and the 
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Fig. 19-5 — A-index information as 
transmitted by WWV, for the same 
four-week periods as Fig. 19-5. 
Propagation conditions as to level of 
absorption are indicated for the 


month of March, normally the most 


disturbed period of the year. Periods 


of geomagnetic storms are indicated 
by MS. It will be seen that disturbed 
periods show very marked 27-day 
. recurrence effects, though the 


severity of disturbance is not neces- 


sarily consistent. 
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condition of the geomagnetic field. 

The “today” portion is usually the expected 
levels of solar and geomagnetic activity. At times 
of exceptional conditions, present or expected, this 
final section may be modified to present informa- 
tion on many factors of interest to the serious 
observer. 


Keeping Records 


In a group project, or for the individual 
observer who has time for it, charting all the WWV 
information is both informative and rewarding. For 
a less time-consuming effort, concentrate on the 
1900 bulletin (usually started at 1914 UTC but 
always given hourly thereafter, through 0014) and 
one running of the 18-after information. This will 
require only about 5 minutes of listening time, and 
the interval between the bulletins can be used for a 
quick propagation check, with practice. 

Depending on the time available, charts of the 
WWV information can take many forms. Figures 
19-5 and 19-6 show the solar flux and A-index 
plotted in four-week periods vertically to show 


recurrence effects clearly. The author keeps two 
charts. One on a monthly basis has the solar flux in 
the upper portion, the K-index (one square per 
unit) at the bottom, and the A-index (two squares 
per unit) superimposed on the K data. The K 
information is useful mainly if all bulletins are to 
be copied. It will then be important for short-term 
forecasting. The entire content of both WWV 
bulletins is put on this chart in a shorthand form 
developed through experience. Brief propagation 
notes and drawings of the sun are included, where 
significant. The previous month's solar-flux and 
А-їпдех curves are inked in with a light or broken 
line, dates displaced to line up recurrences verti- 
cally. 

The second chart on the same scale has only the 
solar flux and the A-index, kept with three 
consecutive four-week periods superimposed. For 
legibility these are in different colors. The longer 
term provides a good check on recurrences and 
shows clearly that there are occasional “surprises” 
that do not fit recurring dates. Some events 
disappear as activity centers die out. Others 
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Projection viewing of the sun's image with a 5-inch 
reflector-type telescope. White-paper viewing sur- 
face is cemented in the bottom of a black-sprayed 
cardboard box. 


blossom “out of nowhere,” at times, as new areas 
develop, Prediction of these seeming anomalies 
presents a challenge not yet met fully by anyone, 
including professionals. It is a wide-open field. 


Solar Observation 


Regular viewing of the sun should be a part of 
any major propagation-prediction effort. Even 
simple projection with a low-cost telescope, as 
„ 19-2, is well worthwhile, if it is done 
consistently and if drawings are made. Improve- 
ments in technique need not be costly. A desirable 
first step is a light exclusion box that can cost 
practically nothing. A corrugated-paper box about 
6 inches square (or round) and 12-inches deep is 
fitted with a cover of the same material, about 12 
inches square. A hand hole is cut in the side of the 
box. The cover and interior are sprayed dull black, 
and a viewing surface of white paper is cemented 
inside the bottom. 

The box is used in the same way as the shaded 
card in Fig. 19-2, but reduction in ambient light in 
the viewing area helpsgreatlyin making small detail 
more noticeable. It enables those with good eye- 
sight to see spots and light variations on the solar 
surface that would have been missed before. For a 
complete black-box viewing system that can be 
assembled from simple optics and plywood, see 
reference 2. 

The ‘telescope used in the photograph, Fig. 
19-2, was a low-priced zoom model, with a range 
of 8 to 25 power. Target scopes and the like in this 
general range work well, especially with light 
exclusion around the viewing surface. But many 
radio amateurs are also astronomers, and may have 
much better instruments that can be used for solar 
projection. Moderately priced, 2- or 3-inch refrac- 
tors give beautiful projection detail with light- 
exclusion viewing. 

Reducing ambient light allows use of a larger 
image, but this intensifies mechanical-stability 
problems with camera tripods and other portable 
supports. The need for sun tracking also increases. 
Ап equatorial mount and clock drive used in 
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astronomical work take care of tracking, but only 
the best tripods give adequate stability. 

Better definition with a given degree of optical 
quality is obtainable with direct viewing of the sun, 
but this requires a safe solar filter (neutral density 
4 or more and designed for sun viewing) mounted 
over the scope aperture. Do not use eye-piece 
filters. Be sure the aperture filter is mounted so 
that-it cannot come off accidentally. Never look at 
the sun without it. 

Visual acuity is very important. Even people 
who think they have satisfactory vision with 
properly fitted glasses may find that keener eyes 
will see much fine detail and light gradation that 
they miss. Have a younger helper, if you are 
middle-aged or older. 


Interpreting What You See 


In viewing the sun with a celestial telescope 
equipped with a star diagonal and a vertical 
eyepiece, one sees the solar disk with the east limb 
on the right and the west limb on the left. This is 
the opposite of the view obtained with the setup of 
Fig. 19-2, but is more natural since it simulates a 
map. Visible solar activity moves across the disk 
from right to left, on a line parallel with the solar 
equator. The apparent position of the equator 
varies with the time of day and the position of the 
viewer, but it can be determined readily if drawings 
are made during each observation. Knowing the 
position of the equator is important in identifying 
activity as belonging to the old or new cycle, in 
times of transition. Old-cycle spots move near the 
equator, New-cycle activity appears some 30° 
above or below. 

In good projection, or with properly safe- 
guarded direct viewing, bright patches may be seen, 
especially near the east or west limbs. Known as 
plage, faculae, or flocculi, these patches identify 
active areas that may or may not include visible 
spots. When seen on the east limb, they may be 
advance notice of spots due in another day or two. 
They serve as warning of propagation changes 
several days away, and their appearance may 
coincide with the start of a steady rise in solar flux 
and in the muf as well. Faculae may identify new 
activity in which spots will appear four weeks later, 
or they may be the residue of declining activity 
that contained spots last time around. They can be 
a vital part of visual records, and their significance 
will increase as records accumulate. 

In their first or last day on the east or west 
limb, respectively, sizeable spots or groups usually 
show as fine lines on or close to the edge of the 
image. Some detail will begin to show on the 
second day of new or recurring activity, and 
sketches should be made as accurately as possible. 
Note any changes in additional sketches, marked 
with date and time. Changes in appearance and 
growth or decay are significant indicators, 
becoming more so on consecutive rounds of 
long-lived activity centers. 

Increasing size and number of spots will be 
reflected in a rise in solar flux on the WWV 
bulletins, particularly the one for 1900 UTC, and 
in rising РЧауег muf. Sudden large growth, or a 


Propagation Prediction 


Direct viewing of the sun should be done only with 
a telescope equipped with an aperture filter known 
to be safe for this purpose. Telescope is a Celestron 
5 with the maker's solar filter, which passes 0.01 
percent of impinging light. A brimmed hat shading 
the observer's eyes from direct rays of the sun 
helps to improve visual acuity. 


major breakup of a large spot or group, may show 
radio effects at once — a rise in muf and perhaps a 
considerable increase in noise level. The latter is 
more obvious when using a directive array that can 
be aimed at the sun. 

The noise burst and visible change will almost 
certainly be accompanied by particle radiation 
increase, the radio effects of which will be in- 
creased absorption of hf signal energy, and possibly 
auroral conditions on 28 MHz or the vhf bands, 
one to four days later. (Rising K-index on WWV, 
possibly without warning on previous bulletins.) 

Slower growth, barely distinguishable from day 
to day, will be accompanied by rising solar-flux 
numbers, probably a point or two daily, and a 
gradual improvement in hf conditions that will last 
as long as ће K-index remains low. A rise in muf 
will be apparent at such times, and propagation 
will remain good on all frequencies for several 
days, barring sudden solar change which is always a 
possibility. 

If, on the first attempt at solar viewing, one 
sees sizeable spots or groups, it is well to remember 
that these may represent activity in a declining 
phase. If so, they may move across the disk with 
only minor apparent change. Keep watch though; 
the area could be brought back to active state again 
by forces not yet fully understood. This is why 
long-term predictions are doomed to occasional 
abject failure and why short-term prediction, using 
all the tools available, is such an exciting and useful 
pursuit. 


Solar Flux vs. Sunspot Number 


The question is often raised as to why we have 
both the 2800-MHz SolarFlux Index and the 
Zurich Sunspot Number as indicators of solar 
activity. The answer lies in history and its continu- 
ity with the future. 

Awareness of the infinite variation of the sun 
began almost with the invention of the telescope, 
but study of it was largely surreptitious and 
sporadic at first. There was a strong religious 
attachment to the sun and the heavens in Galileo's 
time, and a questioning attitude was actively 
discouraged. In addition, there is good evidence 
that the sun entered a period of some 70 years of 
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relative calm in the middle 16005: Though sunspots 
were seen frequently by Galileo and other early 
users of his invention, variations in the solar 
surface became so rare after about 1640 that new 
spots or groups were hailed as scientific 
curiosities? 

Record-keeping of sorts began about 100 years 
later, but up to the middle of the 18th century the 
accuracy of the surviving records is not high. Even 
thereafter, observing was done with many levels of 
sophistication, and it still is today. Thus, any 
long-term statistics must take the equipment used, 
the natural conditions of the site, and the skill and 
diligence of the observer into account. A Swiss 
astronomer devised a simple formula for what is 
called the “Wolf Number” in his honor: 


R - K(0g * f) 


where R is the sunspot number, К an observer 
rating factor, g the number of groups visible, and f 
the total number of spots seen, regardless of size. 
That the Wolf Number is still in use, with all its 
ambiguity, is recognition of its worth as a statis- 
tical link with history, but it has little in its favor 
otherwise. Today’s radio amateur need only run 
off a few Wolf Numbers based on his daily 
observation of the sun and the concurrent behavior 
of the radio spectrum to realize that “sunspot 
number” has little relevance to the radio communi- 
cations scene in this half of the 20th century. 

Long-term statistics inevitably involve some 
“smoothing” of original data. Even the 2800-MHz 
solar flux given hourly on WWV is a smoothed 
value, but it tracks much better with observed 
variations in radio conditions and the appearance 
of the sun than any other available statistic. 

The individual observer of the sun can establish 
his own Wolf-equation K factor by working out 
examples of his observed g and f, and finding the 
average for K that tracks well with the information 
given in Fig. 19-1. This is an interesting exercise, 
but it will show that, for our purposes, the solar 
flux is the only muf indicator we really need. 


Monitoring Solar Noise 


Radiation from the sun is recorded on many 
frequencies at many sites all over the world. 
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Combined charts of the results for the same time 
and date show marked differences from one 
frequency to another in the level of noise from the 
sun. Great equipment sophistication is not required 
for monitoring solar noise, and the curious amateur 
may find it an interesting project. In any location 
where man-made noise is low, a reasonably good 
receiver and a directional antenna fhat can be 
aimed at the sun will yield some solar noise. In 
fact, the "quiet sun" is a good noise generator with 
which to rate antenna and receiver system perfor- 
mance on most frequencies where directive anten- 
nas are used in amateur communication. 

Increasing interest in amateur moonbounce and 
satellite communication have made antenna con- 
trol in both azimuth and elevation much more 
common than in the past and have increased our 
sun-noise consciousness accordingly. Recording 
changes in received sun noise could add a useful 
dimension to any propagation-observation pro- 
gram: Hf, vhf, or uhf. The idea is not exactly new. 
See reference 3. 

The most interesting projects in amateur radio 
tend to be those where we can start at the beginner 
level and get interesting results at moderate cost, 
then work up by stages, making worthwhile 
improvements for as long as we want to carry on 
the effort. Monitoring of the sun and the observa- 
tion and recording of radio propagation variations, 


WAVE PROPAGATION 


with a view to making better use of our on-the-air 
time, make a game of great fascination that can be 
played at ever-increasing levels of sophistication. 
You may never get enough of it. 


Propagation References 
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A black-box viewing device (Tomcik, K4HYF) for 
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(Photocopy from ARRL, 75 cents and stamped 
envelope.) 

3 Bray and Kirchner, “Antenna Patterns from 
the Sun,” QST, July, '1960. Wilson, “432-MHz 
Solar Patrol,” OST, August, 1967. 

*Davies, "lonospheric Radio Propagation,” 
NBS Monograph 80, out of print. Available in 
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5 See reference 4, p. 45. 

“Bain, “VHF Propagation by Meteor Trail 
Ionization,” QST, May, 1974. Table of major 
meteor showers, “Radio Amateurs УНЕ Manual,” 

7Hall, “High-Frequency Propagation Estima- 
tions for the Radio Amateur," QST, March, 1972. 

"World Radio and TV Handbook, Billboard 
Publications, London WIVIPG; 2160 Patterson 
Street, Cincinnati, Ohio 45124. Gilfer Associates, 
Box 239, Park Ridge, NJ 07656 - 

*Eddy, "The Maunder Minimum,” digest of 
longer paper, QST for July, 1976. 


WWV PROPAGATION BULLETIN SERVICE LOST 


With portions of this Handbook already print- 
ing, changes in the WWV format were made, 
deleting the propagation bulletins formerly broad- 
cast at 18 minutes after the hour. Termination of 
the 14-after information was also under considera- 


tion, though there was some prospect that this 
service might be saved. For the latest available 
information, see the propagation information that 
runs regularly in QST. Changes of any major nature 
will also be announced via WI AW bulletin. 


Transmission Lines 
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Transmission Lines 


Transmission lines, and the theory behind 
them, play an important role in many phases of 
radio communication. This is because the basic 
principles involved can be applied to a wide variety 
of problems. Types of transmission lines include 
simple two-conductor configurations such as the 
familiar coaxial cable and TV parallel-wire line. 
Such lines are useful from power frequencies to 
well up into the microwave region and form 
perhaps the most important class. The waveguide is 
representative of a second type. Here, the conduc- 
tor configuration is rather complex and ordinary 
concepts such as voltage and current tend to 
become obscure. As a consequence, various para- 
meters are expressed in terms of the electric and 
magnetic fields associated with the line. Finally, 
the propagation of electromagnetic energy through 
space itself is closely related to similar phenomena 
in wave guides and transmission lines. In fact, the 
only significant physical differénce is that the 
power density in a wave propagated in space 
decreases with increasing distance while it is 
possible to transmit power over long distances with 
conventional lines with little attenuation. This is 
because power flow is essentially confined to one 
dimension in the latter case while the three- 
dimensional aspect of space does not permit such 
confinement. 


Transmission Lines and Circuits 


A transmission line differs from an ordinary 
circuit in one very important aspect. Delay effects 
associated with the finite propagation time of 
electromagnetic energy are often neglected in 
network design since the dimensions involved are 
normally small compared to the wavelength of any 
frequencies present in the circuit. This is not true 
in transmissionine considerations. The finite 
propagation time becomes a factor of paramount 
importance. This can be illustrated with the aid of 
Fig. 1. A transmission line separates a source at 
point g from a load at point a by a distance I. If the 
line is uniform (same conductor shape at any cross 
section along the line), only two parameters are 
required to express the line properties completely. 
These are the phase velocity, ур, and the charac- 
teristic impedance, Zo. If the line can be con- 
sidered lossless as well, 20 becomes a pure resis- 
tance, Ro. 

Assume that а very short burst of power is 


emitted from the source. This is represented by the 
vertical line at the left of the series of lines in Fig. 
2. As the pulse voltage appears across the load Za, 
all the energy may be absorbed or part of it may be 
reflected in much the same manner energy in a 
wave in water is reflected as the wave hits a steep 
breakwater or the end of a container. This 
reflected wave is represented by the second line in 
the series and the arrow above indicates the 
direction of travel. As the latter wave reaches the 
source, the process is again repeated with either all 
of the energy being absorbed or partially reflected. 

The back-and-forth cycle is actually an infinite 
one but after a few reflections, the intensity of the 
wave becomes very small. If, instead of a short 
pulse, a continuous voltage is applied to the 
terminals of a trarismission line, the voltage at any 
point along the line will consist of a sum of 
voltages of the composite of waves traveling 
toward the right and a composite of waves trav- 
eling toward the left. The total sum of the waves 
traveling toward [he right is called the forward 
wave ог incident wave while the one traveling 
toward the left is called the reflected wave. 
Provided certain conditions concerning Z, are met, 
there will be a net flow of energy from the source 
to the load with a fraction of the energy being 
stored in the "standing" waves on the line. This 
phenomenon is identical to the case of a coupled 
resonator with ordinary circuit elements and sec- 
tions of transmission line are often used for this 
purpose especially in the vhf/uhf region. The 
duplexer found in many vhf repeaters is a common 
example. 


Line Factors and Equations 


Since transmission lines are usually connected 
between lumped or discrete circuitry, it is con- 


Fig. 1 — Source and load connected by means of a 
transmission line. 
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Fig. 2 — Magnitudes of components for forward 
and reverse traveling waves of a short pulse on a 
transmission line. 


venient to be able to express the input impedance 
of a line in terms of the output or load impedance. 
A line treated this way is then similar to a filter ог 
matching network with a given load impedance. 
One caution should be kept in mind in applying 
such relations and that is the manner in which the 
source and load are connected to the line can be 
important There are always some “parasitic” 
effects arising from connectors and post-connector 
circuit configuration that may cause the line to 
“see” a different impedance than if measurements 
were made at the load terminals directly. This is 
indicated by the abrupt change in line dimensions 
at points а and g in Fig. 1. Even though the short 
line connecting the generator to the main trans- 
mission line (and the one connecting the load to 
the line) might have the same characteristic 
impedance, if the sizes are different, a mismatch 
will still occur. Normally, this effect can be 
neglected at hf but becomes important as the 
frequency of operation is extended into the vhf 
region and above. 3 

In referring to the previous example shown in 
Fig. 2, the ratio of the voltage in the reflected wave 
to that of the voltage in the incident wave is 
defined as the voltage reflection coefficient desig- 
nated by the Greek letter, Г,ог by p. The relation 
between the output resistance, Ка, the output 
теасіапсе, Ха, the line impedance, Zo, and the 
magnitude of the reflection coefficient is 


Ro)? + 


Note that if Ва is equal to Ro, and if ха is 0 the 
reflection coefficient is 0 which represents 
“matched” conditions. All the energy in the 
incident wave is transferred to the load. In effect, 
it was as if there were an infinite line of character- 
istic impedance Zo connected at а. On the other 
hand, if Ка is 0, regardless of the value of ха the 
reflection coefficient is 1.0. This means all the 
power is reflected in much the same manner as 
radiant energy is reflected from a mirror. 

If there are no reflections from the load, the 
voltage distribution along the line is constant or 
"flat" while if reflections exist, a standing-wave 
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pattern will result. The ratio of the maximum 
voltage on the line to the minimum value (provided 
the line is longer than a quarter wavelength) is 
defined as the voltage standing-wave ratio (VSWR). 
The VSWR is related to the reflection coefficient 
by 


s dT 

vsw = т 

and this latter definition is а more general опе valid 
for any line length. Quite often, the actual load 
impedance is unknown and an alternate way of 
expressing the reflection coefficient is 


/ P, r 

f 
where Pr is the power in the reflected wave and Pf 
is the power in the forward wave. The parameters 
are relatively easy to measure with power meters 
available commercially or with homemade designs. 
However, it is obvious there can be no other power 
sources at the load if the foregoing definition is to 
hold. For instance, the reflection coefficient of the 
generator in the example shown in Fig. 2 is 0.9. 
This value could have been obtained by substi- 
tuting the generator resistance and reactance into a 
previous formula for reflection coefficient, but not 

by measurement if the source were activated. 

Fortunately, it is possible to determine the 
input resistance and reactance of a terminated line 
if the load resistance and reactance are known, 
along with the line length and characteristic 
impedance. (With actual lines, the physical length 
must be divided by the velocity factor of the cable 
which gives the value of / in the following 

formula.) The equations are: 


та (1 + tan? gl) 


(1 — x, tanpi} + (ra tan gl)? 


E (1 — tan251) + (1 2 — х„?®)апв!_ 


(1 — ха tan 8)? + (ra tan 8)? 


lin = 


for а 1-9 line. Equations are often “normalized” 
this way in order to make universal tables or plots 
that cover a wide range of values. If characteristic 
impedances (Zo) other than 1.0 are to be used, the 
following set of conversions apply where Ка and 
Xa are the load resistance and reactance and Rin 
and Xj, represent the resistance and reactance at 
the input end of the line. 


Rin = Zolin 


ха ‚ Xin = Zo Xin 


In order to determine the value of the tangent 
function, either the line length in meters or feet, 
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Fig. 3 — Normalized input reactance and resistance vs. 
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along with the frequency in MHz can be substi- 
tuted into the following expressions: 


81 (degrees) = 1.2 f (мне) X Г (meters) 
BI (degrees) = 0.367 мне) X | (teet) 


Since the foregoing transmission-line equations 
are somewhat awkward to work with, various plots 
have been devised that permit a graphical solution. 
However, with modern programmable calculators, 
even those in a moderate price class, it takes 
approximately 4 seconds to solve both equations. 
The plots shown in Fig. 3A and Fig. 3B were 
computed in this manner. The curves are for rin 
and му for various values of ra (ха equal to 0) and 
line length in degrees. Note that 90 degrees appears 
to be a "critical" value and represents a line length 
of a quarter wavelength. As this value is 
approached, the transmission-line equations can be 
approximated by the formulas: 


If xq is zero, the formula for a quarter-wavelength 


КО 
20 
А! (DEGREES) 


(В) 
line length for various values of га (xq equal to 0). 


transformer is obtained which is 


Rin = 202/8, 


Quite often, it is mistakenly assumed that 
power reflected from a load represents power 
“Jost” in some way. This is only true if there is 
considerable loss in the line itself and the.power is 
dissipated on the way back to the source. On the 
other hand, the quarter-wavelength transformer is 
an example where reflections on a lossless line сап 
actually be used to advantage in matching a load 
impedance that is different from the source 
impedance. 

If the terminating resistance is zero, the input 
resistance is also zero. In effect, the line and load 
act as a pure reactance which is given by the 
formula: 


_ ха + tang! 
Жш "I x tang? 


The special cases where the terminating reactance 
is either zero or infinity are given by the respective 
formulas: 


Xin = tang] , Xin = – cot gl 


A short length of line with a short circuit as a 
terminating load appears as an inductor while an 
open-circuited line appears as a capacitance. 
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MATCHING THE ANTENNA TO THE LINE 


The load for a transmission line may be any 
device capable of dissipating rf power. When lines 
are used for transmitting applications the most 
common type of load is an antenna. When a 
transmission line is connected between an antenna 
and a receiver, the receiver input circuit (not the 
antenna) is the load, because the power taken from 
a passing wave is delivered to the receiver. 

Whatever the application, the conditions 
existing at the load, and only the load, determine 
the standing-wave ratio on the line. If the load is 
purely resistive and equal in value to the character- 
istic impedance of the line, there will be no 
standing waves. In case the load is not purely 
resistive, and/or is not equal to the line 20, there 
will be standing waves. No adjustments that can be 
made at the input end of the line can change the 
SWR, nor is it affected by changing the line length. 

Only in a few special cases is the load 
inherently of the proper value to match a 
practicable transmission line. In all other cases it is 
necessary either to operate with a mismatch and 
accept the SWR that results, or else to take steps to 
bring about a proper match between the line and 
load by means of transformers or similar devices. 
Impedance-matching transformers may take a 
variety of physical forms, depending on the 
circumstances. 

Note that it is essential, if the SWR is to be. 
made as low as possible, that the load at the point 
of connection to the transmission line be purely 
resistive. In general, this requires that the load be 
tuned to resonance. If the load itself is not 
resonant at the operating frequency the’ tuning 
sometimes can be accomplished in the matching 
system. 


THE ANTENNA AS A LOAD 


Every antenna system, no matter what its 
physical form, will have a definite value of 
impedance at the point where the line is to be 
connected. The problem is to transform this 
antenna input impedance to the proper value to 
match the line. In this respect there is no one 
"best" type of line for a particular antenna system, 
because it is possible to transform impedances in 
any desired ratio. Consequently, any type of line 
may be used with any type of antenna. There are 
frequently reasons other than impedance matching 
that dictate the use of one type of line in 
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Fig. 20-10A — “Q” matching section, a quarter-wave 
impedance transformer. 
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Fig. 20-10B — The folded dipole, а method for using 
the antenna element itself to provide an impedance 
transformation. 


preference to another, such as ease of installation, 
inherent loss in the line, and so on, but these are 
not considered in this section. 

Although the input impedance of an antenna 
system is seldom known very accurately, it is often 
possible to make a reasonably close estimate of its 
value. 

Matching circuits can be built using ordinary 
coils and capacitors, but are not used very 
extensively because they must be supported at the 
antenna and must be weatherproofed. The systems 
to be described use linear transformers. 


The Quarter-Wave Transformer or 
“О” Section 


As mentioned previously, a quarter-wave trans- 
mission line may be used as an impedance trans- 
former. Knowing the antenna impedance and the 
characteristic impedance of the transmission line to 
be matched, the required characteristic impedance 
of a matching section such as is shown in Fig. 


20-10A is: 
Z- 72170 (20-H) 


Where 21 is the antenna impedance and ZO is the 
characteristic impedance of the line to which it is 
to be matched. 


Example: To match a 600-ohm line to an antenna pre- 
senting a 72-ohm load, the quarter-wave matching wction 
‘would require a characteristic impedance of 


TEX 800 = 23.200 = 208 ohms 


The spacings between conductors of various sizes 
of tubing and wire for different surge impedances 


The Antenna as а Load 
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Fig. 20-11 — Impedance transformation ratio, 


two-conductor folded dipole. The dimensions 91, 
d2 and s are shown on the inset char d Curves 
show the ratio of the impedance (resistive) seen by 
the transmission line to the radiation resistance of 
the resonant antenna system. 


are given in graphical form in the chapter on 
“Transmission Lines.” (With 1/2-inch tubing, the 
spacing in the example above should be 1.5 inches 
for an impedance of 208 ohms.) 

The length of the quarter-wave matching 
section may be calculated from 


Length (feet) = e оол 
where V = Velocity factor. 
f= Frequency in MHz 


Example: A quarter-wave transformer of RG-11/U is to 
be used at 28.7 MHz. From the table 20-1, V = 0.66. 


Length = мек 0ле = 5.65 feet 


= 5 feet 8 inches 


The antenna must be resonant at the operating 
frequency. Setting the antenna length by formula 
is amply accurate with single-wire antennas, but in 
other systems, particularly close-spaced arrays, the 
antenna should be adjusted to resonance before the 
matching section is connected. 

When the antenna input impedance is not 
known accurately, it is advisable to construct the 
matching section so that the spacing between 
conductors can be changed. The spacing then may 
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be adjusted to give the lowest possible SWR on the 
transmission line. 


Folded Dipoles 


A half-wave antenna element can be made to 
match various line impedances if it is split into two 
or more parallel conductors with the transmission 
line attached at the center of only one of them. 
Various forms of such “folded dipoles” are shown 
in Fig. 20-10B. Currents in all conductors are in 
phase in a folded dipole, and since the conductor 
spacing is small the folded dipole is equivalent in 
radiating properties to an ordinary single-conduc- 
tor dipole. However, the current flowing into the 
input terminals of the antenna from the line is the 
current in one conductor only, and the entire 
power from the line is delivered at this value of 
current. This is equivalent to saying that the input 
impedance of the antenna has been raised by 
splitting it up into two or more conductors. 

The ratio by which the input impedance of the 
antenna is stepped up depends not only on the 
number of conductors in the folded dipole but also 
on their relative diameters, since the distribution of 
current between conductors is a function of their 
diameters. (When one conductor is larger than the 
other, as in Fig. 20-10B, the larger one carries the 
greater current.) The ratio also depends, in general, 
‘on the spacing between the conductors, as shown 
by the graphs of Figs. 20-11 and 20-12. An 
important special case is the 2-conductor dipole 
with conductors of equal diameter; as a simple 
antenna, not a part of a directive array, it has an 
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Fig. 20-12 — Impedance transformation ratio, 
three-conductor folded dipole. The dimensions 41, 
92 and s are shown on the inset drawing. Curves 
show the ratio of the impedance (resistive) seen by 
the transmission line to the radiation resistance of 
the resonant antenna system, 
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Fig. 20-13 — The “Т” match and “датта” match. 


inputimpedance close enough to 300 ohms to 
afford a good match to 300-ohm Twin-Lead. 

The required ratio of conductor diameters to 
give a desired. impedance ratio using two 
conductors may be obtained from Fig. 20-11. 
Similar information for a 3-conductor dipole is 
given in Fig. 20-12. This graph applies where all 
three conductors are in the same plane. The two 
conductors not connected to the transmission line 
must be equally spaced from the fed conductor, 
and must have equal diameters. The fed conductor 
may have a different diameter, however. The 
unequal-conductor method has been found particu- 
larly useful in matching to low-impedance antennas 
such as directive arrays using close-spaced parasitic 
elements. 

‘The length of the antenna element should be 
such as to be approximately self-resonant at the 
median operating frequency. The length is usually 
not highly critical, because a folded dipole tends to 
have the characteristics of a “thick” antenna and 
thus has a relatively broad frequency-response 
curve, 


“Т” and “Gamma” Matching Sections 


The method of matching shown in Fig. 20-13A 
is based on the fact that the impedance between 
any two points along a resonant antenna is 
resistive, and has a value which depends on the 
spacing between the two points. It is therefore 
possible to choose a pair of points between which 
the impedance will have the right value to match a 
transmission line. In practice, the line cannot be 
connected directly at these points because the 
distance between them is much greater than the 
conductor spacing of a practicable transmission 
line. The “T” arrangement in Fig. 20-13A 
overcomes this difficulty by using a second 
conductor paralleling the antenna to form a 
matching section to which the line may be 
connected. 

The “T” is particularly suited to use with a 
parallel-conductor line, in which case the two 
points along the antenna should be equidistant 
from the center so that electrical balance is 
maintained, 
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The operation of this system is somewhat 
complex, Each “T” conductor (y in the drawing) 
forms with the antenna conductor opposite it a 
short section of transmission line. Each of these 
transmission-line sections can be considered to be 
terminated in the impedance that exists at the 
point of connection to the antenna. Thus the part 
of the antenna between the two points carries a 
transmission-line current in addition to the normal 
antenna current. The two transmission-line match- 
ing sections are in series, as seen by the main 
transmission line. 

If the antenna by itself is resonant at the 
operating frequency its impedance will be purely 
resistive, and in such case the matching-section 
lines are terminated in a resistive load. However, 
since these sections are shorter than a quarter 
wavelength their input impedance — ie., the 
impedance seen by the main transmission line 
looking into the matching-section terminals — will 
be reactive as well as resistive. This prevents a 
perfect match to the main transmission line, since 
its load must be a pure resistance for perfect 
matching. The reactive component of the input 
impedance must be tuned out before a proper 
match can be secured. 

One way to do this is to detune the antenna 
just enough, by changing its length, to cause 
reactance of the opposite kind to be reflected to 
the input terminals of the matching section, thus 
cancelling the reactance introduced by the latter. 
Another method, which is considerably easier to 
adjust, is to insert a variable capacitor in series with 
the matching section where it connects to the 
transmission line, as shown in Fig. 21-39. The 
capacitor must be protected from the weather. 

The method of adjustment commonly used is 
to cut the antenna for approximate resonance and 
then make the spacing x some value that is 
convenient constructionally. The distance y is then 
adjusted, while maintaining symmetry with respect 
to the center, until the SWR on the transmission 
line is as low as possible. If the SWR is not below 2 
to 1 after this adjusment, the antenna length 
should be changed slightly and the matching 
section taps adjusted again. This procedure may be 
continued until the SWR is as close to 1 to 1 as 
possible. 

When the series-capacitor method of reactance 
compensation is used (Fig. 21-32), the antenna 
should be the proper length to be resonant at the 
operating frequency. Trial positions of the 
matching-section taps are then taken, each time 
adjusting the capacitor for minimum SWR, until 
the standing waves on the transmission line are 
‘brought down to the lowest possible value. 

‘The unbalanced (“gamma”) arrangement in Fig. 
20-13B is similar in principle to the "T," but is 
adapted for use with single coax line. The method 
of adjustment is the same. 


BALANCING DEVICES 


Ап antenna with open ends, of which the 
half-wave type is an example, is inherently a 
balanced radiator. When opened at the center and 
fed with a parallel-conductor line this balance is 


Balancing Devices 


maintained throughout the system, so long as the 
causes of unbalance discussed in the transmission- 
Tine chapter are avoided. 

If the antenna is fed at the center through a 
coaxial line, as indicated in Fig. 20-14A, this 
balance is upset because one side of the radiator is 
connected to the shield while the other is 
connected to the inner conductor. On the side 
connected to the shield, a current can flow down 
over the outside of the coaxial line, and the fields 
thus set up cannot be canceled by the fields from 
the inner conductor because the fields inside the 
line cannot escape through the shielding afforded 
by the outer conductor. Hence these “antenna” 
currents flowing on the outside of the line will be 
responsible for radiation. 


Linear Baluns 


Line radiation can be prevented by a number of 
devices whose purpose is to detune or decouple the 
line for “antenna” currents and thus greatly reduce 
their amplitude. Such devices generally are known 
as baluns (a contraction for “balanced to 
unbalanced”). Fig. 20-148 shows one such 
arrangement, known as a bazooka, which uses a 
sleeve over the transmission line to form, with the 
Outside of the outer line conductor, a shorted 
quarter-wave line section. As described earlier in 
this chapter, the impedance looking into the open 
end of such a section is very high, so that the end 
of the outer conductor of the coaxial line is 
effectively insulated from the part of the line 
below the sleeve. The length is an electrical quarter. 
wave, and may be physically shorter if the 
insulation between the sleeve and the line is other 
than air. The bazooka has no effect on the 
impedance relationships between the antenna and 
the coaxial line, 

Another method that gives an equivalent effect 
is shown at C. Since the voltages at the antenna 
terminals are equal and opposite (with reference to 
ground), equal and opposite currents flow on the 
surfaces of the line and second conductor. Beyond 
the shorting point, in the direction of the 
transmitter, these currents combine to cancel out. 
The balancing section “looks like" an open circuit 
to the antenna, since it is a quarter-wave 
parallel-conductor line shorted at the far end, and 
thus has no effect on the normal antenna 
operation. However, this is not essential to the 
line-balancing function of the device, and baluns of 
this type are sometimes made shorter than a 
quarter wavelength in order to provide the shunt 
inductive reactance required in certain types of 
matching systems. 

Fig. 20-14D shows a third balun, in which equal 
and opposite voltages, balanced to ground, are 
taken from the inner conductors of the main 
transmission line and half-wave phasing section. 
Since the voltages at the balanced end are in series 
while the voltages at the unbalanced end are in 
parallel, there is a 4-10-1 step-down in impedance 
from the balanced to the unbalanced side. This 
arrangement is useful for coupling between a 
balanced 300-ohm line and a 75-ohm coaxial line, 
for example. 
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Fig. 20-14 — Radiator with coaxial feed (A) and 
methods of preventing unbalanced currents from 
flowing on the outside of the transmission line (B 
and С). The half-wave phasing section shown at D 
is used for coupling between an unbalanced and a 
balanced circuit when a 4-to-1 impedance ratio is 
desired or can be accepted, 
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OTHER LOADS AND BALANCING DEVICES 


The most important practical load for a 
transmission line is an antenna which, in most 
cases, will be "balanced" — that is, symmetrically 
constructed with respect to the feed point. Aside 
from considerations of matching the actual 
impedance of the antenna at the feed point to the 
characteristic impedance of the line (if such 
matching is attempted) a balanced antenna should 
be fed through a balanced transmission line in 
order to preserve symmetry with respect to ground 
and thus avoid difficulties with unbalanced 
currents on the line and consequent undesirable 
radiation from the transmission line itself. 

1f, as is often the case, the antenna is to be fed 
through coaxial line (which is inherently unbal- 
anced) some method should be used for connecting 
the line to the antenna without upsetting the 
symmetry of the antenna itself. This requires a 
circuit that will isolate the balanced load from the 
unbalanced line while providing effecient power 
transfer. Devices for doing this are called baluns. 
The types used between the antenna and 
transmission line are generally “linear,” consisting 
of transmission-line sections. 

The need for baluns also arises in coupling a 
transmitter to a balanced transmission line, since 
the output circuits of most transmitters have one 
side grounded. (This type of output circuit is 
desirable for a number of reasons, including ТУТ 
reduction.) The most flexible type of balun for this 
purpose is the inductively coupled matching 
network described in a subsequent section in this 
chapter. This combines impedance matching with 
balanced-to-unbalanced operation, but has the 
disadvantage that it uses resonant circuits and thus 
can work over only a limited band of frequencies 
without readjustment. However, if a fixed 
impedance ratio in the balun can be tolerated, the 
coil balun described below can be used without 
adjustment over a frequency range of about 10 to 
1 – 3 to 30 MHz, for example. 


Coil Baluns 


The type of balun known as the “сой balun” is 
based on the principles of linear-transmission-line 
balun as shown in the upper drawing of Fig. 20-15. 
Two transmission lines of equal length having a 
characteristic impedance (Zo) are connected іп se- 
ries at one end and in parallel at the other. At the 
series-connected end the lines are balanced to 
ground and will match an impedance equal to 220. 
At the parallel-connected end the lines will be 
matched by an impedance equal to Zo/2. One side 
may be connected to ground at the parallel- 
connected end, provided the two lines have a 
length such that, considering each line as a single 
wire, the balanced end is effectively decoupled 
from the parallel-connected end. This requires a 
length that is an odd multiple of 1/4 wavelength. 

‘A definite line length is required only for 
decoupling purposes, and so long as there is 
adequate decoupling the system will act as a 4-10-1 
impedance transformer regardless of line length. If 
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Fig. 20-15 — Baluns for matching between 
push-pull and single-ended circuits. The impedance 
ratio is 4 to 1 from the push-pull side to the 
unbalanced side. Coiling the lines (lower drawing) 
increases the frequency range over which satisfac- 
tory operation is obtained. 


each line is wound into a coil, as in the lower 
drawing, the inductances so formed will act as 
choke coils and will tend to isolate the 
series-connected end from any ground connection 
that may be placed on the parallel-connected end. 
Balun coils made in this way will operate over a 
wide frequency range, since the choke inductance 
is not critical. The lower frequency limit is where 
the coils are no longer effective in isolating one end 
from the other; the length of line in each coil 
should be about equal to a quarter wave-length at 
the lowest frequency to be used. 

The principal application of such coils is in 
going from a 300-ohm balanced line to a 75-ohm 
coaxial line. This requires that the 20 of the lines 
forming the coils be 150 ohms. 

A balun of this type is simply a fixed-ratio 
transformer, when matched. It cannot compensate 
for inaccurate matching elsewhere in the system. 
With а “300-ohm” line on the balanced end, for 
example, a 75-ohm coax cable will not be matched 
unless the 300-ohm line actually is terminated in a 
300-ohm load. 


TWO BROAD-BAND 
TOROIDAL BALUNS 


Airwound balun transformers are somewhat 
bulky when designed for operation in the 1.8- to 
30-MHz range. A more compact broad-band 
transformer can be realized by using toroidal 
ferrite core material as the foundation for 
bifilar-wound coil balun transformers. Two such 
baluns are described here. 

In Fig. 20-16 at A, a 1:1 ratio balanced-to- 
unbalanced-line transformer is shown. This trans- 
former is useful in converting a 50-ohm balanced 
line condition to one that is 50 ohms, unbalanced. 
Similarly, the transformer will work between 
balanced and unbalanced 75-ohm impedances. 
A 4:1 ratio transformer is illustrated in Fig. 20-16 
at B. This balun is useful for converting a 200-ohm 
balanced condition to one that is 50 ohms, 
unbalanced, In a like manner, the transformer can 
be used between a balanced 300-ohm point and a 
75-ohm unbalanced line. Both balun transformers 
will handle 1000 watts of rf power and are 
designed to operate from 1.8 through 60 MHz. 


Broad-Band Toroidal Baluns 


T 
Fig. 20- 16— Schematic 
and pictorial represen- 
tations of the balun 
transformers. T1 and 
T2 are wound on 
CF-123 toroid cores 
(see footnote 1, and the 
text). J1 and ЈА are 
50-239-1уре coax con- 
nectors, or similar, Ј2, 
УЗ, J5, and J6 are 
steatite feedthrough 
bushings. The windings 
are labeled a, b, and c 43 
to show the relation- 
ship between the pi 
torial and schematic il- тд 
lustrations. 
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Low-loss high-frequency ferrite core material is 
used for Tl and T2.1.3 The cores are made from 
Q-2 material and cost approximately $5.50 in 
single-lot quantity. They are 0.5 inches thick, have 
an OD of 24 inches, and the ID is 1.4 inches. The 
permeability rating of the cores is 40. A packaged 
one-kilowatt balun kit, with winding instructions 
for 1:1 or 4:1 impedance transformation ratios, is 
available, but uses a core of slightly different 
dimensions. 


Winding Information 


The transformer shown in Fig. 20- 16 at A has 
а trifilar winding consisting of 10 turns of No. 14 
formvar-insulated copper wire. A 10-turn bifilar 
winding of the same type of wire is used for the 
balun of Fig. 20-16 at B. If the cores have rough 
edges, they should be carefully sanded until 
smooth enough to prevent damage to the wire’s 
formvar insulation, The windings should be spaced 
around the entire core as shown in Fig. 20 - 17. 
Insulation can be used between the core material 
and the windings to increase the power handling 
capabilities of the core. 


Using the Baluns 


For indoor applications, the transformers can 
be assembled open style, without benefit of a 
protective enclosure. For outdoor installations, 
such as at the antenna feed point, the balun should 
be encapsulated in epoxy resin or mounted in a 


1 Available in si 


lelot quantity from Permag 
бы 88-06 Уап Wyci 


Expy, Jamaica, NY 11418. 


lon Associates, 12033 Otsego Street, 


Amid 

Norte Hollywood, CA 91601. 
З Toroid cores are also available from Ferrox- 

cube Corp. of America, Saugerties, NY 12477, 
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suitable weather-proof enclosure. A Minibox, 
sealed against moisture, works nicely for the latter, 


NONRADIATING LOADS 


Typical examples of nonradiating loads for a 
transmission line are the grid circuit of a power 
amplifier (considered in the chapter on transmit- 
ters), the input circuit of a receiver, and another 
transmission line. This last case includes the 
“antenna tuner” — a misnomer because it is 


Fig. 20-17 — Layout of a kilowatt 4:1 toroidal 
balun transformer. Phenolic insulating board is 
mounted between the transformer and the Minibox 
wall to prevent short-circuiting. The board is held 
in place with epoxy cement. Cement is also used to 
secure the transformer to the board. For outdoor 
use, the Minibox cover can be installed, then sealed 
against the weather by applying epoxy cement 
along the seams of the box. 
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Fig. 20-18 — Networks for matching alow-Z 
transmitter output to random-length end-fed wire 
antennas. 


actually a device for coupling a transmission line to 
the transmitter. Because of its importance in 
amateur installations, the antenna coupler is 
considered separately in a later part of this chapter. 


Coupling to a Receiver 


A good match between an antenna and its 
transmission line does not guarantee a low 
standing-wave ratio on the line when the antenna 
system is used for receiving. The SWR is 
determined wholly by what the line "sees" at the 
receiver’s antenna-input terminals, For minimum 
SWR the receiver input circuit must be matched to 
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the line. The rated input impedance of a receiver is 
а nominal value that varies over a considerable 
range with frequency. Most hf receivers are sensi- 
tive enough that exact matching is not necessary. 
The most desirable condition is that in which the 
receiver is matched to the line Zo and the line in 
turn is matched to the antenna. This transfers 
maximum power from the antenna to the receiver 
with the least loss in the transmission line. 


COUPLING TO RANDOM-LENGTH 
ANTENNAS 


Several impedance-matching schemes are shown 
in Fig. 20-18, permitting random-length wires to be 
matched to normal low-Z transmitter outputs. The 
circuit used will depend upon the length of the 
antenna wire and its impedance at the desired 
operating frequency. Ordinarily, one of the four 
methods shown will provide а suitable impedance 
match to an end-fed random wire, but the 
configuration will have to be determined experi- 
mentally. For operation between 3.5 and 30 MHz, 
C1 can be a 200-pF type with suitable plate 
spacing for the power level in use. C2 and C3 
should be 500-pF units to allow for flexibility in 
matching. L1, ТА, and L5 should be tapped ог 
rotary inductors with sufficient /, for the operating 
frequency. L3 can be a tapped Miniductor coil 
with ample turns for the band being used. An SWR 
bridge should be used as a match indicator. 


COUPLING THE TRANSMITTER TO THE LINE 


The type of coupling system that will be 
needed to transfer power adequately from the final 
1f amplifier to the transmission line depends almost 
entirely on the input impedance of the line. As 
shown earlier in this chapter, the input impedance 
is determined by the standing-wave ratio and the 
line length. The simplest case is that where the line. 
is terminated in its characteristic impedance so that 
the SWR is 1 to 1 and the imput impedance is 
equal to the Zo of the line, regardless of line 


length, 
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Coupling systems that will deliver power into а 
flat line are readily designed. For all practical 
purposes the line can be considered to be flat if the 
SWR is no greater than about 1.5 to 1. That is, а 
coupling system designed to work into a pure 
resistance equal to the line Zo will have enough 
leeway to take care of the small variations in input 
impedance that will occur when the line length is 
changed, if the SWR is higher than 1 to 1 but no 
greater than 1.5 to 1. 

Current practice in transmitter design is to 


Fig. 20-19 — Simple circuits for coupling a 
transmitter to a balanced line that presents а load 
different than the transmitter output impedance. 
(A) and (B) аге respectively series- and parallel- 
tuned circuits using variable inductive coupling 
between coils, and (C) and (D) are similar but use 
fixed inductive coupling and a variable series 
capacitor, C1. А series-tuned circuit works well 
with a low-impedance load; the parallel circuit is 
better with high-impedance loads (several hundred 
ohms or more). 


Coupling Transmitter to Line 


cs 


Fig. 20-20 — Coupling from a transmitter designed for 50- to 75-ohm output to a coaxial line with a 3- 


ог 4-to-1 SWR is readily accomplished 
adjustable inductive coupling and (B) 


ith these circuits. Essential difference between the circuits is (A) 
inductive coupling with variable series capacitor. 


In either case the circuit can be adjusted to give а 1-to-1 SWR on the meter in the line to the 
transmitter. The coil ends marked "х" should be adjacent, for minimum capacitive coupling. 


provide an output circuit that will work into such a 
line, usually a coaxial line of 50 to 75 ohms 
characteristic impedance. The design of such 
output circuits is discussed in the chapter on 
high-frequency transmitters. If the input impe- 
dance of the transmission line that is to be 
connected to the transmitter differs appreciably 
from the value of impedance into which the 
transmitter output circuit is designed to operate, 
an impedance-matching network must be inserted 
between the transmitter and the line input 
terminals, 


IMPEDANCE-MATCHING CIRCUITS 
FOR TRANSMISSION LINES 


Аз shown earlier in this chapter, the input 
impedance of a line that is operating with a high 
standing-wave ratio can vary over quite wide limits. 
The simplest type of circuit that will match such a 
range of impedances to 50 to 75 ohms is a simple 
series- ог parallel-tuned circuit, approximately 
resonant at the operating frequency. If the load 
presented by the line at the operating frequency is 
low (below a few hundred ohms), a series-tuned 
circuit should be used. When the load is higher 
than this, the parallel-tuned circuit is easier to use. 

Typical simple circuits for coupling between 
the transmitter with 50- to 75-ohm coaxial-line 
output and a balanced transmission line are shown 
in Fig. 20-19. The inductor 11 should have a 
reactance of about 60 ohms when adjustable 
inductive coupling is used (Figs. 20-19A and 
20-19B). When a variable series capacitor is used, 
L1 should have a reactance of about 120 ohms. 
The variable capacitor, C1, should have a reactance 
at maximum capacitance of about 100 ohms. 

On the secondary side, L, and C, should be 
capable of being tuned to resonance at about 80 
percent of the operating frequency. In the 
series-tuned circuits, for a given low-impedance 
load looser coupling can be used between L1 and 
Ls as the Ljto-C, ratio is increased. In the 

. parallel-tuned circuits, for a given high-impedance 
load looser coupling can be used between L1 and 
Ly as the Cp-to-Lp ratio is increased. The constants 
are not critical; the rules of thumb are mentioned 
to assist in correcting a marginal condition where 
sufficient transmitter loading cannot be obtained. 

Coupling to coaxial lines that have a high SWR, 
and consequently may present a transmitter with a 
load it cannot couple “to, is done with an 


unbalanced version of the series-tuned circuit, as 
shown in Fig. 20-20. The rule given above for 
coupling ease and Lto-C, ratio applies to these 
circuits as well. 

The most satisfactory way to set up initially 
any of the circuits of Fig. 20-19 or 20-20 is to 
connect a coaxial SWR bridge in the line to the 
transmitter, as shown in Fig. 20-20. The 
“Monimatch” type of bridge, which can handle the 
full transmitter power and may be left in the line 
for continuous monitoring, is excellent for this 
purpose. However, a simple resistance bridge such 
as is described in the chapter on measurements is 
perfectly adequate, requiring only that the 
transmitter output be reduced to a very low value 
so that the bridge will not be overloaded. To adjust 
the circuit, make a trial setting of the coupling 
(coil spacing in Figs. 20-19A and B and 20-20A, СТ 
setting in others) and adjust С, or Cp for minimum 
SWR as indicated by the bridge. If the SWR is not 
close to practically 1 to 1, readjust the coupling 
and retum C, or Cp, continuing this procedure 
until the SWR is practically 1 to 1. The settings 
may then be logged for future reference. 

In the series-tuned circuits of Figs, 20-20A and 
20-20C, the two capacitors should be set at similar 
settings. The "2C," indicates that a balanced 
series-tuned coupler requires twice the capacitance 
in each of two capacitors as does an unbalanced 
series-tuned circuit, all other things being equal. 

It is possible to use circuits of this type without 
initially setting them up with an SWR bridge. In 
such a case it is a matter of cut-and-try until 
adequate power transfer between the amplifier and 
main transmission line is secured. However, this 
method frequently results in a high SWR in the 
link, with consequent power loss, “hot spots” in 
the coaxial cable, and tuning that is critical with 
frequency. The bridge method is simple and gives 
the optimum operating conditions quickly and 
with certainty. 


A TRANSMATCH FOR BALANCED 
OR UNBALANCED LINES 


Nearly all commercially made transmitters are 


.designed to work into a 50- to 70-ohm load, and 


they are not usually equipped tohandle loads that 
depart far from these values. However, many 
antenna systems (the antenna plus its feed line) 
have complex impedances that make it difficult, if 
not impossible, to load and tune a transmitter 


Fig. 20-21 — The universal Transmatch shown here 
will couple a transmitter to almost any antenna 
system. If the amateur already has a matching 
indicator, the Monimatch section of the circuit can 
be eliminated. The counter dial and knobs are 
James Millen & Co. components, 


Fig. 20-22 — Circuit diagram of the Transmatch. 

The .001-UF capacitors used are disk ceramic. 

C1 — Dual-section or air variable, 200 pF рег 
section (E. F. Johnson 154-507 or Millen 
16250). 

ес — Air € = pF, (E. F. Johnson 154-10 

ОА). 


Mil 
cri: "са ЗА germanium diode. 

J, J2 — Coax chassis connector, type 50-239. 
3, УА, J5 — Isolantite feedthrough insulators. 
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properly. "What is required is a coupling method 
to convert the reactive/resistive load to a 
nonreactive 50-ohm load. This task can be 
accomplished with a Transmatch, a device that 
consists of one or more LC circuits. It can be 
adjusted to tune out any load reactance plus, when 
necessary, transforming the load impedance to 50 
or 70 ohms, 

As has been discussed earlier in this chapter, 
losses in transmission lines depend on several 
factors: the size of the conductors, the spacing 
between conductors, the dielectric material used in 
fhe construction of the feed line, and the 
frequency at which the line is used. Coaxial lines 
can be classed as lossy lines when compared to a 
low-loss line such as open-wire feeders, at least 
below 100 MHz. Because losses increase as the 
SWR increases, the type of line used to feed an 
antenna should be chosen carefully. If the 
transmission line has very low-loss characteristics, 
high standing wave ratios can be tolerated with no 
practical loss of power in the line. 

A wire antenna, fed at the center with 
open-wire line, is the most efficient multiband 
antenna devised to date. For all practical purposes, 
the feed line is lossless, so extremely high SWRs 
can be tolerated. This should not be construed to 
mean that coaxial feed lines cannot be used 
because of a high SWR, but only the very 
expensive types are really suitable in this 
application. 


RANDOM WIRE 
i2 ANTENNA 


L1, L2 — See Fig. 20-25. 

13 — Roller inductor, 28 МН (E. Р. Johnson 
229-203). 

м — 50 ог 100 pA. 

R2 — 68-ohm, 1/2-watt carbon or composi- 

Оез 

R3 — 25,000-оћт control, linear taper. 
— Spst toggle. 

T1 — Balun transformer, see text and Fig. 20-23. 


Fig. 20-23 — Details of the balun bifilar windings. 
The drawing shows the connections required. In 
the actual balun, the turns should be closed spaced 
on = inside of the core and spread evenly on the 
outsi 


The Transmatch shown in Fig.' 20-22 is 
designed to handle practically amy mismatch that 
an amateur is likely to encounter. The unit can ђе 
used with either open-wire feeders, balanced lines, 
coaxial lines, or even an end-fed single wire. 
Frequency range of the unit is from 3 to 30 MHz, 
accomplished without the use of bandswitching. 
Basically, the circuit is designed for use with 
unbalanced lines, such as "coax." For balanced 
lines, a 1:4 (unbalanced-to-balanced) balun is 
‘connected to the output of the Transmatch. 

The chassis used for the Transmatch is made of 

а 16 X 25-inch sheet of aluminum. When bent to 
form a U, the completed chassis measures 
16 X13 X6 inches. When mounting the variable 
capacitors, the roller inductor and the balun, allow 
at least 1/2-inch clearance to the chassis and 
adjoining components. The capacitors should be 
mounted on insulated standoff insulators. The 
balun can be mounted on а cone insulator or piece 
of Plexiglas. 

The balun requires three ferrite cores stacked 
for 2-kW or two cores for 1-kW power levels. 
Amidon type T-200-2 cores are used in making the 
balun.t Each core should be covered with two 
layers of 3M No. 27 glass-cloth insulating tape. 
Next, the cores are stacked and covered with 
another layer of the tape. The winding consists of 
15 bifilar turns of No. 14, Teflon-covered wire. 
‘Approximately 20 feet of wire (two 10-foot 
lengths) are required. 

A template for the etched-circuit Monimatch is 
shown in Fig. 20-25. Details for making etched 
circuits are given in the Construction Practices 
chapter. If the builder desires, a power-type bridge 
can be substituted. Such a unit is described in the 
Measurements chapter. In addition to providing 
standing-wave indications for Transmatch adjust- 
ment purposes, the power bridge will accurately 
measure transmitter output power. 

For coax-to-coax feeder matching, the antenna 
feed line should be connected to J2 of Fig. 20-22. 
Cl and C2 should be set at maximum capacitance 
and power applied to the transmitter. The SWR 
indicator should be switched to read reflected 
power. Then, adjust L3 until there is a drop in the 
reflected reading. C1 and C2 should then be reset, 
along with L3, until a perfect match is obtained. It 
T Amidon Associates, 12033 Otsego Street, North 
Hollywood, CA 91601. 


Fig. 20-24 — Interior view of the Transmatch. The 
etched-circuit Monimatch is mounted 1/2 inch 
above the chassis, Both C1 and C2 must be 
mounted on insulated stand-offs and insulated 
shaft couplers used between the capacitors and the 
panel knobs. Likewise, T1 should be installed on 
an insulated mounting. An isolantite cone is used 
in the unit shown (the balun could be mounted on 
a piece of Plexiglas). Feedthrough isolantite 
insulators, mounted through the rear deck, are 
used for the antenna connectors, 


will be found that with many antenna systems, 
several different matching combinations can be 
obtained. Always use the matching setting that 
uses the most capacitance -from СІ and C2, as 
maximum C provides the best harmonic attenua- 
tion. 

End-fed wires should be connected to J3. Use 
the same adjustment procedures for setting up the 
Transmatch as outlined above. For balanced 
feeders, the feed line should be connected to J4 
and 15, and a jumper must be connected between 
J3 and J4 (see Fig. 20-22 at C). 

A slight modification will permit this Trans- 
match to be used on the 160-meter band. Fixed 
capacitors, 100 pF each (Centralab type 
850S-100N), can be installed across each of the 
stator sections of C1, providing sufficient C to tune 
to 1.8 MHz. But, the fixed capacitors must be 
removed when using the Transmatch on the other 
hf bands. 


Fig. 20-25 — Template for the etched-circuit 
Monimatch, foil side shown, etched portion 
shaded. 
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TRANSMISSION LINES 


A SIMPLE COUPLER FOR BALANCED LINES 


Generally speaking, antenna balance can be 
neglected with many of the systems commonly 
used by amateurs, Such closed-loop configurations 
as the quad and the folded dipole tend to cancel 
out the effects of imbalance even though they are 
inherently balanced antennas in nature, Other 
antennas have only a limited vulnerability (the 
ordinary half-wave dipole for example) to imbal- 
ance effects and often can be operated with no 
balancing networks being necessary. However, 
some antennas require a balanced source and the 
best approach is to tailor the coupler design 
accordingly. These systems usually have a high 
input impedance also. 

The coupler shown in Fig. | can be used to 


Fig. 1 — Schematic diagram for the coupler. 

СТ — Air variáble, 325 pF (Millen 19335 or 
equiv.). 

L1 — Air-wound inductor, 2-1/2-inch dia., 6 tpi 
(B&W 3029 or. equiv.), 7 inches long. 

T1 — Phase-reversal transformer, stack two 
Amidon FT-61-601 ferrite cores and wrap with 
glass tape. Wind 18 turns of twisted pair made 
from two strands of No. 20 enam. wire twisted 
such that there are approximately 34 “bumps” 
ог notches per foot as the pair is pulled 
between the thumb and forefinger. 

To construct the twisted pair, bend a 
four-foot piece of wire in the middle and clamp 
this end in a vice. Pull the wires taut and twist 
slightly so that the wires come together over 
the entire length. Roll the free ends into a ball 
large enough to be clamped in the chuck of a 
small hand-powered drill. Twist slowly until the 
desired pitch is obtained. 


match the transmitter to a balanced load with a 
high input impedance, Typical examples would be 
short dipoles fed with short lengths of open-wire 
line or a half-wave dipole fed with a quarter-wave 
section of high-impedance line. For instance, the 
coupler was used with an 80-meter dipole fed with 
67-feet of 450-ohm line on both 80 and 160 
meters with the values given for L1 and C1. 

In most instances, values for this type of 
coupler are not critical and any number of combi- 
nations could be used. If desired, a link could be 
substituted for the phase-reversing transformer. 
However, the latter provides a simple means for 
getting a voltage with the necessary 180-degree 
phase shift for the opposite half of a balanced load. 
This allows tap adjustment over a wide range of 
values eliminating the need for changing coils 
(usually necessary with such couplers), Recom- 
mended power limit with the components given 
would be approximately 100 watts which means 
the coupler should handle any transmitter in the 
150-watt, PEP class without any difficulty on 
either phone or cw, 


Construction of the coupler. Note method of 
mounting T1 (seen to the left of the coil L1). 


Adjustment of the coupler should proceed as 
follows. First, tune the receiver to the band 
segment of interest. Next, adjust the taps and tune 
СТ until signals begin to peak up (the taps should 
be adjusted equally with the same number of turns 
from ground to the outer taps on each side and 
likewise with the inner ones), If a high-impedance 
load is suspected, start with the inner taps close to 
the ground connection and adjust the outer taps. 
With medium-impedance levels, the inner taps will 
be farther out. Finally, turn the transmitter on and 
adjust for minimum SWR with the meter con- 
nected between the transmitter and the coupler. 
With the antenna mentioned earlier, only minor 
retuning of СІ was required to cover the 75-meter 
phone band. 


A Variable-Inductor Antenna Coupler 


A VARIABLE-INDUCTOR 
ANTENNA COUPLER 


Antenna couplers come in all sizes and circuit 
configurations. The design described here is dif- 
ferent than most because it uses a fixed-value 
capacitor and an inductor which is adjustable. The 
system may be used on only 80 meters with a 
half-wavelength dipole, center fed with 300-ohm 
TV leadin or 450-ohm open-wire line. Other 
antennas are unsuitable. The purpose for this 
description is to stimulate interest in variable- 
capacitor substitutes rather than in antenna tuning 
flexibility. No doubt, one could change the in- 
ductor and capacitor values for operation on any 
one of the hf bands but no information will be 
given here. 


Electrical Design 


The circuit shown in Fig. 1 is similar to ones 
shown earlier in the chapter. The two inductors are 
used to provide excellent circuit balance for 
open-wire fed antennas. A fixed-value capacitor is 
fabricated from aluminum plates and attached to 
the rear panel on ceramic pillars as shown in the 
photograph. The capacitance value is preset with 
the antenna connected and the variable inductors 
set to midrange. Capacitor adjustment is accom- 
plished by adding or removing plates. Proper phase 
shift is given by a phase-reversal transformer at the 
input side of the tuner network. The transformer is 
attached to the inductors a few turns from the cold 
end at approximately the 100-ohm points. The two 
100-ohm taps in parallel provide a 50-ohm input 
impedance for the coupler. The system shown here 
has a range of about 500 kHz when set properly at 
the center of the 80-meter band with all of the 
adjusting being accomplished by the variable in- 
ductors. The advantage of a one-knob Transmatch 
is obvious. 


Inside view of the variable inductor antenna 
coupler. A shield is placed between the two 
inductors. Care must be taken to assure that 
moving wires attached to the inductors have а 
minimum of stress placed on them during dial 
rotation. 
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Mechanical Details 


Most of the construction details may be viewed 
in the photograph. A U-shaped enclosure is used 
with a shield located at the center between the two 
coils. A long phenolic rod, coupled to the vernier 
dial mechanism, runs the entire length of the 
chassis and is held in place at the rear with a shaft 
bushing. These are smaller in diameter than the 
fixed portion to allow free movement through a 
complete 180-degree turn. 

The rotating inductors are placed in the center 
of cach coil section to provide maximum in- 
ductance change with rotation. Several turns are 
removed at the center of each fixed coil section to 
allow the phenolic shaft to pass through freely. 
High-voltage test-probe wire is used for the 
Connections because it is flexible and will with- 
stand the high voltages present in a coupler of this 
type. The unit shown here is able to handle output 
from а 2-kilowatt amplifier. 
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Fig. 1 — Circuit diagram for the antenna coupler. 
Li, L2 12 turns, six each side of center, 
2-1/2-inch dia., 12 tpi, with tap at five turns 
from cold end. Rotating section is six turns, 

2-inch dia., 12 tpi. 
T1 — 11 turns of twisted No. 14 PVC covered wire 
on a T-200 core from Amidon. 


HF Antennas 


Chapter 21 


HF ANTENNAS 


An antenna system can be considered to in- 
clude the antenna proper (the portion that radiates 
the rf energy), the feed line, and any coupling 
devices used for transferring power from the 
transmitter to the line and from the line to the 
antenna. Some simple systems may omit the 
transmission line or one or both of the coupling 
devices. This chapter will describe the antenna 
proper, and in many cases will show popular types 
of lines, as well as line-to-antenna couplings where 
they are required. However, it should be kept in 
mind that any antenna proper can be used with 
any type of feedline if a suitable impedance 
matching is used between the antenna and the line, 


ANTENNA SELECTION AND 
CONSIDERATIONS 


In choosing an antenna one must base his 
selection upon available space, the number of 
bands to be operated, and the type of propagation 
he will most often make use of. Frequently, 
because of limitations in available antenna space, 
the hf operator must settle for relatively simple 
antenna systems. It is wise to choose an antenna 
that will offer the best performance for its size. 
The “compromise antenna" — those offering multi- 
band possibilities, and those using physically short- 
ened elements — cannot perform as efficiently as 
full-size antennas cut for a single band of opera- 
tion. However, many of the so-called compromise 
antennas are suitable for DX work even though 
they have less gain than other types. Ideally, one 
should attempt to have separate antennas — full 
size — for the bands to be operated. Also, erecting 
the antennas as high as possible, and away from 
trees and man-made objects, will greatly enhance 
their operational effectiveness. 

In general, antenna construction and location 
become more critical and important on the higher 
frequencies. On the lower frequencies (1.8, 3.5, 
and 7 MHz) the vertical angle of radiation and the 
plane of polarization may be of relatively little 
importance; at 28 MHz they may be all-important. 


Definitions 


The polarization of a straight-wire antenna is 
determined by its position with respect to the 
earth. Thus a vertical antenna radiates vertically 
polarized waves, while a horizontal antenna radi- 
ates horizontally polarized waves in a direction 
broadside to the wire and vertically polarized 
waves at high vertical angles off the ends of the 
wire. The wave from an antenna in a slanting 
position, or from the horizontal antenna in direc- 


tions other than mentioned above, contains com- 
ponents of both horizontal and vertical polariza- 
tion, 

The vertical angle of maximum radiation of an 
antenna is determined by the free-space pattern of 
the antenna, its height above ground, and the 
nature of the ground. The angle is measured in a 
vertical plane with respect to a tangent to the earth 
at that point, and it will usually vary with the 
horizontal angle, except in the case of a simple 
vertical antenna. The horizontal angle of maximum 
radiation of an antenna is determined by the 
free-space pattern of the antenna. 

The impedance of the antenna at any point is 
the ratio of the voltage to the current at that point. 
It is important in connection with feeding power 
to the antenna, since it constitutes the load to the 
line offered by the antenna. It can be either 
resistive or complex, depending upon whether or 
not the antenna is resonant. 

The field strength produced by an antenna is 
proportional to the current flowing in it. When 
there are standing waves on an antenna, the parts 
of the wire carrying the higher current have the 
greater radiating effect. All resonant antennas have 
standing waves — only terminated types, like the 
terminated rhombic and terminated "V" have 
substantially uniform current along their length. 

The ratio of power required to produce a given 
field strength with a “comparison” antenna to the 
power required to produce the same field strength 
with a specified type of antenna is called the power 
gain of the latter antenna. The field is measured in 
the optimum direction of the antenna under test. 
The comparison antenna is generally a half-wave 
antenna at the same height and having the same 
polarization as the antenna under consideration. 
Gain usually is expressed in decibels. 

In unidirectional beams (antennas with most of 
the radiation in only one direction) thefront-to- 
back ratio is the ratio of power radiated in the 
maximum direction to power radiated in the 
opposite direction. It is also a measure of the 
reduction in received signal when the beam direc- 
tion is changed from that for maximum response 
to the opposite direction, Front-to-back ratio is 
usually expressed in decibels. 

The bandwidth of an antenna refers to the 
frequency range over which a property falls within 
acceptable limits. The gain bandwidth, the front- 
to-back-ratio bandwidth and the standing-wave- 
ratio bandwidth are of prime interest in amateur 
work. The gain bandwidth is of interest because, 
generally, the higher the antenna gain is the 
narrower the gain bandwidth will be. The SWR 
bandwidth is of interest because it is an indication 
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Antenna Selection and Considerations 


of the transmissiondine efficiency over the useful 
frequency range of the antenna. 

The radiation pattern of any antenna that is 
many wavelengths distant from the ground and all 
other objects is called the free-space pattern of the 
antenna, The free-space pattem of an antenna is 
almost impossible to obtain in practice, except in 
the vhf and uhf ranges. Below 30 MHz, the height 
of the antenna above ground is a major factor in 
determining the radiation pattern of the antenna. 

When any antenna is near the ground the 
free-space pattern is modified by reflection of 
radiated waves from the ground, so that the actual 
pattern is the resultant of the free-space pattern 
and ground reflections. This resultant is dependent 
upon the height of the antenna, its position or 
orientation with respect to the surface of the 
ground, and the electrical characteristics of the 
ground. The effect of a perfectly reflecting ground 
is such that the original free-space field strength 
may be multiplied by a factor which has a 
maximum value of 2, for complete reinforcement, 
and having all intermediate values to zero, for 
complete cancellation. These reflections only af- 
fect the radiation pattern in the vertical plane — 
that is, in directions upward from the earth’s 
surface — and not in the horizontal plane, or the 
usual geographical directions. 

Fig. 21-1 shows how the multiplying factor 
varies with the vertical angle for several representa- 
tive heights for horizontal antennas. As the height 
is increased the angle at which complete reinforce- 
ment takes place is lowered, until for a height 
equal to one wavelength it occurs at а vertical angle 
of 15 degrees. At still greater heights, not shown 
on the chart, the first maximum will occur at still 
smaller angles. 


Radiation Angle 

The vertical angle of maximum radiation is of 
primary importance, especially at the higher fre- 
quencies. It is advantageous, therefore, to erect the 
antenna at a height that will take advantage of 
ground reflection in such a way as to reinforce the 
space radiation at the most desirable angle. Since 
low angles usually are most effective, this generally 
means that the antenna should be high — at least 
one-half wavelength at 14 MHz, and preferably 
three-quarters or one wavelength, and at least one 
wavelength, and preferably higher, at 28 MHz. The 
physical height required for a given height in 
wavelengths decreases as the frequency is in- 
creased, во that good heights are not impracticable; 
a half wavelength at 14 MHz is only 35 feet, 
approximately, while the same height represents a 
full wavelength at 28 MHz. At 7 MHz and lower 
frequencies the higher radiation angles are effec- 
tive, so that again a useful antenna height is not 
difficult to attain. Heights between 35 and 70 
feet are suitable for all bands, the higher figures 
being preferable. It is well to remember that most 
simple horizontally polarized antennas do not ex- 
hibit the directivity they are capable of unless they 
are one half wavelength above ground, ог greater, 
at their operating frequency. Therefore, with di- 
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pole-type antennas it is not important to choose a 
favored broadside direction unless the antenna is at 
least one-half wavelength above ground. 


Imperfect Ground 

Fig. 21-1 is based on ground having perfect 
conductivity, whereas the actual earth is not a 
perfect conductor. The principal effect of actual 
ground is to make {һе curves inaccurate at the 
lowest angles; appreciable high-frequency radiation 
at angles smaller than a few degrees is practically 
impossible to obtain over horizontal ground. 
Above 15 degrees, however, the curves are accurate 
enough for all practical purposes, and may be 
taken as indicative of the result to be expected at 
angles between 5 and 15 degrees. 

The effective ground plane — that is, the plane 
from which ground reflections can be considered 
to take place — seldom is the actual surface of the 
ground but is a few fect below it, depending upon 
the characteristics of the soil. 


Impedance 


Waves that are reflected directly upward from 
the ground induce a current in the antenna in 
passing, and, depending on the antenna height, the 
phase relationship of this induced current to the 
original current may be such as either to increase 
ог decrease the total current in the antenna, For 
fhe same power input to the antenna, an increase 
in current is equivalent to a decrease in impedance, 
and vice versa. Hence, the impedance of the 
antenna varies with height. The theoretical curve of 
variation of radiation resistance for a very thin 
half-wave antenna above perfectly reflecting 
ground is shown in Fig: 21-2. The impedance 
approaches the free-space value as the height 
becomes large, but at low heights may differ 
considerably from it. 


Fig. 21-1 — Effect of ground on radiation of 
horizontal antennas at vertical angles for four 
antenna heights. This chart is based on perfectly 
conducting ground. 
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Fig. 21-2 — Theoretical curve of variation of 
radiation resistance for a very thin half-wave 
horizontal antenna as a function of height in 
wavelength above perfectly reflecting ground. 


Choice of Polarization 
Polarization of the transmitting antenna is 
generally unimportant on frequencies between 3.5 


HF ANTENNAS 


and 30 MHz, when considering sky-wave communi- 
cations. However, the question of whether the 
antenna should be installed in a horizontal or 
vertical position deserves consideration for other 
reasons, A vertical half-wave or quarter-wave anten- 
na will radiate equally well in all horizontal 
directions, so that it is substantially nondirectional, 
in the usual sense of the word. If installed 
horizontally, however, the antenna will tend to 
show directional effects, and will radiate best in 
the direction at right angles, or broadside, to the 
wire. The radiation in such a case will be least in 
the direction toward which the wire points. 

The vertical angle of radiation also will be 
affected by the position of the antenna. If it were 
not for ground losses at high frequencies, the 
vertical antenna would be preferred because it 
would concentrate the radiation horizontally, and 
this low-angle radiation is preferable for practically 
all work, Another advantage to the use of a 
vertically polarized antenna, especially at 1.8, 3.5, 
and 7 MHz, is that local communications during 
night-time hours are improved. The vertical anten- 
na is not as subject to signal fading as is the 
horizontal antenna. 


THE HALF-WAVE ANTENNA 


A fundamental form of antenna is a single wire 
whose length is approximately equal to half the 
transmitting wavelength. It is the unit from which 
many more-complex forms of antennas are con- 
structed, It is known as a dipole antenna. 

The length of a half-wave in space is: 


Length (feet) = Freeh 21А 


The actual length of a half-wave antenna will not 
be exactly equal to the half-wave in space, but 
depends upon the thickness of the conductor in 
relation to the wavelength as shown in Fig. 21-3, 
where K is a factor that must be multiplied by the 
half wavelength in free space to obtain the reso- 
nant antenna length. An additional shortening 
effect occurs with wire antennas supported by 
insulators at the ends because of the capacitance 
added to the system by the insulators (end effect). 
The following formula is sufficiently accurate for 
wire antennas for frequencies up to 30 MHz: 
Length of half-wave antenna (feet) = 
492 X 0,95 = 468 — 218 
Freq. (MHz) Freq. MHz) 
Example: A half-wave antenna for 7150 kHz (7.15 


мн) is 498 = 65.45 feet, or 65 feet 5 inches. 


Above 30 MHz the following formulas should 
be used, particularly for antennas constructed from 
rod or tubing, K is taken from Fig, 21-3. 


Length of half-wave antenna (feet) = 


492 X K 
Freq. (MHz) эс 
or length (inches) = 25905 ХК. 210 


Freq. (MHz) 


Example: Find the length of a half wavelength antenna. 
at 28.7 MHz, if the antenna is made of 1/2-inch diameter 
tubing. At 28.7. MHz, a half wavelength in space is 


E 17.14 feet 


from Equation 21-А. Ratio of half wavelength to conduc- 
tor diameter (changing wavelength to inches) is 


UDI «an 


From Fig. 21-3, К = 0.97 for this ratio. The length of the 
antenna, from Equation 21-C, is 


1492X QIN «16.63 fe 


or 16 feet 7 1/2 inches. The answer is obtained directly in 
inches by substitution of Equation 21-D: 


(8905 090. 199.6 inches, 
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Fig. 21-3 — Effect of antenna diameter on length 
for half-wave resonance, shown as a multiplying 
factor, K, to be applied to the free-space half 
wavelength (Equation 21-A). The effect of 
Conductor diameter on the center impedance also 
is shown. А 
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Fig. 21-4 — The abóve scales, based on Eq. 21-B, 
can be used to determine the length of a half-wave 
antenna of wire, 


Current and Voltage Distribution 


When power is fed to an antenna, the current. 
and voltage vary along its length. The current is 
maximum (loop) at the center and nearly zero 
(node) at the ends, while the opposite is true of the 
1f voltage. The current does not actually reach zero 
at the current nodes, because of the end effect; 
similarly, the voltage is not zero at its node because 
of the resistance of the antenna, which consists of 
both the rf resistance of the wire (ohmic resis- 
tance) and the radiation resistance. The radiation 
resistance is an equivalent resistance, a convenient 
conception to indicate the radiation properties of 
an antenna. The radiation resistance is the equiva- 
lent resistance that would dissipate the power the 
antenna radiates, with a current flowing in it equal 
to the antenna current at a current loop (maxi- 
mum). The ohmic resistance of a half-wavelength 
antenna is ordinarily small enough, compared with 
the radiation resistance, to be neglected for all 
practical purposes. 


Impedance 


The radiation resistance of an infinitely-thin 
half-wave antenna in free-space is about 73 ohms. 


REDUCED 
RADIATION 


MAX 
RADIATION 


ANTENNA 


Fig. 21-5 — The free-space radiation pattern of a 
half-wave antenna. The antenna is shown in the 
Vertical position, and the actual "doughnut" 
pattern is cut in half to show how the line from the 
center of the antenna to the surface of the pattern 
varies. In practice this pattern is modified by the 
height above ground and if the antenna is vertical 
or horizontal, Fig. 21-1 shows some of the effects 
of height on the vertical angele of radiation. 
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The value under practical conditions is commonly 
taken to be in the neighborhood of 60 to 70 ohms, 
although it varies with height in the manner of Fig. 
21-2. It increases toward the ends. The actual value 
at the ends will depend on a number of factors, 
such as the height, the physical construction, the 
insulators at the ends, and the position with 
respect to ground. 


Conductor Size 


The impedance of the antenna also depends 
upon the diameter of the conductor in relation to 
the wavelength, as indicated in Fig. 21-3. If the 
diameter of the conductor is increased the capaci- 
tance per unit length increases and the inductance 
per unit length decreases. Since the radiation 
resistance is affected relatively little, the decreased 
L/C ratio causes the Q of the antenna to decrease, 
so that the resonance curve becomes less sharp. 
Hence, the antenna is capable of working over a 
wide frequency range. This effect is greater as the 
diameter is increased, and is a property of some 
importance at the very high frequencies where the 
wavelength is small. 


Fig. 216 — Illustrating the 
importance of vertical angle of 
radiation in determining antenna 
directional effects. Off the end, 
‘the radiation is greater at higher 
angles. Ground reflection is ne- 
jected in this drawing of the 
pace pattern of a horizontal 


[XA 
ESSA 


+. 
Oss 
SAH ES] 


Fig. 21-7 — Horizontal pattern of a horizontal 
half-wave antenna at three vertical radiation angles. 
The solid line is relative radiation at 15 degrees. 
Dotted lines show deviation from the 15-degree 
pattern for angles of 9 and 30 degrees. The 
patterns are useful for shape only, since the 
amplitude will depend upon the height of the 
antenna above ground and the vertical angle 
considered. The patterns for all three angles have 
been proportioned to the same scale, but this does 
not mean that the maximum amplitudes necessar- 
ily will be the same. The arrow indicates the 
direction of the horizontal antenna wire. 
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Radiation Characteristics 

The radiation from a dipole antenna is not 
uniform in all directions but varies with the angle 
with respect to the axis of the wire. It is most 
intense in directions perpendicular to the wire and 
zero along the direction of the wire, with inter- 
mediate values at intermediate angles. This is 
shown by the sketch of Fig. 21-5, which represents 
the radiation pattern in free space. The relative 
intensity of radiation is proportional to the length 
of a line drawn from the center of the figure to the 
perimeter. If the antenna is vertical, as shown, then 
the field strength will be uniform in all horizontal 
directions; if the antenna is horizontal, the relative 
field strength will depend upon the direction of the 
receiving point with respect to the direction of the 
antenna wire. The variation in radiation at various 
Vertical angles from a half-wavelength horizontal 
antenna is indicated in Figs. 21-6 and 21-7. 


FEEDING A DIPOLE ANTENNA 


Since the impedance at the center of a dipole is 
in the vicinity of 70 ohms, it offers a good match 
for 7S-ohm transmission lines. Several types are 
available on the market, with different power- 
handling capabilities. They can be connected in the 
center of the antenna, across a small strain insula- 
{ог to provide a convenient connection point. 
Coaxial line should be used with a 1:1 balun 
transformer to assure symmetry. Direct feed (with- 
out a balun) is also acceptable, but may cause a 
slight skew in the radiation pattern. The transmis- 
sion line should be run away at right angles to the 
antenna for at least one-quarter wavelength, if 
possible, to avoid current unbalance in the line 
caused by pickup from the antenna. The antenna 
length is calculated from Equation 21-B, for a half 
wavelength antenna. When No. 12 or No. 14 
enameled wire is used for the antenna, as is 
generally the case, the length of the wire is the 
overall length measured from the loop through the 
insulator at each end. This is illustrated in Fig. 
21-8. 

The use of 75-ohm line results in a “flat” line 
over most of any amateur band. However, by 
making the half-wave antenna in a special manner, 
called the two-wire or folded dipole, a good match 
is offered for a 300-ohm line. Such an antenna is 
shown in Fig. 21-9. The open-wire line shown in 
Fig. 21-9 is made of No. 12 or No. 14 enameled 
wire, separated by lightweight spacers of Plexiglas 
or other material (it doesn't have to be а low-loss 
insulating material), and the spacing can be on the 
order of from 4 to 8 inches, depending upon what 
is convenient, and what the operating frequency is. 
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шы with 300-ohm line. The length of the 
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750 line. 


Construction of a dipole fed with 
The length of the antenna is 
calculated from Equation 21-B or Fig. 21-4. 


At 14 MHz, 4-inch separation is satisfactory, and 
inch spacing can be used at 3.5 MHz. 

The half-wavelength antenna can also be made 
from the proper length of 300-ohm line, opened on 
one side in the center and connected to the 
feedline. After the wires have been soldered to- 
gether, the joint can be strengthened by molding 
some of the excess insulating material (polyethy- 
lene) around the joint with a hot iron, or a suitable 
lightweight clamp of two pieces of Plexiglas can be 
devised. 

Similar in some respects to the two-wire folded 
dipole, the three-wire folded dipole of Fig. 21-10 
offers a good match for a 600-ohm line. It is 
favored by amateurs who prefer to use an open- 
wire line instead of the 300-ohm insulated line. 
The three wires of the antenna proper should all be 
of the same diameter. 

Another method for offering a match to a 
600-ohm open-wire line with a half wavelength 
antenna is shown in Fig. 21-11. The system is 
called a delta match. The line is “fanned” as it 
approaches the antenna, to have a gradually in- 
creasing impedance that equals the antenna impe- 
dance at the point of connection, The dimensions 
are fairly critical, but careful measurement before 
installing the antenna and matching section is 
generally all that is necessary, The length of the 
antenna, L, is calculated from Equation 21-B or 
Fig. 214. The length of section C is computed 
from: 


= 118 _ К 
C (feet) = {ну 21E 
The feeder clearance, Е, is found from 
21-F 


= 148 
E (feet) = ра MRD 


Example: For a frequency of 7.1 MHz, theJength 
L 468 = 65.91 feet, or 6S foet 11 inches, 


C= ШВ 16.62 feet, or 16 feet 7 inches. 


E= Ma 20.84 fect, or 20 feet 10 inches. 


Fig. 219 — The construction of an 
open-wire or twindine folded dipole fed 


antenna is calculated from Equation 
21-B or Fig. 21-4. 


The “Inverted V" Antenna 


Г -Half-wavelength from fermula- 
ЕП == жый 
жиз meal spacer: 
40-4 
'open-vire line 


Fig. 21-10 — The construction of a 3-wire folded 
dipole is similar to that of the 2-wire folded dipole, 
The end spacers may have to be slightly stronger 
than the others because of the greater compression 
force on them. The length of the antenna is 
obtained from Equation 21-B or Fig. 214. A 
suitable line can be made from No. 14 wire spaced 
5 inches, or from No. 12 wire spaced 6 inches. 


ҮЛ 
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Fig. 21-11 — Delta-matched antenna systems. The 
dimensions, C, D, and E are found by formulas 
given in the text. It is important that the matching 
section, E, come straight away from the antenna. 


вин —À 


(8) 


Ороди 


Fig. 21-12 — The half-wave antennas сап be fed at 
the center or at one end with open-wire feeders. 
The length of the antennas can be computed from 
Equation 21-B or Fig. 21-4. 
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Fig. 21-13 — Method of supporting a half-wave 
dipole from a single upright such as a tree or 
wooden mast. Maximum directivity will be in the 
direction of the arrow, and the signal will be 
vertically polarized at a fairly low radiation angle. 
By having anchor stakes at different compass 
points, the directivity can be changed to favor 
different DX regions. 


Since the equations hold only for 600-ohm line, 
it is important that the line be close to this value. 
This requires S-inch spaced No. 14 wire, 6-inch 
spaced No, 12 wire, or 3 3/4-inch spaced No. 16 
wire, 

If а half-wavelength antenna is fed at the center 
with other than 75-ohm line, or if a two-wire 
dipole is fed with other than 300-ohm line, 
standing waves will appear on the line and coupling 
to the transmitter may become awkward for some 
line lengths, as described in Chapter 20. However, 
in many cases it is not convenient to feed the 
half-wave antenna with the correct line (as is the 
case where multiband operation of the same 
antenna is desired), and sometimes it is not 
convenient to feed the antenna at the center. 
Where multiband operation is desired (to be 
discussed later) or when the antenna must be fed at 
one end by a transmission line, an open-wire line of 
from 450 to 600 ohms impedance is generally 
used. The impedance at the end of a half-wave- 
length antenna is in the vicinity of several thousand 
ohms, and hence a standing-wave ratio of 4 or 5 is 
not unusual when the line is connected to the end 
of the antenna. It is advisable, therefore, to keep 
the losses in the line as low as possible. This requires 
the use of ceramic or Micalex feeder spacers, if any 
appreciable power is used. For low-power installa- 
tions in dry climates, dry wood spacers boiled in 
paraffin are satisfactory. Mechanical details of half 
wavelength antennas fed with open-wire lines are 
given in Fig. 21-12. 


THE "INVERTED V" ANTENNA 


А popular nondirectional antenna is the so- 
called "inverted V" or “drooping doublet.” Its 
principal advantages are that it requires but one 
supporting structure, and that it exhibits more or 
less omnidirectional radiation characteristics when 
cut for a single band, The multiband version of Fig. 
21-14 is somewhat directional above 7 MHz, off 


the ends (not broadside) of the antenna. This is 
because the legs of the "V" are long in terms of 
wavelength at 14, 21 and 28 MHz. The antenna 
offers a good compromise between vertical and 
horizontal polarization, thus making it effective for 
local as well as DX communications. Its low-angle 
radiation compares favorably with that of a full- 
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MULTIBAND “INVERTED V" 


150pF ЈА зоре. 


Transmatch 


(B) 


size one quarter wavelength vertical worked against 
ground, When fed as shown in Fig. 21-14 it serves 
as an excellent multiband antenna, 

For single-band operation the "V" is cut to the 
same length as a half-wavelength doublet, and is 
fed with 52-ohm coaxial line, Its center (feed 
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Fig. 21-14 — Details for an Inverted-V antenna 
(sometimes called a “drooping doublet”). At A, a 
wooden mast supports the antenna at its center. 
Open-wire feeders permit the antenna to be used 
for multiband operation. If this is done, a 
Transmatch of the type shown at B should be used 
to tune the system to resonance, and to match the 
feeder to the transmitter and receiver. 


point) should be as high above ground as possible, 
preferably one-quarter wavelength or more at the 
operating frequency. The apex angle should be as 
close to 90 degrees as possible, but in practice any 
angle between 90 and 120 degrees provides good 
results, Less than a 90-degree angle causes excessive 
cancellation of the signal, and should be avoided, 

Though some operators have reported satisfac- 
tory results when supporting the "V" from a metal 
mast or tower, it is best to use a wooden mast to 
keep the field of the antenna unobstructed. Good 
results can be had by supporting the center of the 
antenna from a limb on a tall tree, provided the 
area below the limb is completely open. 

Single-band, coax-fed inverted Vs will normally 
require some pruning to make them resonant at the 
desired frequency, The standard doublet formula is 
recommended for a starting point, but because the 
ends of the “V” are normally in close proximity to 
ground this antenna will be slightly shorter than a 
horizontal dipole. No formula can be given because 
of the variations in the ground properties in 
different areas, Also, the actual height above 
ground in a particular installation, plus the proxim- 
ity of the ends of the antenna to nearby objects, 
will have a marked effect upon resonance. The best 
way to tune the antenna is to insert an SWR bridge 
in the coax feed line and prune an inch at a time 
off each end of the “V” until the lowest SWR is 
obtained, 


LONG-WIRE ANTENNAS 


Ап antenna is a long wire only when it is long 
in terms of wavelength, An antenna, simply be- 
cause it is a long piece of wire is not a long-wire 
antenna, Space ‘permitting, these antennas are 
effective for DX work, and when erected high 
above ground offer considerable power gain over a 
dipole. The longer the antenna, the greater the 
gain, Maximum directivity occurs off the ends of 
the antenna, and not off the broad side of it. А 
long-wire antenna, unless terminated at the far end 
їп its characteristic impedance by a noninductive 
resistance, is bidirectional. A terminated long wire 
is directional only off the terminated end. This 
antenna radiates minor lobes at many wave angles 
in the vertical and horizontal planes. The longer 
the wire, the greater and more complex the lobes 
become. It is not uncommon to find a long-wire 
antenna outperforming a beam antenna on DX 
contacts under certain propagation conditions. 
This is because it can respond to a variety of 
incoming wave angles (and can radiate a signal in a 
like manner), which is not the case with a 
well-designed beam-type antenna. 


Long-Wire Characteristics 


An antenna will be resonant so long as an 
integral number of standing waves of current and 
voltage can exist along its length; in other words, 
so long as its length is some integral multiple of a 
half wavelength. 


Current and Voltage Distribution 


Fig, 21-5 shows the current and voltage 
distribution along a wire operating at its funda- 
mental frequency (where its length is equal to a 
half wavelength) and at its second, third, and 
fourth harmonics. For example, if the fundamental 
frequency of the antenna is 7 MHz, the current and 
voltage distribution will be as shown at A. The 
same antenna excited at 14 MHz would have 
current and voltage distribution as shown at B. At 
21 MEZ, the third harmonic of 7 MHz, the current 
and voltage distribution would be as in C; and at 
28 MHz, the fourth harmonic, as in D, The number 
of the harmonic is the number of half waves 
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Fig. 21-15 — Standing-wave current and voltage 
distribution along an antenna when it is operated 
at various harmonics of its fundamental resonant 
frequency. 


contained in the antenna at the particular operat- 
ing frequency. 

The polarity of current or voltage in each 
standing wave is opposite to that in the adjacent 
standing waves. This is shown in the figure by 
drawing the current and voltage curves successively 
above and below the antenna (taken as a zero 
reference line), to indicate that the polarity re- 
verses when the current or voltage goes through 
zero, Currents flowing in the same direction are in 
phase; in opposite directions, out of phase. 


Physical Lengths 


The length of a longwire antenna is not an 
exact multiple of that of a half-wave antenna 
because the end effects operate only on the end 
sections of the antenna; in other parts of the wire 
these effects are absent, and the wire length is 
approximately that of an equivalent portion of the 
wave in space. The formula for the length of a 
long-wire antenna, therefore, is 
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where № is the number of half-waves on the 
antenna. 
Example: An antenna 4 half-waves long at 14.2 MHz 


would be 
ua рони 

= 136.7 feet, or 136 feet 8 inches 
It is apparent that an antenna cut as a half wave 
for a given frequency will be slightly off resonance 
at exactly twice that frequency (the second 
harmonc), because of the decreased influence of 
the end effects when the antenna is more than 
one-half wavelength long. The effect is not very 
important, except for a possible unbalance in the 
feeder system and consequent radiation from the 
feed line. If the antenna is fed in the exact center, 
no unbalance will occur at any frequency, but 
end-fed systems will show an unbalance on all but 

one frequency in each harmonic range. 


Impedance and Power Gain 


The radiation resistance as measured at a 
current loop becomes higher as the antenna length 
is increased. Also, a long-wire antenna radiates 
more power in its most favorable direction than 
does a half-wave antenna in its most favorable 
direction. This power gain is secured at the expense 
of radiation in other directions. Fig. 21-16 shows 
how the radiation resistance and the power in the 
lobe of maximum radiation vary with the antenna 


length. 


Directional Characteristics 


As the wire is made longer in terms of the 
number of half wavelengths, the directional effects 
change. Instead of the “doughnut” pattern of the 
half-wave antenna, the directional characteristic 
splits up into “lobes” which make various angles 
with the wire, In general, as the length of the wire 
is increased the direction in which maximum 
radiation occurs tends to approach the line of the 
antenna itself. 


Methods of Feeding 


In a long-wire antenna, the currents in adjacent 
half-wave sections must be out of phase, as shown 
in Fig. 21-15. The feeder system must not upset 
this phase relationship. This is satisfied by feeding 
the antenna at either end or at any current loop. A 
two-wire feeder cannot be inserted at a current 
node, however, because this invariably brings the 
currents in two adjacent half-wave sections in 
phase. A long-wire antenna is usually made a half 
wavelength at the lowest frequency and fed at the 


Length (feet) = 22 0009 "no m 
MULTIBAND ANTENNAS 


One of the most simple antenna systems for 
multiband use is one which is a half wavelength 
long at the lowest operating frequency, and which 
is fed either at the center, or at one end with 
open-wire tuned feeders, Fig. 21-12. The center-fed 
system is superior to the end-fed type in that it will 
have less feeder radiation, but the end-fed variety is 
often more practical from an installation view- 


point. The center-fed antenna will not have the 
same radiation pattern as an end-fed one of the 
same length, except on frequencies where the 
length of the antenna is а half wavelength. The 
end-fed antenna acts like a long-wire antenna on all 
bands (for which it is longer than a half 
wavelength), but the center-fed one acts like two 
antennas of half that length fed in phase. For 
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TABLE 21-1 
Multiband Tuned-Line-Fed Antennas 


Feeder Type of 
Length Band Coupling 
(Ре) Circuit 


Antenna 
Length (Ft.) 
With end feed: 


135 45 3.5—21 Series 


28 Parallel. 


7-21 Series 
28 Parallel 


67 45 


With center feed: 


135 42 3.5—21 Parallel 


28 Series 
3.5-28 Parallel 


3.5 Series 
7—28 Parallel 


67 651/2 3.5,14,28 Parallel 
7,21 Series 

Antenna lengths for end-fed antennas are ap- 
proximate and should be cut to formula length 
at favorite operating frequency. 

Where parallel tuning is specified, it will be 
necessary in some cases to tap in from the ends 
of the coil for proper loading — see Chapter 20 
for examples of antenna couplers. 


135 


77 1/2 
67 42 1/2 


example, if a full-wavelength antenna is fed at one 
end, it will have a radiation pattern somewhat like 
а four-leaf clover. With either of these multiband 
antennas the SWR will never be 1, but these 
antennas will be efficient provided low-loss tuned 
feeders are used. 

Since multiband operation of an antenna does 
not permit matching of the feed line, some 
attention should be paid to the length of the feed 
line if convenient transmitter-coupling arrange- 
ments are to be obtained. Table 21-1 gives some 
suggested antenna and feeder length for multiband 
operation. In general, the length of the feed line 
can be other than that indicated, but the type of 
coupling circuit may change. 

Since open-wire line is recommended тог this 
antenna, TV-type (open-wire) 300- or 450-ohm 
feeders are satisfactory. Home made open-wire line 
can be made up from lengths of No. 14 or 12 
soft-drawn copper wire. The spacers can be made 
from Plexiglas strips or similar low-loss material, 
Some amateurs have had success using plastic hair 
curlers or plastic clothespins. Any line spacing 
from 1 to 6 inches will give satisfactory results 
since the line impedance is not an important 
consideration with this antenna. 

ТЕ antenna space is at a premium, a shortened 
version of the multiband antenna can be erected. 
The feeders are lengthened, and the flat-top 
portion is shortened as shown in Fig. 21-17. The 
antenna can be as short as a quarter wavelength 
long, but will still radiate fairly well if tuned to 
resonance, This method will not give as good 
results as the full-size version, but will still be 
useful. A Transmatch tuner of the type described 
in Chapter 20 can be used with this system. 
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MULTIBAND OPERATION WITH 
COAXIAL LINE FEED 


The proper use of coaxial line requires that the 
standing-wave ratio be held to a low value, 
preferably below 3:1. Since the impedance of an 
ordinary antenna changes widely from band to 
band, it is not possible to feed a simple antenna 
with coaxial line and use it on a number of bands 
without tricks of some kind, One exception to this 
is the use of 75-ohm coaxial line to feed a 7-MHz 
half-wave antenna, as in Fig. 21-18; this antenna 
can also be used on 21 MHz and the SWR in the 
line will not run too high. 

However, the diagram shows a separate dipole 
element for 21-MHz use. Though the 7-MHz 
element will operate as a 1 1/2 wavelength doublet 
on 21 MHz, and will present a low impedance feed 
point at its center, some may wish to add a 
separate dipole for 21-MHz operation. This 
antenna is capable of radiating harmonics from the 
transmitter, so it is important to make sure the 
transmitter output is clean, A coax-to-coax type 
antenna coupler can also be installed at the 
transmitter end to help reduce harmonic radiation 
from the antenna. 


A MULTIBAND “TRAP” ANTENNA 


Another method of obtaining multiband 
operation from a single antenna, with a single feed 
line, is the use of parallel-tuned traps in each leg of 
a two-wire doublet. If the traps are installed in the 
right points of the antenna they “divorce” the 
remainder of the antenna from the center portion 
as the transmitter is changed to operate a higher 
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Fig. 21-16 — Curve A shows variation in radiation 
resistance with antenna length. Curve B shows 
power in lobes of maximum radiation for long-wire 
antennas as a ratio to the maximum radiation for a 
half-wave antenna, 


А Multiband “Trap” Antenna 


A 


Fig. 21-17 — Practical arrangements of a shortened 
antenna. When the total length, A + B +В + А, is 
the same as the antenna length plus twice the 
feeder length of the center-fed antennas of Table 
21-1, the same type of coupling circuit will be used. 
When the feeder length or antenna length, or both, 
makes the sum different, the type of coupling 
circuit may be different but the effectiveness of 
the antenna is not changed, unless А + A is less 
than a quarter wavelength. 


band. On the lowest operating band the traps act as 
loading inductors, thus allowing a shorter overall 
length for the doublet than would be possible if it 
were cut for use without the traps. 

‘The trap-antenna concept has been adopted by 
several manufacturers who produce multiband 
beam antennas, multiband doublets, and vertical 
antennas for several bands of operation. 

The antenna of Fig. 21-19 may be of interest to 
those amateurs not having sufficient room to erect 
a full-size 80-meter doublet. The overall length of 
this system is 106 feet. If need be, the ends can be 
bent slightly downward so that the horizontal 
portion will occupy even less space. It is best, 
however, to keep the entire antenna horizontal if 
possible. The antenna is fed with 75-ohm coax, or 
balanced line of the same impedance. The latter is 
recommended, or system balance can be enhanced 
by using a 1:1 balun transformer at the feed point 
if coaxial line is used. This antenna is an adaptation 
of the W3DZZ design described in the ARRL 
Antenna Book. 

Аз shown in Fig. 21-20, each trap is literally 
built around a “strain” insulator. With this 
insulator, the hole at one end is at right angles to 
the hole at the opposite end, and the wires are 
fastened as illustrated in Fig. 21-21. This style of 
insulator has greater compressive strength than 
tensile strength and will not permit the antenna to 


Fig. 21-19 — Sketch of a trap 
dipole for use on 80 through 
10 meters. SWR on all of the 
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(в) 


Fig. 21-18 — Illustration of а multiband coax-fed 
antenna. Wooden support poles are recommended 
so that they will not interfere with the radiation 
pattern of the antenna. At B, a representative 
diagram of a coax-to-coax coupler that will reduce 
harmonic radiation from the system. It should be 
installed їп the operating room, пеаг the 
transmitter, and adjusted for а 1:1 SWR. 


fall should the insulator break. There is plenty of 
space inside the inductor to install the insulator 
and the trap capacitor The plastic protective 
covers are not essential, but are used to protect the 
traps from ice, snow, and soot which could cause a 
deterioration in performance. 

Electrically, each trap consists of a 50-pF 
capacitor which is shunted by a 10-ИН inductor. A 
Centralab 850S-50Z capacitor is used. It is rated at 
7500 volts, and should safely handle a kilowatt. 
Miniductor coil stock is used for the inductor. 
Those wishing to optimize the antenna for a 
specific portion of the 40-meter band can 
experimentally adjust the number of turns in the 
trap coil for resonance in the desired segment. 
Similarly, the end sections of the dipole can be 
adjusted for lowest SWR in the portion of the 
80-meter band most favored. With the dimensions 
given in Fig. 21-19, the antenna performs well 
from 3.5 to 30 MHz. The lowest SWR on 80 


5-BAND TRAP DIPOLE 


bands is less than 2.5:1. With 


ү 


ar 


the dimensions given here the 
SWR rises at each end of the 
80-meter band, but is approxi- 
mately 1.5:1 at the center of 
the band. The 10-МН trap coils 
consist of 15 turns No. 12 


№57 


wire, 2 1/2 inches in diameter, 6 turns per inch. Use 15 
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turns from Polycoils No. 1774, B&W 3905-1, or Air-Dux 


2006T. Trap capacitors are 
traps are tuned to resonance at 7.1 MHz. 


Centralab 850S-50Z. The 


Fig. 21-20 — Photo of а typical trap. The unit 
shown here is cut for resonance at 14 MHz, but 
construction techniques are the same as for the 
traps used in the antenna of Fig. 21-19. A 
weatherproof cover can be made from plastic 
tubing, sheeting which is heated and formed, or 
from a plastic refrigerator container. The capacitor 
and strain insulator are inside the coil. 

ол wine orr 


ал wine OFF 
- "toe" ТҮРЕ 
STRAIN INSULATOR 
Fig. 21-21 — Method of connecting the antenna 
wire to the strain insulator. The antenna wire is cut 
off close to the wrap. 


meters occurs at midband. SWR on all other bands 
is less than 2.5 to 1, ап acceptable figure for all but 
the most critical operator. Most modern-day 
transmitters will load into this antenna without 
difficulty. 


Trap Adjustment 


As a preliminary step, loops of No. 12 wire are 
fitted to one of the egg insulators in the normal 
manner (see Fig. 21-21), except that after the 
wraps are made, the end leads are snipped off close 
to the wraps. A capacitor is then placed in position 
and bridged with short leads across the insulator 
and soldered sufficiently to provide temporary 
support. The combination is then slipped inside 
about 10 turns of the inductor, опе end of which 
should be soldered to an insulator-capacitor 
lead. Adjustment to the resonant frequency can 
‘pow proceed, using а grid-dip meter. 

Coupling between the GDO and the trap should 
be very loose. To assure accuracy, the station 
receiver should be used to check the GDO 
frequency. The inductance should be reduced 1/4 
turn at a time. If one is careful, the resonant 
frequency can easily be set to within a few 
kilohertz of the chosen figure. 

The reason for snipping the end leads close to 
the wraps and the inclusion of the loops through 
the egg insulator soon becomes apparent. The 
resonant frequency of the capacitor and inductor 
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alone is reduced about 10 kHz per inch of end lead 
length and about 150 kHz by the insulator loops. 
The latter add approximately 2 pF to the fixed 
capacitor value. 


Assembly 


Having determined the exact number of 
inductor turns, the trap is taken apart and 
reassembled with leads of any convenient length. 
One may, of course, connect the entire lengths of 
the antenna sections to the trap at this time, if 
desired. But, if more convenient, а foot or two of 
wire can be fastened and the remaining lengths 
soldered on just before the antenna is raised. 

The protective covers are most readily formed 
by wrapping two turns (plus an overlap of 1/2 
inch) of 0.020-inch polystyrene or Lucite sheeting 
around a 3-inch plastic disk held at the center of 
the cylinder so formed. The length of the cover 
should be about 4 inches. A very small amount of 
plastic solvent (a cohesive cement that actually 
softens the plastic surfaces) should then be applied 
under the edge of the overlap and the joint held 
firmly for about two minutes to insure a strong, 
tight seal. The disk is pushed out and the inner 
seam of the sheeting sealed. 

The trap is then placed in the plastic cylinder 
and the end disks marked where the antenna wires 
are to pass through. After drilling these holes, the 
disks are slipped over the leads, pressed into the 
ends of the cylinder and a small amount of solvent 
applied to the periphery to obtain a good seal. 

Some air can flow in and out of the trap 
through the antenna-wire holes, and this will 
prevent the accumulation of condensation. 


AN END-FED HERTZ 


One of the more simple multiband antennas is 
the end-fed Hertz of Fig. 21-22. It consists of an 
end-fed length of No. 12 wire, 130 feet long. This 
type of antenna performs in the same manner as 
the end-fed half-wave system of Fig. 21-12B, but 
has no feeder. One end of the wire connects 
directly into an L-network impedance matcher, as 
shown in the diagram. This type of antenna is very 
convenient for those who have their stations on the 
top floor of the house, thus enabling the user to 
bring one end of the antenna in through a window 
and to the coupler. Ideally, the entire antenna 
should be in a horizontal plane for best results. 
However, either end can be bent to make the 
system fit into whatever space is available. 
First-floor dwellers can drop the fed end of the 
wire to the window of the radio room, as shown in 
Fig. 21-22A. Or, the wire can be kept straight and 
tise diagonally to the support at the far end. Height 
is important with antennas of this type, so an 
effort should be made to get the system as high 
above ground as possible, and clear of power lines 
and other structures. 

This antenna is intended for operation from 3.5 
to 28 MHz. A coupler of the kind shown in Fig. 
21-43 (L-Network Coupler) will match the antenna 
on all of the hf amateur bands mentioned. It will 
also perform well as an end-fed quarter wavelength 
on 1.8 MHz if the reactance is tuned out by means 


A Broad-Band Dipole 


END-FED HERTZ 


(B) 


Fig. 21-22 — Diagram of an end-fed Hertz. It is cut 
lowest desired operating frequency (1/2 
wavelength), and is operated on its harmonic 
frequencies on the remaining bands above. An 
L-network is used to match it to 50- or 75-ohm 
unbalanced transmitter terminals. At B, schematic 
representation of an L-network tuner, The value of 
L and C is adjusted until a 1:1 match is obtained. 


of a 1500-pF series variable capacitor. A good 
earth ground will be needed for proper operation 
on 1.8 MHz. For hf-band use, a good earth ground 
is also important in order to keep unwanted rf 
voltages from appearing on the transmitter and 
receiver chassis. No one wants (or needs) a “hot” 
key or microphone. Sometimes a good water-pipe 
ground is sufficient for preventing rf potentials on 
the equipment, 

It must be remembered that the ends of this 
antenna are voltage points (high impedance), and 
bringing the end of the antenna into the “shack” 
can often introduce rf into the equipment as 
mentioned. During phone operation the rf can get 
into the microphone circuit and cause howling and 
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hum if the ground system is not used. Similarly, 
the operation of some electronic keyers can be 
made erratic by the introduction of rf chassis 
currents. The operator, therefore, may wish to 
locate the tuner at the window and have the ham 
station across the room at some distant point. If 
this is done, coaxial cable can be used to connect 
{һе station to the tuner. Operation with this 
antenna at WICKK has been without problems for 
nearly three years, operating all bands with a 
kilowatt of power. The fed end of the wire is three 
feet from the station equipment. A water pipe and 
an earth ground are used. The L network provides 
а 1:1 match on all of the bands, and DX operation 
Ваз been quite successful on the 20-, 15- and 
10-meter bands. While using а parallel-tuned 
antenna coupler, successful 6- and 2-meter 
operation has been realized. 

It should be remembered that the antenna will 
perform as a long wire on those bands above 3.5 
MHz. At the higher end of the hf range — 
particularly 15 and 10 meters — the antenna will 
tend to be directional off its ends (bidirectional), 
and will begin to have some gain. It exhibits more 
or less omnidirectional characteristics on 7 and 14 
MHz, the pattern being somewhat like the shape of 
а fourleaf clover. There will not be much 
directivity on 3.5 MHz unless the antenna is at 
least a half wavelength above ground at that 
frequency. 


A BROAD-BAND DIPOLE 


Most untuned doublet antennas are not broad 
enough to provide a low SWR across an entire 
amateur band. This is a particularly troublesome 
situation on the 80- and 40-meter bands. The 
antenna of Fig. 21-23, sometimes called a 
“double-bazooka” antenna, was developed by the 
staff of M.LT. for radar use, and was later 
popularized by МВТУ for amateur use (QST, July 
1968). An 80-meter version of this system, cut for 


BROAD-BAND DIPOLE 


JUNCTION 
BLOCKS (2) 


 Üpen-wire 
© sew 0% 500-0hm 


Fig. 21-23 — Details for building а broad-band dipole. The builder 
may choose to employ other 


methods for joining the sections, but 


the illustrations at B and C represent one of the better, more secure 


techniques. 


600 


3.7 MHz, provides an SWR of less than 2:1 across 
the entire band, and shows a 1:1 reading at 3.7 
MHz. SWR at 3.5 MHz is 1.7:1, and is 1.9:1 at 4 
MEZ. 
The antenna consists of a half-wavelength 
section of coax line with the sheath opened at the 
center and the feed line attached to the open ends 
of the sheath. The outside conductor of the coax 
thus acts as a half-wave dipole, in combination 
with the open-wire end sections of the antenna. 
The inside sections, which do not radiate, are 
quarter-wave ‘shorted stubs which present a very 
high resistive impedance to the feed point at 
resonance. At frequencies off resonance the stub 
reactance changes in such a way as to tend to 
cancel the antenna reactance, thus increasing its 


HF ANTENNAS 


160-meter band. Formulas are given in Fig. 21-23. 
RG-58/U coax line is capable of handling a full’ 
kilowatt from the transmitter with the SWR figures 
given earlier. Details are given for making up the 
junction blocks where connections are made. Other 
construction techniques are possible, and this will 
be pretty much up to the builder. If the plastic 
blocks of Fig. 21-23 are used, their inner surfaces 
can be grooved to provide a snug fit for the coax 
cables when the two halves are bolted together. 
After assembly, the mating outer surfaces of the 
junction blocks can be sealed with epoxy cement 
to assure a weatherproof bond. This antenna can 
be mounted from a single center support and used 
as an "inverted V" if desired. Single-wire end 
sections can be substituted for the open-wire stubs, 


bandwidth. This antenna can be cut for any but the open-wire sections contribute to the 
operating frequency, including that of the  antenna's broadband characteristics, 
VERTICAL ANTENNAS 


A vertical quarter-wavelength antenna is often 
used in the lower-frequency amateur bands to 
obtain low-angle radiation, It is also used when 
there isn’t enough room for the supports for a 
horizontal antenna. For maximum effectiveness it 
should be located free of nearby objects and it 
should be operated in conjunction with a good 
ground system, but it is still worth trying where 
these ideal conditions cannot be obtained. 

Four typical examples and suggested methods 
for feeding a vertical antenna are shown in Fig. 
21-24. The antenna may be wire or tubing 
supported by wood or insulated guy wires. When 
tubing is used for the antenna, or when guy wires 
(broken up by insulators) are used to reinforce the 
structure, the length given by the formula is likely 
to be long by a few percent. A check of the 
standing-wave ratio on the line will indicate the 
frequency at which the SWR is minimum, and the 
antenna length can be adjusted accordingly. 

A good ground connection is necessary for the 
most effective operation of a vertical antenna 
(other than the ground-plane type). In some cases a 
short connection to the cold-water system of the 
house will be adequate. But maximum perform- 
ance usually demands a separate ground system. A 
single 4- to 6-foot ground rod driven into the earth 
at the base of the antenna is usually not sufficient, 
unless the soil has exceptional conductivity. A 
minimum ground system that can be depended 
upon is 6 to 12 quarter-wavelength radials laid out 
as the spokes of a wheel from the base of the 
antenna. These radials can be made of heavy 
aluminum wire, of the type used for grounding TV 
antennas, buried at least 6 inches in the ground. 
This is normally done by slitting the earth with a 
spade and pushing the wire into the slot, after 
which the earth can be tamped down. 

The examples shown in Fig. 21-24 all require an 
antenna insulated from the ground, to provide for 
the feed point. A grounded tower or pipe can be 
used as a radiator by employing “shunt feed,” 
which consists of tapping the inner conductor of 
the coaxial-line feed up on the tower until the best 


match is obtained, in much the same manner as the 
“gamma match” (described later) is used on a 
horizontal element. If the antenna is not an 
electrical quarter wavelength long, it is necessary to 
tune out the reactance by adding capacitance or 
inductance between the coaxial line and the 
shunting conductor. A metal tower supporting a 
TV antenna or rotary beam can be shunt fed only 
if all of the wires and leads from the supported 
antenna run down the center of the tower and 
underground away from the tower. 
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Fig. 21-24 — A quarter-wavelength antenna сап be 
fed directly with 50-ohm coaxial line (A), with а 
low standi ratio, or a coupling network can 


ing-wave 
be used (B) that will permit a line of any 
impedance to be used. In (B), L1 and C1 should 
resonate to the operating frequency and L1 should 
к 


be larger than is normally used in a plate 
Circuit at the same frequency. By using multi 
antennas, the quarter-wave vertical can be fed 
(C) 150- or (D) 300-ohm line. 


The Ground-Plane Antenna 
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2х4-1М. СОРРЕЋ OR ALUM. 
WOODEN TUBING 
SUPPORT 


50-0HM COAX, 
length) 


Fig. 21-25 — All-metal construction of a vertical ground-plane antenna can be effected as shown at A. 
The driven element is insulated from the remainder of the system, but the tubing radials are common to 
the mounting plate, and to one another. The outer conductor of the coax connects to the base plate and 
radials, The center conductor of the feed line attaches to the base of the driven element with as short a 
lead as possible, If a metal mast is used, it, too, can be common to the base plate and radials. At B, the 
radials are made of No. 10 wire (approximately 5 percent longer than the resonant vertical element) and 
are used as guy wires. Drooping the wires at a 45-degree angle raises the feed-point impedance to 
approximately 50 ohms for direct connection to RG-8/U. 


THE GROUND-PLANE ANTENNA 


A ground-plane antenna is a vertical quarter- 
wavelength antenna using an artificial metallic 
ground, usually consisting of four rods or wires 
perpendicular to the antenna and extending 
radially from its base, Fig, 21-25. Unlike the 
quarter-wavelength vertical antennas without an 
artificial ground, the ground-plane antenna will 
give low-angle radiation regardless of the height 
above actual ground. However, to be a true 
ground-plane antenna, the plane of the radials 
should be at least a quarter-wavelength above 
ground. Despite this one limitation, the antenna is 
useful for DX work in any band below 30 MHz. 

The vertical portion of the ground-plane 
antenna can be made of self-supported aluminum 
tubing, or a top-supported wire, depending upon 
the necessary length and the available supports. 
The radials are also made of tubing or heavy wire 
depending upon the available supports and 
necessary lengths. They need not be exactly 
symmetrical about the base of the vertical portion. 

The radiation resistance of a ground-plane 
antenna varies with the diameter of the vertical 
element. The radiation resistance is usually in the 
vicinity of 30 ohms, and the antenna can be fed 
with 75-ohm coaxial line with a quarter-wavelength 
section of 50-ohm line between line and antenna. 
For multiband operation, a ground-plane antenna 
can be fed with, tuned open-wire line, or the 
vertical section can be quarter-wavelength pieces 
for each band. The radials should be a quarter 
wavelength at the lowest frequency. 


Matching by Length Adjustment 


The radiation resistance as measured at the base 
of a ground-plane antenna also changes as a 
function of the length of the radiating element. It 
is possible to choose a length such that the base 
radiation resistance will equal the characteristic 
impedance (Zo) of the transmission line to be used. 
The lengths of most interest are a little over 100 
degrees (0.28 wavelength), where the resistance is 
approximately 52 ohms, and about 113 degrees 
(0.31 wavelength), where the resistance is 75 ohms, 
to match the two common types of coaxial line. 
These lengths are quite practicable for ground- 
plane antennas for 14 MHz and higher frequencies, 
The lengths in degrees as given above do not 
require any correction for length/diameter ratio; 
i.e., they are free-space lengths. 

Since the antenna is not resonant at these 
lengths, its input impedance will be reactive as well 
as resistive. The reactance must be tuned out in 
order to make the line see a purely resistive load 
equal to its characteristic impedance. This can be 
done with a series capacitor of the proper value, 
when the lengths given above are used. The 
approximate value of capacitive reactance required, 
for antennas of typical length/diameter ratio, is 
about 100 ohms for the 52-ohm case and about 
175 ohms for the 75-ohm case. The corresponding 
capacitance values for the frequency in question 
can be determined from appropriate charts or by 
equation, Variable capacitors of sufficient range 
may be used and adjustment made for the lowest 
SWR. 


RADIATOR 


REACTANCE — 


CANCELING 
COMPONENT 


From a practical construction standpoint it 
may be preferable to connect the reactance-can- 
celing component in parallel or shunt with the base 
feed point, rather than in series with the radiating 
element. If a capacitor is used, for example, this 
would eliminate the requirement for insulating its 
frame from the supporting structure, as may be 
seen from Fig. 21-26, To obtain a match to 52- or 
75-ohm line, radiator lengths must be different 
than those given above when the reactance-can- 
celing component is shunt connected, however. As 
а matter of fact, there are two lengths where a 
match may be obtained Гог 52-оћт line, and two 
lengths for matching 75-ohm line. One of these 
two lengths for either impedance is somewhat less 
than that required for resonance, This results in the 
base feed point being capacitive, therefore requir- 
ing a shunt inductor for a resistive line termination. 
The other length is somewhat longer than that for 
resonance, requiring a shunt capacitor, So far as 
radiation is concerned, one is as good as the other, 
and the choice becomes the one of the simpler 
mechanical approach, or perhaps one of economy. 
The following information applies to conductor 
half-wavelength/diameter ratios in the order of 
1000, but will not be greatly different for other 
length/diameter ratios. Radiator lengths are free- 
space lengths, requiring no correction for length/ 
diameter ratios. 


Feed-Line Radiator Length — Shunt-Canceling 
Zo, Ohms Component 
52 82.5 degrees Inductor, 57.1 
0.229 wavelength ohms 
52 93.6 degrees Capacitor, 78.1 
0.260 wavelength ohms 
75 84.0 degrees Inductor, 58.1 
0.233 wavelength ‘ohms 
75 92.0 degrees Capacitor, 80.6 
0.256 wavelength ohms 


It may be seen from the above that, for an 
inductive shunt-canceling component, the radiator 
Jengths are not much different for a 52-ohm or for 
а 75-ohm termination, The same is true for a 
capacitive shunt for the two impedances, This 


HF ANTENNAS 


Fig. 21-26 — Matching to ground-plane antenna 
with shunt reactance. If the length of the radiator 
(but not the radials) is slightly more than that 
required for resonance, a capacitive shunt will 
provide a match to either 52- or 75-ohm line, 
depending on the exact radiator length. Similarly, a 
shorter-than-resonant radiator length may be used 
with a shunt inductor to offer a 52- or 75-ohm 
match. 


indicates that the radiator length for a proper 
match is somewhat critical, This causes no prob- 
lems, however, as the final length can merely be 
adjusted for the lowest SWR in the feed line, 
Similarly, it may be sen that there is little 
difference in the required reactance values for 52 
versus 75 ohms terminating impedance, If match- 
ing by final length adjustment is performed, this 
means that the reactance value is not critical, In 
other words, a shunt inductor having a reactance in 
the order of 57 ohms will afford a close match to 
either 52 or 75-ohms. 


Construction and Adjustment 


From an economy standpoint, inductors are 
generally more satisfactory than capacitors as 
shunt elements, if one considers that the compo- 
nent will be required to handle rf currents in the 
order of 1 ampere or more, even at modest power 
levels. Suitable inductors may be made from heavy 
bus wire or from available coil stock. 

The photographs of Fig. 21-27 show the con- 
struction of a sturdy ground-plane system. As 
pictured, the antenna is constructed for 
operation, but provisions for telescoping additional 
lengths of aluminum tubing to extend the radials 
and radiator make it readily adaptable to 10, 15, or 
even 20 meters, The base-plate assembly is made 
from 1/4-inch thick aluminum stock, obtained at а 
modest price as salvaged scrap from а local 
machine shop. Two pieces of this material are 
joined at right angles with short lengths of 3/4-inch 
angle aluminum and No. 8 nickel-plated brass 
hardware, A length of angle stock is attached to 
either side of the vertical plate, which is drilled to 
accept U bolts for attachment to the mast. A 
2-inch circular hole is cut in the 9-inch-square 
horizontal plate to clear the hardware which 
supports the radiator. A 4-inch square piece of 
1/4-inch thick phenolic material is used as the 
insulator for the radiator, the insulator being 
mounted atop the base plate with No. 10 hardware. 
at each corner. А 1/2- by 6-inch hex-head cap 
screw (with head removed) serves to support the 
radiator, and electrical connection is made by 
means of a solder lug which is attached by drilling 
and tapping the wrought-iron flat washer under- 
neath the insulating phenolic, Flat washers and 
nuts are used above and below the phenolic 
insulator, and lock washers are used on all hard- 
ware, The radials are attached directly to the base 
plate by drilling through them, but the method 
shown in Fig. 21-25 with U bolts would avoid 
weakening the tubing material by drilling. The 
radiator, consisting of 1/2-inch ID aluminum tub- 
ing for the lower portion, is slipped over the cap 


Fig. 2 


The ground-plane antenna partially assembled (left) and completely assembled, ready for 


7 
installation (right). Both views аге looking down on the base plate, which is in an inverted position in 


these photos. In the view at the right may be seen an added bracket which supports a coaxial cha: 


connector, type SO-239, and the shunt inductor. A right-angle connector is used at the chassis connector 
to avoid a bend in the coax, which is secured to the mast during installation. 


TABLE | — Coil and dimension data for ground-plane antennas. 


Each 
Radial 
Length 


52 177" 
75 177" 
52 rg 
75 11'9' 
8'9” 
go" 
8'6” 
8'6" 
411" 
4" 
ao" 
4'9" 


Freq., 
MHz 


Impedance, 
ohms 


Approx. 
Radiator 
Length 
15'5" 
158" 
103” 


Coil 
Value, 
uH. 


0.64 
0.65 
0.43 
0.44 
0.32 
0.32 
0.31 
0.31 
0.18 
0.18 
0.17 
0.17 


Coil 
Data 


6-1/3 turns, 1"'di. 
6-1/2 turns, 1" 
4-1/2 turns, 1"% 
4-3/4 turns, 


4-1/2 turns, 
4-1/3 turns, 
4-1/3 turns, 

3 turns, 

3 turns, 
2-3/4 turns, 
2-3/4 turns, 1"dia, 4 tpi 


screw and secured with a No. 6 screw which passes 
through both the tubing and the cap screw. A 
“weep” hole, 1/16-inch or so diameter, is drilled 
through one wall of the tubing just above the top 
of the cap screw, to permit an escape point for 
condensed moisture. The length of the radiator is 
adjusted during final pruning by varying the 
amount of telescoping of the tubing at the top of 
the element, Table I gives dimensions and coil data 
for the construction of ground-plane antennas for 
which this construction technique is suitable. 


ANTENNAS FOR 160 METERS 


Results on 1.8 MHz will depend to a large 
extent on the type of antenna used and the time of 
day or night that operations will take place. 
Almost any random length of wire that is tuned to 
resonance and matched to the transmitter will give 
fair results at night. During daylight hours the 
absorption is high, and such high-angle radiators 
become ineffective. For this reason а vertically 
polarized, low-radiation-angle antenna is best for 
use on the 160-meter band, day and night. Fig. 


21-29 shows three effective 160-meter antennas. 
At A, a shortened inverted V is made resonant by 
means of Z, a loading coil in each leg of the 
doublet. This antenna will give vertical polariza- 
tion, and will perform well for day and night use. 
A full-size inverted V with tuned feeders would be 
better, even if the voltage ends were but a few 
inches off the ground. However, when antenna 
space is at a premium, a 75-meter doublet can be 
equipped with loading inductors as shown, and the 
antenna will perform on 1.8 MHz. Two-band 
Operation can be had by merely shorting the 
loading coils with clip leads during 75-meter use. 
For use on 1.8 MHz the coils are experimentally 
pruned, a half turn at a time, until the lowest SWR 
is obtained, 

As a starting point, the coils should be 70 ЫН 
each, 16 feet, 5 inches for the length between the 
coil and antenna center (one side), and 46 feet 
from the coil to the end insulator. Resonate the 
antenna on the desired 80-meter frequency by 
shorting out turns on the coil, looking for the 
lowest SWR. Note that point and follow the same 


TOP-LOADED MARCONI 


Fig. 21-29 — Illustrations of three vertically polari- 
zed short antennas for use on 1.8 to 2 MHz. They 
are described in the text. 


procedure for 160. Of course, the shorting taps 
must be changed each time one changes bands. 
The antenna at B is nothing more than a 
topdoaded quarter-wavelength Marconi. The fat- 
top section, а, can be any convenient length — 25 
to 50 feet — and should be as high in the air as 
possible. Its three wires are joined at the ends and 
center, and a single vertical wire drops down to the 
loading/matching inductor, L. The flat-top section 
serves as a capacitance hat for the vertical member, 
b. The larger that а is made, the less coil will be 
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needed at L. A good earth ground is essential to 
proper performance, A buried radial system is 
recommended, but if the soil has good conduc- 
tivity it may be possible to get by with six or eight 
ground rods driven into the earth, 4 feet apart, and 
bonded together by means of Мо, 10 wire. They 
should be centered around the bottom end of 
section b. There are two taps оп L. The bottom опе 
is adjusted for a match to the coax feeder. The top 
tap is adjusted for antenna resonance. There will 
be some interaction between the adjustments, зо 
several attempts may be necessary before ће sys- 
tem is tuned up. Section b should be made as long 
as possible — 30 feet or more — for best results. 

‘An adaptation of the antenna just described is 
shown at С in Fig. 21-29. Here an 80-meter 
doublet is used as a quarter-wavelength top-loaded 
Marconi. The feeders, whether coax or balanced 
line, are twisted together at the transmitter end 
and tuned with series L or C. The method used will 
depend upon the length of the feed line. 
Ordinarily, an 80-meter dipole with a quarter 
wavelength feeder will require the series C to tune 
out reactance. If the feed line is much less than one 

quarter the series L will be needed. An 
SWR tige thou bo amd биш those 
adjustments. A good earth ground is necessary with 
this antenna. 

Other Antennas 


Most of the full-size horizontal and vertical 
antennas described earlier in this chapter are 
suitable for 1.8 MHz, too. When space is available 
for a large antenna one should try to make use of 
this advantage on “160.” The helically-wound 
short vertical described in the section on 
"limited-space antennas" should be of interest to 
the 160-meter operator, too. 


LIMITED-SPACE ANTENNAS 


Reducing losses which detract from the radi- 
ated power is the key to success in any limited- 
space antenna system. In fact, if there were no 
losses present, the radiating efficiency of a short- 
ened antenna would be as good as its full-sized 
counterpart. The only difference between the two 
is that the bandwidth over which the input 
impedance remains relatively constant is less for 
the former than it is for the latter. As the length of 
а radiator becomes shorter in comparison to the 
wavelength of operation, less rf energy is radiated 
during each rf cycle and most of the energy is 
stored in the electric field surrounding the antenna. 
This means the Q of the antenna is very high and 
consequently the bandwidth becomes very narrow. 
From a circuit point of view, the radiator looks 
like а small-value capacitor (large capacitive react- 
ance) in series with a small resistance or in parallel 
with large resistance value. The problem reduces to 
one of tuning out the reactance and matching the 
transmitter or feed line to the antenna radiation 
resistance. While this sounds relatively simple to do 
in theory, the effects of losses complicate the 
problem considerably. It is the unwanted losses 


which set practical limits on how small an antenna 
can be made and still be useful for communication 


Electrical length, and not physical size, deter- 
mine whether or not an antenna is “small.” For 
instance, a 20-meter dipole is approximately 34 
feet long and could easily be installed in an attic or 
other area. The same length antenna would be 
quite short on 75 meters and would present 
formidable matching and loss problems. Antenna 
height is subject to the same considerations in 
regards to physical versus electrical size and the 
effects of height are covered elsewhere in this 
Handbook. Since the high-current parts of an 
antenna are responsible for most of the radiation, 
they should be kept as high as possible. This will 
improve the angle of radiation somewhat. 


А Multiple-Tuned Short Dipole 
The use of limited-space antennas is becoming 
more of a necessity than formerly, Therefore, any 
possibilities for new or different designs should be 
explored, Shown in Fig. 21-30 is an antenna 


Fig. 21-30 — At left, construction of the dipole. Heavier spreaders with insulators were used at the ends 
with a lighter one in the middle. The weight of the feed line is distributed on both sides of the spreader by 


means of a cord, forming the Y-shaped object in the mid. 
right, close-up view of a loading coil showing tap connecti 


utilizing a technique seldom found in amateur 
antennas with the exception of the folded dipole. 
The method is called multiple tuning and has been 
used extensively in vif antenna installations. 

Some advantages to the technique are as fol- 
lows: if two or more resonant radiators are 
paralleled in folded-dipole fashion then the imped- 
ance (Ra + Ro/N) is stepped up by a factor of № 
(where ЈУ is the number of radiators and Аа is the 
radiation resistance of each radiator). The loss 
resistance js Ro which is associated with loading- 
coil losses, wire conductivity, and other sources. 
Ro is decreased by a factor of 1/М. Antenna 
efficiency is equal to 100%/(1+Ro/NRq) and 
improves as N is increased, These effects are of less 
importance when the electrical length of the 
resonant radiator is large since efficiency is high to 
begin with, Also, reasonable input impedances 
make matching to the feed line or transmitter 
relatively simple, However, the advantages become 
pronounced when the efficiency is poor (Ro/Ra 
large) and Ra+Ro is small making matching 
difficult. This is the case when the length of the 
resonant radiator becomes short compared to the 
wavelength being used, 

While space is usually available for full-size 
dipoles on the higher amateur frequencies, the idea 
of using multiple tuning for a high-efficiency short 
dipole for one of the lower bands seemed attrac- 
буе, Some experimental antennas for the 75-metér 
band were constructed and one is shown in Fig. 
21-31, Even though only 30 feet long, performance 
on both receiving and transmitting of this antenna 
seemed to compare favorably with much larger 
ones. Using a 180-watt transceiver in a temporary 
setup, a number of contacts were made and the 
reports were generally good in comparison with 
stations running higher power and with larger 
antennas, 

If the value of Ra + Коју is on the order of 13 
ohms, an impedance step up of four will give 52 
ohms, This would allow matching to a transmitter 
ог 52-оћт feed line without additional networks. 
While not an advantage in particular (since other 
values could be used with an appropriate matching 
network), it turned out that this occured with the 
length and antenna height used. The latter would 
be realistic ones for many limited-space installa- 
tions, however. 

Bandwidth of the antenna was quite narrow (20 


Also shown are the four loading coils. At 
and polypropylene insulator, 


kHz) indicating an antenna Q of approximately 
190. However, this is as it should be (as pointed 
out previously) and a broad bandwidth would be 
suspect with an antenna this short, In many 
applications, the narrow bandwidth would not 
prove to be a great objection. Since nets and 
round tables tend to operate on a fixed-frequency 
basis, the inconvenience of retuning would not 
pose a problem. Improved performance because of 
the increased efficiency may offset this disadvan- 
tage in some instances. Tuning was accomplished. 
by lowering the antenna and changing the taps on 
the loading coils, The SWR was then checked until 
à point where a minimum occured was found. 

Initial values for the loading-coil inductance 
were calculated for a single dipole from curves in 
The ARRL Antenna Book, 13th edition. The chart 
in Fig. 10-2 was used to determine these starting 
values and good agreement with the actual value 
needed was observed. Antennas for other lengths 
and frequencies could be designed with these 
curves, Keeping the coils approximately midway 
between the center and the outer end of the 
antenna is advisable, however. It is also a good idea 
io make the L of coils somewhat larger than 
calculated and then tap down to get the correct 
value. Tap connections should be soldered for 
highest conductivity. In order to avoid disappoint- 
ment, it is advisable to reduce all the losses as 
much as possible, This philosophy holds for other 
types of limited-space antennas as well. Compromi- 
ses made for convenience or other reasons will 
normally result in poorer efficiency. 

Construction of the dipole can follow the 


Fig. 21-31 — Dipole dimensions and coil data. 

11-14, incl. — 82 uH for 3.86 MHz. Air wound 
preferable, 57 turns, 2-1/2-inch dia., 10 tpi of 
No. 16 solid wire (B&W 3031). 
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builder's requirements but the factors mentioned 
previously should be kept in mind. Using the 
antenna in an attic installation might be attractive 
since it could be strung from the rafters by means 
of standoff insulators. Caution should be taken 
that no contact with metallic or flammable objects 
occurs. When used in outdoor setups, construction 
of the loading-coil supports may be improved by 
using fiberglass rods instead of the polypropylene 
rope insulators shown in the experimental dipole. 
However, polypropylene has very low-loss dielec- 
tric properties which makes it adequate for insulat- 
ing applications. Generally speaking, weather- 
proofing is unadvisable since a poor job tends to 
keep moisture in once it gets there while an 
open-type construction quickly dries out once 
inclement weather clears up. If air-wound coil 
stock is used for the loading coils, alternate 
windings near the tap points should be pushed in 
slightly to ease the task of soldering connections 
and insure that no unwanted shorts between turns 
occur. While many types of homemade coils are 
possible, it should be pointed out that PVC plastics 
have relatively poor dielectric-loss properties, This 
may or may not be an important factor in 
loading-coil operation and will depend upon the 
voltage across the coil, 

Other types of limited-space antennas may be 
of interest and The ARRL Antenna Book, 13th 
edition, contains additional designs, The particular 
type selected will depend upon factors such as 
ground conductivity, ability to install ground 
planes, height available, and proximity to surround- 
ing objects. 


HELICALLY-WOUND SHORT 
VERTICAL ANTENNAS 


Ап effective physically-short radiator can be 
built by helically-winding a length of wire on a 
long insulating rod or pole as shown in the sketch. 
Supporting poles such as bamboo rods, fiber glass 
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Fig. 21-32 — Artist's 
sketch of the helically- 
wound vertical. This 
resonant quarter-wave- 
length antenna will per- 
form well when worked 
against a good earth 
ground. 
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tubing, or treated dowel rod, serve as practical 
foundation material for such an antenna. This type 
of antenna is most often used as a vertical radiator 
and is worked against ground as a quarter- 
wavelength system, The voltage and current 
distribution is more lintar than when a lumped- 
inductance (loading coil and whip) is employed, a 
possible reason for its effective performance. 

This type of antenna is particularly useful for 
limited-space applications in the lower part of the 
hf spectrum — 1,8, 3.5 and 7.0 MHz. It can be used 
for 14 MHz and higher, but is desirable only if an 
antenna shorter than a natural quarter wavelength 
is required. 


Construction 


The length of the supporting pole can be 
anything between 4 feet and 20 feet in length. The 
longer the rod, the better the performance. Fiber 
glass spreader poles for cubical-quad antennas are 
ideal for this application. Alternatively, bamboo 
fishing poles, covered with fiber glass, work well, 
Some lumber yards carry 16-foot long hand-rail 
stock (wooden) which can be coated with fiber 
glass or several coats of exterior spar varnish and 
used as a coil form. The main consideration is that 
the antenna pole be of good dielectric properties 
and that it be weatherproofed. 

So that the antenna will be approximately 
1/4-wavelength long electrically, a 1/2-wavelength 
piece of insulated wire is needed for the radiating 
element. When helically-wound as shown, the 
antenna becomes approximately one-quarter wave- 
length long, electrically, No. 14 or Мо. 12 
Formvar-insulated copper wire is recommended for 
the antenna winding. It should be space-wound in 
as linear a manner as possible. The far end of the 
vertical should have a 6-inch diameter metal disk, 
or 12-inch spike, to add sufficient capacitance to 
lower the impedance at the far end of the radiator 
sufficiently to prevent coroma effects which can 
burn the far end of the element during medium- 
and high-power operation. An aluminum base- 
mounting plate and two U clamps can serve as a 
support for the antenna. 


Operation 
To build the antenna for use on 160 meters, for 
example, wind approximately 248 feet of wire on 
the pole аз shown. Since this will fall just short of 
natural resonance at one-quarter wavelength, some 
type of variable inductor will be needed at the base 
of the antenna. A rotary inductor from an old 
Command Set transmitter will do the job. It should 
be enclosed in a weatherproof box of plastic or 
metal, The inductor is adjusted by means of an 
SWR indicator for the best match obtainable at the 
operating frequency. An earth ground is required 
for proper operation, anda buried radial system is 
recommended, Alternatively, several ground rods 
can be driven into the earth near the base of the 
antenna and bonded together with heavy wire. 

It may not be possible to secure a 1:1 SWR 
without using some form of impedance-matching 
system, After the antenna is made resonant at the 
operating frequency, a tuning network such as that 
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Fig. 21-33 — Circuit diagram of the L-network 

Transmatch. ht banana jacks are E. F. 

Johnson type 108-900, and three dual banana 

plugs are required, E. F. Johnson type 108-200. 

C1 — Variable capacitor, 350 pF (E. F. Johnson 
154-10).. 

CR1, CR2 — 1N34A germanium diode. 

л, B- — Chassis connector, type 50-239. 

J3 — Feedthrough terminal, isolantite. 


of Fig. 21-33 can be employed to provide the 
desired 1:1 SWR. Since antennas of this type are 
relatively “frequency conscious,” it will be 
necessary to retune the matching network when 
moving from one part of the band to another. The 
completed antenna should be given a coating of 
fiber glass or spar varnish to seal it against the 

^ weather, and to secure the coil tums. It has been 
observed that this antenna has exceptional 
immunity to man-made electrical noises. It also 
cuts down the response to broadcast-band signals 
which sometimes tend to overload the station 
receiver. The foregoing attributes result from the 
fact that it is a narrow-band antenna. 
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L3 — Variable inductor 28 ИН (E. Р, Johnson 
229-203). 

М1 — 100-UA meter. 

R1, R2 — 68-ohm, 1/2-watt carbon or composi- 
tion, not wirewound. 

R3 — 25,000-ohm carbon control, linear taper. 

51 — Spst toggle. 


INDOOR ANTENNAS 

Amateurs residing in apartment buildings may 
not be able to put up outdoor antennas or to use 
limited-space antennas such as shown in Fig. 21-30. 
The answer to the problem is to use a 
window-mounted mobile antenna, or random- 
length wire fed at one end. 


Some General Considerations 


There are exceptions to the following rules but, 
in general, they can be depended upon. 

1) An outdoor antenna will work better than 
an indoor one. 


LI 


Fig. 21-34 — Etched circuit-board template, The foil side is shown, the etched portion is shaded. 


Fig. 21-35 — The Monimatch is at the upper left, 
covered by a metal enclosure, Connections from 
the roller inductor and the variable capacitor to the 
terminals on the jacks are made with thin strips of 
copper, although No. 12 or 14 wire can be used 
instead. The two antenna terminals are at the rear 
right. The top terminal is for use with a coax-fed 
antenna, if desired. 


2) An antenna inside a frame building with 
wood exteriors is better than the same antenna in a 
steel-and-concrete building. 

3) The higher above ground, inside or out, the 
better the antenna will work. 

4) The bigger (or longer) you can make an 
indoor antenna, the better — even if it means 
running wire around corners. 

5) Even a poor antenna should produce some 


The Coupling Problem 


Most transmitters are designed to work into a 
S0-ohm load, and contain little or no provision for 
adjusting the transmitter when the load is other 
than 50 ohms. Unfortunately, there is no 
random-length wire antenna that will present a 
50-овт load on all bands. What is required is a 
Transmatch. A Transmatch is simply an adjustable 
LC network that converts the unknown antenna 
impedance to 50 ohms. The unit, shown in Fig. 
21-35, will cover the 80- through 10-meter bands 
and can handle 1 kW of rf power. 


Circuit Details 
The unit shown in Fig. 21-33 is designed to be 
used in three configurations. They are shown at B, 
C, and D. With one of the three hookups, it should 
be possible to match practically any antenna to the 
transmitter. 
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order to get complete band coverage and 
the complexities of band-switching, banana 
plugs are used to change the circuit to the 
needed. For example, if the setup 

at B is desired, jumper terminals 7 and 8, 1 
4 and 5 should be used. Using the 
plugs makes for easy changing of the 


Whenever a Transmatch is used, the operator 
should have a way of knowing when the unit is 
adjusted correctly. The answer to this need is a 
Monimatch or other SWR indicator. 


In 
avoid 
and ў 
со 
shown 


and 3, 
banana 
circuit. 


Construction Details 


The chassis for mounting the Transmatch is 
made from a piece of aluminum measuring 
10 X 19 inches. The ends of ће 19-inch length of 
aluminum are bent up to form a U-shaped chassis, 
the ends being 4 1/2 inches high to form a chassis 
10 X 10 X 4 1/2 inches. The back side of the U has 
an opening cut out, 3 1/4 inches high by 4 1/2 
inches long. A piece of Plexiglas is mounted over 
this opening. The jack-plug sockets are installed 
directly on the plastic. Connections from the roller 
inductor, L3, and variable capacitor, C1, are made 
to the banana jacks. Be careful when drilling the 
holes for the jacks to insure that they will mate 
with the plugs. Fig. 21-34 shows the details for a 
pe-board Monimatch. Methods for making etched 
circuit boards are given in detail in the 
Construction Practices chapter. 


How to Tune Up 


Using the Transmatch is not complicated. 
Although it takes some time to find the correct 
combination of settings, once determined, they can 
be logged for later reference. Use a short length of 
50-оһт coax to connect the Transmatch to the 
transmitter. Attach the antenna to the Transmatch. 
Tune up the transmitter on the desired band, 
making sure that the final amplifier is resonated, 
but with the power output reduced. With the 
Monimatch in the forward-reading position, set the 
sensitivity control for a full-scale reading. Be sure 
to keep the final amplifier tank in resonance. 
Switch the meter to the reflected position, and 
then adjust L1 and СІ, until the lowest indication 
of reflected power is obtained. It should be 
possible to get the meter to read zero, With a zero 
reading in the reflected position, versus full scale in 
the forward setting, the Transmatch is correctly 
adjusted, and the SWR is 1. The circuit may have 
to be changed to one of the other configurations in 
order to get a match, but one combination should 
work. Once the Transmatch is set properly, then 
adjust the transmitter to its rated power input. One 
other point: It isn’t always possible to get a good 
ground connection in an apartment, Therefore, a 
connection to a cold-water pipe or earth ground 
should be used. 

Try to make the antenna as long as possible, 
even if it must be run around corners. The length 
that will work best is from 120 to 130 feet. The 
end of the wire can be terminated at a window 
screen, which will get part of the antenna outside. 


Directive Arrays with Parasitic Elements 


DIRECTIVE ARRAYS WITH PARASITIC ELEMENTS 


With few exceptions, the antennas described so 
far in Chapter 21 have unity gain or less, and are 
either omnidirectional or bidirectional. In order for 
antennas to have gain and take on directional 
characteristics they must employ additional ele- 
ments. Antennas with these properties are 
commonly referred to as “beam” antennas, This 
section will deal with the design and characteristics 
of directional antennas with gain. 


Parasitic Excitation 

In most of these arrangements the additional 
elements receive power by induction or radiation 
from the driven element generally called the 
“antenna,” and reradiate it in the proper phase 
relationship to achieve the desired effect. These 
elements are called parasitic elements, as contras- 
ted to the driven elements which receive power 
directly from the transmitter through the trans- 
mission line. 

The parasitic element is called a director when 
it reinforces radiation on a line pointing to it from 
the antenna, and a reflector when the reverse is the 
case, Whether the parasitic element is a director or 
reflector . depends upon the parasitic-element 
tuning, which usually is adjusted by changing its 
length. 


Gain vs. Spacing 


The gain of an antenna with parasitic elements 
varies with the spacing and tuning of the elements 
and thus for any given spacing there is a tuning 
condition that will give maximum gain at this 
spacing. The maximum front-to-back ratio seldom, 
if ever, occurs at the same condition that gives 
maximum forward gain. The impedance of the 
driven element also varies with the tuning and 
spacing, and thus the antenna system must be 
tuned to its final condition before the match 
between the line and the antenna can be 
completed. However, the tuning and matching may 
interlock to some extent, and it is usually 
necessary to run through the adjustments several 
times to insure that the best possible tuning has 
been obtained. 


8 
+ 
5 


+ 


o o 


$88 
RADIATION RESISTANCE —ОНМУ 


П 
8 


G 


RELATIVE FIELD STRENGTH -Di 


i 


0 00501 05 02 025 03 035 04 
ELEMENT SPACING-WAVELENGTH 


Fig. 21-36 -Gain vs. element spacing for an antenna 
and one parasitic element. The reference point, О 
dB, is the field strength from a half-wave antenna 
alone. The greatest gain is in the direction A at 
spacings of less than 0.14 wavelength, and in 
direction B at greater spacings. The front-to-back 
is the difference in dB between curves A and 
ion in radiation resistance of the driven 
is also shown. These curves аге for a 
self-resonant parasitic element. At most spacings 
the gain as a reflector can be increased by slight 
lengthening of the parasitic element; the gain as a 
director can be increased by shortening. This also 
improves the front-to-back ratio, 


Two-Element Beams 


A 2-element beam is useful where space or 
other considerations prevent the use of the larger 
structure required for a 3-element beam. The 
general practice is to tune the parasitic element as a 
reflector and space it about 0.15 wavelength from 
the driven element, although some successful 
antennas have been built with 0.1-wavelength 
spacing and director tuning. Gain vs. clement 
spacing for a 2-element antenna is given in Fig. 
21-36, for the special case where the parasitic 
clement is resonant, It is indicative of the 
performance to be expected under maximum-gain 
tuning conditions. 


TABLE 21-11 


Driven 
Element 
4 B 
33° 53/8" 33 в" 
зу 214" 
ar 5 5/8" 
zr 23/8" 
16 10 1/47 
16' 63/8" 


Reflector. 
4 B 
3s 21/27 
34'8 12" 
236" 
23 2 5/8" 
17"7 5/8" 
maa 


as 514” 
34711 
23' та 
23° 41: 
YT 87/8 
1T 43/4" 


P 
16° 51/4" 


2nd 
Director 


Ist 

Director 
а 

3r 93/8" 

з 4" 

zr 21/2" 

20 yz 

isi" 

15 714" 


B 


arase 3111/4" 3r 
3 


Is 81/2" 1533/8" 


Element lengths for 20, 15 and 10 meters, 
phone and cw. These lengths are for 0.2 or 
15 wavelength clement spacing. 
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A theoretical investigation of the 3-clement 
case (director, driven element and reflector) has 
indicated a maximum gain of slightly more than 7 
dB. A number of experimental investigations have 
shown that the optimum spacing between the 
driven clement and reflector is in the region of 
0.15 to 0.25 wavelength, with 0,2 wavelength 
representing probably the best overall choice. With 
0.2-wavelength reflector spacing, Fig. 21-37 shows 
the gain variation with director spacing. It is 
obvious that the director spacing is not especially 
critical, and that the overall length of the array 
(boom length in the case of a rotatable antenna) 
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Fig. 21.38 — Element lengths for a G-element 
beam. These lengths will hold closely for tubing 
elements supported at or near the center. 


can be anywhere between 0.35 and 0.45 
wavelength with no appreciable difference in gain. 

Wide spacing of both elements is desirable not 
only because it results in high gain but also because 
adjustment of tuning or element length is less 
critical and the input resistance of the driven 
element is higher than with close spacing. The 
latter feature improves the efficiency of the 
antenna and makes a greater bandwidth possible. 
However, a total antenna length, director to 
reflector, of more than 0.3 wavelength at 
frequencies of the order of 14 MHz introduces 
considerable difficulty from а constructional 
standpoint, so lengths of 0.25 to 0.3 wavelength 
are frequently used for this band, even though they 
are less than optimum. 

In general, the gain of the antenna drops off 
less rapidly when the reflector length is increased 
beyond the optimum value than it does for a 
corresponding decrease below the optimum value. 
The opposite is true of a director. It is therefore 
advisable to err, if necessary, on the long side for a 
reflector and on the short side for a director. This 
also tends to make the antenna performance less 
dependent on the exact frequency at which it is 
operated, because an increase above the design 
frequency has the same effect as increasing the 
length of both parasitic elements, while a decrease 
in frequency has the same effect as shortening both 
elements. By making the director slightly short and 
the reflector slightly long, there will be a greater 
spread between the upper and lower frequencies at 
which the gain starts to show а rapid decrease.. 

When the over-all length has been decided 
upon, the element lengths can be found by 
referring to Fig. 21-38. The lengths determined by 
these charts will vary slightly in actual practice 
with the element diameter and the method of 
supporting the elements, and the tuning of a beam 
should always be checked after installation. 
However, the lengths obtained by the use of the 
charts will be close to correct in practically all 
cases, and they can be used without checking if the 
beam is difficult of access. 

In order to make it even easier for the Yagi 
builder, Table 21-I can be used to determine the 
element lengths needed. Both cw and phone 
lengths are included for the three bands, 20, 15, 
and 10 meters, The 0.2 wavelength spacing will 
provide greater bandwidth than the 0.15 spacing. 
‘Antenna gain is essentially the same with either 
spacing. The element lengths given will be the same 
whether the beam has 2, 3 or 4 elements. It is 
recommended that "Plumbers Delight” type 
construction be used where all the elements are 
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GAMMA MATCH 


To 
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(С) coop (feet) = 1225 
4:1 COAX BALUN 
Fig. 21-39 — Illustrations of gamma and 


T-matching systems. At A, the gamma rod is 
adjusted along with C until the lowest possible 
SWR is obtained. A T-match is shown at B. It is the 
same as two gamma-match rods. The rods and C1 
and C2 are alternately adjusted for a 1:1 SWR. A 
coaxial 4:1 balun transformer is shown at C. A 
toroidal balun can be used in place of the coax 
model shown, Details for the toroidal version are 
given in Chapter 20, and it has a broader frequency 
range than the coaxial version. The T-match is 
adjusted for 200 ohms and the balun steps this 
balanced value down to 50 ohms, unbalanced. Or, 
the T-match can be set for 300 ohms, and the 
balun used to step this down to 75 ohms, 
unbalanced, Dimensions for the gamma and 
T-match rods cannot be given by formula. Their 
lengths and spacing will depend upon the tubing 
size used, and the spacing of the parasitic elements 
of the beam, Capacitors C, C1 and C2 can be 140 
РЕ for 14-MHz beams, Somewhat less capacitance 
Will be needed at 21 and 28 MHz. 


mounted directly on and grounded to the boom, 
This puts the entire array at dc ground potential, 
affording better lightning protection. А gamma 
section can be used for matching the feed line to 
the array. 


Tuning Adjustments 

The preferable method for checking the beam is 
by means of a field-strength meter or the S meter 
of a communications receiver, used in conjunction 
with a dipole antenna located at least 10 
wavelengths away and as high as or higher than the 
beam that is being checked. A few watts of power 
fed into the antenna will give a useful signal at the 
Observation point, and the power input to the 
transmitter (and hence the antenna) should be held 
constant for all of the readings. 

Preliminary matching adjustments can be done 
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on the ground. The beam should be set up so that 

the reflector element rests on earth with the 
remaining elements in a vertical configuration. In 
other words, the beam should be aimed straight up. 
The matching system is then adjusted for 1:1 SWR 
between the feed line and driven element. When 
the antenna is raised into its operating height, only 
slight touch-up of the matching network will be 
required, 

A great deal has been printed about the need 
for tuning the elements of a Yagi-type beam. 
However, experience has shown that lengths given 
in Fig. 21-38 and Table II are close enough to the 
desired length that no further tuning should be 
required. This is true for Yagi arrays made from 
metal tubing. However, in the case of quad 
antennas, made from wire, the reflectors and 
directors should be tuned with the antenna in its 
operating location, The reason is that it is 
practically impossible to cut and install wire to the 
exact dimensions required for maximum gain or 
front-to-back. 


Simple Systems: The Rotary Beam 


Two- and three-element systems are popular for 
rotary-beam antennas, where the entire antenna 
system is rotated, to permit its gain and directivity 
to be utilized for any compass direction. They may 
be mounted either horizontally (with the plane 
containing the elements parallel to the earth) or 
vertically, 

A fourelement beam will give still more gain 
than a three-element one, provided the support is 
sufficient for about 0.2 wavelength spacing 
‘between elements. The tuning for maximum gain 
involves many variables, and complete gain and 
tuning data are not available. 

The elements in close-spaced (less than 
one-quarter wavelength element spacing) arrays 
preferably should be made of tubing of one-half to 
‘one-inch diameter. A conductor of large diameter 
not only has less ohmic resistance but also has 
lower Q; both these factors are important in 
close-spaced arrays because the impedance of the 
driven element usually is quite low compared to 
that of a simple dipole antenna, With three- and 
fourelement close-spaced arrays the radiation 
resistance of the driven element may be so low that 
ohmic losses in the conductor can consume an 
appreciable fraction of the power. 


Feeding the Rotary Beam 


Any of the usual methods of feed (described 
later under “Matching the Antenna to the Line”) 
can be applied to the driven element of a rotary 
beam. The popular choices for feeding a beam are 
the gamma match with series capacitor and the T 
match with series capacitors and a half-wavelength 
phasing section, as shown in Fig. 21-39. These 
methods are preferred over any others because 
they permit adjustment of the matching and the 
use of coaxial line feed. The variable capacitors can 
be housed in small plastic cups for weatherproof- 
ing; receiving types with close spacing can be used 
at powers up to a few hundred watts, Maximum 


REF (overall ft) = 


CUBICAL QUAD 
DELTA LOOP 


capacitance required is usually 140 pF at 14 MHz 
and proportionately less at the higher frequencies. 

1f physcially possible, it is better to adjust the 
matching device after the antenna has been 
installed at its ultimate height, since a match made 
with the antenna near the ground may not hold for 
the same antenna їп the air. 


Sharpness of Resonance 


Peak performance of а multiclement, parasitic 
апау depends upon proper phasing or tuning of 
the elements, which can be exact for one 
frequency only. In the case of close-spaced arrays, 
which because of the low radiation resistance 
usually are quite sharp-tuning, the frequency range 
over which optimum results can be secured is only 
of the order of 1 or 2 percent of the resonant 
frequency, or up to about 500 kHz at 28 MHz. 
However, the antenna can be made to work 
satisfactorily over a wider frequency range by 
adjusting the director or directors to give 
maximum gain at the highest frequency to’ be 
covered, and by adjusting the reflector to give 
optimum gain at the lowest frequency. This 
sacrifices some gain at all frequencies, but 
maintains more uniform gain over a wider 
frequency range. 

The use of large-diameter conductors will 
"broaden the response curve of an array because the 
larger diameter lowers the Q. This causes the 
reactances of the elements to change rather slowly 
with frequency, with the result that the tuning 
stays near the optimum over a considerably wider 
frequency range than is the case with wire 
conductors. 


Combination Arrays 


It is possible to combine parasitic elements with 
driven elements to form arrays composed of 
collinear driven and parasitic elements and 
combination  broad-side-collinearparasitic ele- 
ments. Thus two or more collinear elements might 
be provided with a collinear reflector or director 
set, one parasitic element to each driven element. 
Or both directors and reflectors might be used. A 
broadside-collinear array can be treated in the same 
fashion. 
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Fig. 21-40 — Information on building a quad or а 
Delta-Loop antenna. The antennas are electrically 
similar, but the Delta-Loop uses "plumber's de- 
light" construction. Additional information is 
given in the text. 


DELTA LOOPS AND QUAD BEAMS 


One of the more effective DX arrays is called 
the “cubical quad” or, simply, "quad" antenna. It 
consists of two or more square loops of wire 
supported by a bamboo or fiberglass cross-arm 
assembly. The loops are a quarter wavelength per 
side (full wavelength overall) one loop being 
driven, and the other serving as a parasitic element 
— usually a reflector. A variation of the quad is 
called the Delta Loop. The electrical properties of 
both antennas are the same, generally speaking, 
though some operators report better DX results 
with the Delta Loop. Both antennas are shown in 
Fig. 21-40. They differ mainly in their physical 
properties, one being of "Plumber's Delight” 
construction, while the other uses insulating 
support members. One or more directors can be 
added to either antenna if additional gain and 
directivity is desired, though most operators use 
the two-element arrangement. 
It is possible to interlace quads or “deltas” for 
two or more bands, but if this is done the formulas 
given in Fig. 21-40 may have to be changed slightly 
to compensate for the proximity effect of the 
second. antenna. For quads the length of the 
full-wave loop can be computed from 
5 = 1005 _ 
Full-wave loop (£0 = АЕ 21H 
If multiple arrays are used, each antenna should 
be tuned up separately for maximum forward gain 
as noted on a field-strength meter. The reflector 
stub on the quad should be adjusted for the 
foregoing condition. The Delta-Loop gamma match 
should be adjusted for a 1:1 SWR. No reflector 
tuning is needed. The Delta-Loop antenna has a 
broader frequency response than the quad, and 
holds at an SWR of 1.5:1 or better across the band 
itis cut for. 


TABLE 2141 


Length Diameter 
(ft) fin.) 

2 8 1 9А 

4 8 3/4 ВА 

1 8 11/4 10A 

7/8 4231 


Reynolds 
No. 


Quantity 


1 6 


2 U-bolts, TV antenna to mast type, 1 variable 
capacitor, 150 pF maximum, any type, 1 plastic 
freezer container, approximately 5 X 5 X 5 in- 
ches, to house gamma capacitor. 

Gamma rod, 3/8- to 1/2nch diameter aluminum 
tubing, 36 inches long. (Aluminum curtain rod 
or similar.) 


A Short 20-Meter Yagi 


The resonance of the quad antenna can be 
found by checking the frequency at which the 
lowest SWR occurs. The element length (driven 
element) can be adjusted for resonance in the 
most-used portion of the band by lengthening or 
shortening it. 

It is believed that a two-element quad or 
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Delta-Loop antenna compares favorably with a 
three-element Yagi array in terms of gain (see QST, 
May, 1963, and 057, January 1969 for additional 
information). The quad and Delta-Loop antennas 
perform very well at 50 and 144 MHz. A discussion 
of radiation patterns and gain, quads vs. Yagis, was 
presented by Lindsay in QST, May, 1968. 


A SHORT 20-METER YAGI 


Described here is a small, yet effective, three- 
element 20-meter Yagi that offers gain and good 
directivity. This system exhibits a front-to-back 
ratio in excess of 18 dB as measured with a good 
quality communications receiver. 

Construction 

The boom and all the elements are made from 
1-1/4-inch diameter aluminum tubing available at 
most hardware stores, The two boom sections and 
the two pieces which make up the center portion 
of the driven element are coupled together using 
15-inch sleeves of 1-3/8-inch OD aluminum tubing. 
Sheet metal screws should be used to secure the 
sections within the coupling sleeves. 

The loading coils are wound on 1-1/8-inch 
diameter Plexiglas rod. Details are shown in Fig. 1. 
Be sure to slit the ends of the aluminum tubing 
where the compression clamps are placed. The coils 
are made from No. 14 enameled copper wire. The 
specified number of turns are equally spaced to 
cover the entire nine inches of Plexiglas. 

The capacitance hats are constructed from 
3/4-inch angle aluminum, Two pieces two feet in 
length are required for each hat. The model shown 
in the diagrams has the angle aluminum fastened to 
the element using aluminum strips however No. 8 
sheet metal screws provide a suitable substitute. 
Solder lugs are fastened to the ends of the angle 
aluminum and No, 12 or 14 wire connects the ends 
of the aluminum resulting in a square loop. The 
wires should be soldered at each of the solder lugs. 

All of the elements are secured to the boom 
with T V U-bolt hardware. Plated bolts are desirable 
to prevent rust from forming. An aluminum plate 
nine inches square by 1/4-inch thick was used as 
the boom-to-mast plate, 


1⁄4" ALUMINUM 
TUBING 
6 SELF TAPPING 
SCREW 
HOSE CLAMP 
16" PLEXIGLAS 
ROD 


(229mm) Fig. 1 — Details for joining 
sections of aluminum tubing 


and Plexiglas rod. 


TABLE 1 
Complete parts list for the short beam. 
ory 


MATERIAL 


10-foot lengths of 1-1/4-inch dia. aluminum 
tubing (one for the reflector center section, 
one for the reflector end sections). 
Eight-foot lengths of 1-1/4-inch dia. alumi- 
num tubing (two lengths for the boom, one 
length for the director element iter). 
Six-foot lengths of 1-1/4-inch dia. aluminum 
tubing (two lengths for the driven element 
center, two lengths for the director and 
driven element ends). 

15-inch lengths of 1-5/8-inch dia. aluminum 
tubing. 

40-inch length of 3/8-inch dia. aluminum 
tubing. 

Six-foot lengths of 3/4-inch angle aluminum. 
12-inch lengths of 1-1/8-inch dia. Plexiglas 
rod. 

Nine-inch square, 1/4-inch thick aluminum 
plate. 

U-bolts. 

Compression hose clamps. 

Crutch 


caps. 
No. 12 enameled copper wire. 
No. 14 enameled copper wire. 


A boom strut is recommended because the 
weight of the elements is sufficient to cause the 
boom to sag. A 1/8-inch diameter nylon line is 
plenty strong. A U-bolt clamp is placed on the 
mast several feet above the antenna and provides 


Shown here is WA1LNQ standing near the twenty- 
meter beam mounted atop the tower. Keep in 
mind the longest element is only 20 feet. 
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RES. FREQ. RES. FREQ. RES.FREQ. 
13.350 MHZ 14.050 MHZ 14.750 MHZ 


26 TURNS 


$ ALL 6 PLEXIGLAS INSULATORS HAVE 9"(229ММ OF LENGTH EXPOSED 


Fig. 2 — Constructional details for the 20-meter 
beam. The coils on each side of the element are 
identical. The gamma capacitor is a 140-pF variable 
unit manufactured by E. F. Johnson Co. 


the attachment point for the center of the truss 
line, To reduce the possibility of water accumulat- 
ing in the element tubing and subsequently freez- 
ing, crutch caps are placed over the ends. Rubber 
feet suitable for keeping furniture from scratching 
hardwood floors would serve the same purpose. 

A piece of Plexiglas was mounted inside an 
aluminum Minibox to provide support and 
insulation for the gamma capacitor, A plastic 
refrigerator box would serve the purpose just as 
well The capacitor housing is mounted to the 
boom by means of a U-bolt. The gamma rod is 
made of 3/8-inch aluminum 40-inches long and is 
connected to the gamma capacitor by a 6-inch 
length of strap aluminum. 


‘Tune-Up and Operation 

The builder is encouraged to follow the dimen- 
sions given in Fig. 1 as a starting point for the 
position of the gamma rod shorting strap. Connect 
the coaxial cable and install the antenna near or at 
the top of the tower, The gamma capacitor should 


be adjusted for minimum SWR at 14.100 MHz as 
indicated by an SWR meter (or power meter) 
connected in the feedline at the gamma capacitor 
box. If a perfect match cannot be obtained a slight 
repositioning of the gamma short might be re- 
quired. The dimensions given favor the ew portion 
of the band. At 14.050 MHz the SWR is 1.1:1 and 
at 14.350 MHz the SWR is less than 2:1 making 
this antenna useful for phone as well as cw. 


AN OPTIMUM-GAIN TWO-BAND ARRAY 


1f optimum performance is desired from a Yagi, 
the dual4-element array shown in Fig. 21-43 will 
be of interest. This antenna consists of four 
elements оп 15 meters interlaced with the same 
mumber for 10. Wide spacing is used, providing 
excellent gain and good bandwidth on both bands. 
Each driven element is fed separately with 50-ohm 
coax; gamma-matching systems are employed. If 
desired, a single feed line can be run to the array 
and then switched by a remotely controlled relay. 

The element lengths shown in Fig. 21-44 are for 
the phone portions of the band, centered at 21,300 
and 28,600 kHz. If desired, the element lengths 
can be changed for су operation, using the 
dimensions given in Table 21-11, The spacing of the 


Fig. 21-43 — Ready for erection, this is the 
completed dual-band beam. 


elements will remain the same for both phone and 
ow. 


Construction Details 


The clements are supported by commercially 
made U-bolt assemblies. Or, muffler clamps make 
excellent clement supports, The boom-to-mast 
support is also a manufactured item that is 
designed to hold а 2inch diameter boom and that 
can be used with mast sizes up to 2 1/2 inches in 
diameter, Another feature of this device is that it 
permits the beam to be tilted after it is mounted in 
place on the tower, providing access to the 
elements if they need to be adjusted once the beam 
has been mounted on the tower. 

The clements are made from 6061-T6 alumi- 
mum tubing, which is available from metal 
suppliers, The tubing comes in 12-foot lengths and 
can be purchased in telescoping sizes, The center 
sections of the 15-meter beam elements are 1-inch 
outside diameter and the 10-meter sections are 
3/4-inch, The ends of the tubing are slit with a 


[ | 23/2987 
REFL. я 
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ELEMENT. 
16/594" 


15^ 74". 
207 1727 
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2мо. 157338” 
DIRECTOR, 
20764" 
Fig. 21-44 — The element lengths shown аге for 
the phone sections of the bands. Table 21-11 
provides the dimensions for cw frequencies. 


Fig. 21-45 — This is the boom-to-mast fixture that 
holds the two 12-foot boom sections together. The 
unit is made by Hy-Gain Electronics, P. O. Box 
5407-HE, Lincoln, NE 68505. 


hack saw, and hose clamps are used to hold the 
telescoping portions. 


A THREE-BAND QUAD 
ANTENNA SYSTEM 


Quads have been popular with amateurs during 
the past few decades because of their light weight, 
relatively small turning radius, and their unique 
ability to provide good DX performance when 
mounted close to the earth. A two-element three- 
band quad, for instance, with the elements 


The three-band quad antenna. 


mounted only 35 feet above the ground, will give 
good performance їп situations where a triband 
Yagi will not. Fig. 1 shows a large quad antenna 
which can be used as а basis for design for either 
smaller or larger arrays. 

Five sets of element spreaders are used to 
support the three-element 20-meter, four-element 
lS-meter, and five-element 10-meter wire-loop 
system. The spacing between elements has been 
chosen to provide optimum performance con- 
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Fig. 1 — Dimensions 
of the three-band 


for dimensions of 
lettered wires. 


Fig. 2 — Details of one of two ass 
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imblies for a spreader frame. The two assemblies are jointed to form an 


X with a muffler clamp mounted at the position shown. 


TABLE | 


Three-Band Quad Loop Dimensions 


Driven 


Band Element 


Reflector 


20 
Meters 
15 
Meters 
10 
Meters 


(А)72'8"  (g)71'3" 


(D) 48° 


(H) 36° 


2%" (1) 35° 6" 


6%" (Е) 47' 7%" (Е) 46' 5" 


First 
Director 


Third 
Director 


Second 
Director 


(C) 69' 6" - 
(6) 46' 5" - 
(J) 34' 7" 


(K)34'7" (L) 34' 7" 


Letters indicate loops identified in Fig. 1 


sistent with boom length and mechanical con- 
struction. Each of the parasitic loops is closed 
(ends soldered together) and requires no tuning. 
АШ of the loop sizes are listed in Table Т and are 
designed for a center frequency of 14.1, 21.1, and 
28.3 MHz. Since quad antennas are rather broad- 
tuning devices excellent performance is achieved in 
both cw and ssb band segments of each band (with 
the possible exception of the very high end of 10 
meters). Changing the dimensions to favor a 
frequency 200 kHz higher in each band to create a 
"phone" antenna is not necessary. 

One question which comes up quite often is 
whether to mount the loops in a diamond or a 
square configuration. In other words, should one 
spreader be horizontal to the earth, or should the 
wire be horizontal to the ground (spreaders 
mounted in the fashion of an X)? From the 
electrical point of view, it is probably a trade-off. 
While the square configuration has its lowest point 
higher above ground than a diamond version 
(which may lower the angle of radiation slightly), 
the top is also lower than that of a diamond shaped 


array. Some authorities indicate that separation of 
the current points in the diamond system gives 
slightly more gain than is possible with a square 
layout. It should be pointed out, however, that there 
never has been any substantial proof in favor of 
one or the other, electrically. 

Spreader supports (sometimes called spiders) 
are available from many different manufacturers. If 
the builder is keeping the cost at a minimum, he 
should consider building his own. The expense is 
about half that of a commercially manufactured 
equivalent and, according to some authorities, the 
homemade arm supports described below are less 
likely to rotate on the boom as a result of wind 


pressure. 

A three-foot long section of one-inch-per-side 
steel angle stock is used to interconnect the pairs 
of spreader arms. The steel is drilled at the center 
to accept a muffler clamp of sufficient size to 
clamp the assembly to the boom. The fiber glass is 
attached to the steel angle stock with automotive 
hose clamps, two per pole. Each quad-loop spread- 
er frame consists of two assemblies of the type 
shown in Fig. 2. 


A 20-METER VERTICAL ВЕАМ 


An excellent parasitic array for 20 meters is a 
3-element vertical beam originally described by 
W2FMI in June, 1972, QST. The antenna is 
actually one-half of a Yagi array using quarter-wave 
elements with spacing between elements of 0.2 
wavelength (12-1/2 feet on 20 meters). This 
spacing results in a good compromise between gain 
and input impedance. Closer spacing would reduce 
the input impedance, and hence the efficiency, 
because of the inherent earth losses with vertical 
antennas. This vertical symmetrical Yagi allows for 
electrical beam switching (changing a director into 
a reflector by switching in а loading coil at the 
base) while maintaining a constant input imped- 
ance at the driven element. The dimensions of the 
three-element antenna, when used as a fixed or a 
switched array, are shown in Table 21-IV. The 
elements are constructed using 1/16-inch-wall al- 
uminum tubing and consist of three telescoping 
sections with one-inch OD tubing used for the 
bottom portions. This results in a self-supporting 
structure. Actually, many choices are available, 
including No. 14 or 12 wire taped to bamboo 
poles. 

The three-element array with the full image 
plane presents an input impedance of 15 ohms. 
Matching is accomplished with the step-down 
transformer, a 4:1 unbalanced-to-unbalenced tor- 
oidal balun. This transformer is also shown in Fig. 
21-52 connected to the driven element. ё 

Fig. 21-53 shows the geometry of the image 
plane. The inner square has a diagonal of 4/10 
wavelength (25 feet). The outer wires of these 
sections are No. 14 wire and the inner wires are 
No. 18. АП crossconnected wires were wire- 
wrapped and soldered. The pattern was chosen to 
give an easy path for the surface currents of a 
five-element array (parasitic elements at the four 
corners). The outer radials were all 0.4 wavelength 
long and also of No. 18 wire. Twenty-five wires 
emanated from each corner and nine from the 
sides. 


TABLE 21-IV 
Dimensions of 20-Meter Parasitic 3-Element Array 
1) Fixed Array 
Director 
Driven Element 


Reflector 
Spacing Between Elements 


2) Switched Array 


15 ft Bin. 
16 ft 

17 ft 7 in. 
12-1/2 ft 


15 ft 

16 ft 

124/2 ft 

2 ft No. 12 wire 
wound 3 turns 
with 3 in. dia. 
Length adjusted 
for max. F/B 
ratio 


Director and Reflector 
Driven Element 

Spacing Between Elements 
Loading Coil 


Fig. 21-52 — Base hardware of the driven element 
and the matching transformer. 


'"WZFMI IMAGE PLANE 


21-53 — Geometry of the image plane used in 
this investigation. The pattern was chosen to 
approximate lines of current flow. 


Fig. 21-54 — Base of one of the parasitic elements 
showing the relay enclosure, loading coil, and the 
indicator meter of the field-strength detector, 
which was located 2 wavelengths away. 
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STANDARD SIZES OF ALUMINUM TUBIN G 


Many hams like to experiment with antennas 
but one problem in making antennas using alum- 
inum tubing is knowing what sizes of tubing are 
available. If you want to build a beam, many 
questions about tubing sizes, weights, what size 
tubing fits into what other size, and so forth must 
be answered. 

Table 21-V gives the standard sizes of aluminum 
tubing that are stocked by most aluminum suppliers 
or distributors in the United States and Canada. 
Note that all tubing comes in 12-foot lengths and 
also that any diameter tubing will fit into the next 
larger size, if the larger size has a 0.058-inch wall. 
thickness. For example, 5/8-inch tubing has an 
outside diameter of 0.625 inches and vill fit into 


TABL 


3/4-inch tubing with a 0.058-inch wall which has 
an inside diameter of 0.634 inches. Having used 
quite a bit of this type tubing it is possible to state 
that 0.009-inch clearance is just right for a slip fit 
or for slotting the tubing and then using hose 
clamps. To repeat, always get the next larger size 
and specify a 0.058-inch wall to obtain the 
0.009-inch clearance. 

With the chart, a little figuring will provide all 
the information needed to build a beam, including 
what the antenna will weigh. The 6061-T6 type of 
aluminum is a relatively high strength and has good 
workability, plus being highly resistant to cor- 
rosion and will bend without taking a “set.” 

Check the Yellow Pages for aluminum dealers. 


E 21-V 


6061-T6 (61S-T6) ROUND ALUMINUM TUBE 


In 12-Foot Lengths 


0.D. WALL THICKNESS 1.0. APPROX. WEIGHT 0. 0. WALL THICKNESS 1.0, APPROX. WEIGHT 
Inches inches StubsGa. Inches Per Foot. Per Length. Inches inches StubsGa. Inches Per Foot Per Length 
Ye" 035 (Мо.20) 117 019 tbs. .2281 | 1” 083 (No. 14) .834 .281Њ 3.372 Ibs. 
1049 (No. 18) .089 20250. — 330 Пи. | iv oss pi, 20) 1.055.139 lbs, 1.668 Ibe. 
Ма" .035 (No.20) 180 .027 lbs. 324 Ibs. | 1058 (No, 17) 1.009 228 Ibs. 2736 Ibs. 
1049 (No. 18) 152 036 Ibs. 432 Ibs. " 
| 1%" .035 [No.20) 1.180 .1551bs. 1.860 Ibs. 
1058 (No. 17) 134 1041 Ibs, 1492 Ibs. EH pda 
Se" .035 (No.20) .242 .036 lbs.  .4321bs. 1134 1256 lbs. 3,072 lbs. 
1049 (No. 18) 214 047 Ibs. 564 Ibs. 1.120 (284 Ibs. 3.408 Ibs. 
1058 (No. 17) 196 1055 Ibs. 660 Ibs. 1.084 1357 Ibs. 4.284 Ibs. 
M” 035 (No. 20) .305 „043 Ibs. .516 Ibs. | 1%" 1.305.173 tbs. 2.076 Ibs. 
1049 (No. 18) 2277 1060 lbs. — 720 Ibs. 1259 [282 tbs. 3.384 Ibs. 
1058 (No. 17) 259 1068 Ibs. (816 Ibs. | sy, 
| пи 1.430.180 Ibs. 2.160 Ibs. 
1065 (No. 16) 245 074 Ibs.  .888 lbs- РА td на no 
Ye" .035 (No. 20) .367 05116 612 Ibs. 1:384 [309 lbs. 3.708 Ibs. 
1049 (No. 18) 339 070 lbs.  .840 Ibs. 1370 1344 Ibs. 4.128 Ibs. 
1065 (No. 16) 307 089 Ibs. 1.068 Ibs. 1334 1434 tbs. 5.208 Ibs. 
ә 1250 1630 tbs. 7.416 lbs. 
Ya" .028 (No. 22) .444 04915. — .588 Ibs. 
035 (Мо. 20) .430 .059 lbs. .708 Ibs. NOOA TISO Jin ТЕЛӘ А 
1049 (No. 18) 402 082lbs. 984lbs. | 1%” .035 (No. 20) 1.555 .206 Ibs. 2.472 Ibs. 
1058 (No.17) .384 .095 Ibs. 1.040 Ibs. [058 (No.17) 1.509 1336 lbs. 4.032 Ibs. 
1065 iNo.16] 2370 .107 0. 1284, | уме ose (мо 17] 1.634 369 Ibu 4354 the, 
Ye" .028 (No. 22) 569 0611. ^ 732 Ibs. 1083 (No. 14) 1.584 1510 lbs. 6.120 Ibs, 
1035 (No. 20] 555 1075 Ibs. 900 Ibs. А 
1939 (No 20) 1327 osie 1299 x | ти" 058 (Мә. 17) 1759 .389 tbs. 4.668 Ibs. 
1058 (No. 17) .509 1121 tbs. 1.4521bs. | 2" — .049 (No. 18) 1.902 .350 Ibs. 4.200 Ibs. 
1065 (No. 16) 1495 1137 Ibs. 1.644 Ibs. 1065 (No. 16) 1.870 1450 Ibs, 5.400 Ibs. 
34" .035 (No. 20) .680 .091 Ibs. 1.092 Ibs. «063 (Ns 14] 1:834: o0 Tos. 7,080 The. 
125 Ye" — 1750 1870 Ibs. 9.960 Ibs. 
1049 (No. 18) .652 125 Ibs. 1.500 Ibs. vile Mo OUO pe р» 
1058 (Мо. 17) 634 148 Ibs. 1776 lbs. E s 4 d 2 
[065 (No. 16) 620 1160 Ibs. 1.920 Ibs. | 2⁄4” .049 (No. 18) 2.152 .398 lbs. 4.776 Ibs. 
1083 (No. 14) 584 1204 Ibs. 2.448 Ibs. 1065 (No. 16) 2.120 520 lbs. 6.240 Ibs. 
Hee Gnas /06 3017-903 DIES так 1083 (No. 14) 2.084 1660 Ibs. 7.920 Ibs. 
1049 (No. 18) 777 1516» 1.810 Ibs. | 2/4" .065 (No. 16) 2.370 .587 Ibs. 7.044 lbs. 
1058 (Мо. 17) 759 1175 tbs. 2.100 Ibs. 083 (No. 14) 2.334 740 Ibs. 8.880 lbs. 
1065 (No. 16) 745 1199 lbs. 2.399 Ibs, *125 №’ „2250 1.100 Ibs. 12720 Ibs. 
1" 035 (No. 20) .930 .123!bs 1.476 Ibs. о И” 2000 2.080 tbe. 25.440 ibs 
1049 (Мо. 18) .902 '.170 lbs. 2.040 Ibs. | 3'  .065 (Мо, 16) 2.870 .710 Ibs. 8.520 Ibs. 
1058 (No. 17) 884 1202 tbs. 2.424 Ibs. 1125 Й7 2700 1.330 Ibs. 15.600 lbs. 
1065 (No. 16) 870 1220 Ibs. 2.640 Ibs. *250 М” 2.500 2.540 Ibs. 31.200 Ibs, 


"These sizes are extruded. All other sizes ore drawn tubes. 


A 40-Meter Yagi 
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A SMALL YAGI FOR 40 METERS 


Fig. 1 — The short 40-meter Yagi resembles a large 
20-meter system. 


А 7-MHz antenna for most amateur instal- 
lations consists of а half-wave dipole attached 
between two convenient supports and fed power at 
the center with coaxial cable. When antenna gain is 
а requirement on this frequency, the dimensions of 
the system can become overwhelming. A full size 
three-element Yagi typically would have 68-foot 
elements and а 36-foot boom. Accordingly, half 
size elements present some distinct mechanical as 
well as economical advantages. Reducing the 
spacing between elements is not recommended 
since it would severely restrict the bandwidth of 
operation and make the tuning critical. Good 
directivity and reasonable gain are features of this 


2 — The parasitic elements are held in position 
with a small plate and four automotive muffler 
clamps. 


array, yet the mechanical design allows the use of a 
“normal” heavy-duty rotator and a conventional 
tower support. Element loading is accomplished by 
lumped inductance and capacitance hats along the 
38-foot elements. 


Construction 


The system described here is similar to the 
three-element antenna for 20 meters described 
earlier in this chapter, Some minor changes have 
been made to allow the use of standard sizes and 
lengths of aluminum tubing, All three elements are 
the same length; the tuning of the inductor is 
slightly different on each element, however. The 
two parasitic elements are grounded at the center 
with the associated boom-to-element hardware. A 
helical hairpin match is used to provide a proper 
match to the split and insulated driven element. 
Two sections of steel angle stock are used to 
reinforce the driven-element mounting plate since 
the Plexiglas center insulating material is not rigid 
and element sag might otherwise result. The 
parasitic element center sections are continuous 
sections of aluminum tubing and additional sup- 
port is not needed here. Figs. 2 and 3 show the 
details clearly. 

The inductors for each element are wound on 
1-1/8-inch diameter solid Plexiglas cast rod. Each 
end of the coil is secured in place with a solder lug 
and the Plexiglas is held in position with an 
automotive compression clamp. The total number 
of turns needed to resonate the elements correctly 
is given in Fig. 5. The capacitance hats consist of 
1/2-inch tubing three feet long (two pieces used) 
attached to the element directly next to the coil on 
each parasitic element and two inches away from 


Fig. 3 — The driven element needs to be insulated 
from the boom. Insulation is provided by PVC 
tubing held in place on sheet plastic with U bolts. 
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the coil for the driven element. Complete details 
are given in Fig. 4. 

The boom is constructed from three sections of 
aluminum tubing which measures 2-1/2 inches 
diameter and 12 feet long. These pieces are joined 
together with inner tubes made from 2-1/4-inch 
stock shimmed with aluminum flashing. Long 
strips, approximately one inch wide, are wound on 
the inner tubing before it is placed inside the boom 
sections. A pair of 3/8 x 3-1/2 inch steel bolts are 
placed at right angles to each other at every 
connection point to secure the boom. Caution: do 
not over tighten the bolts since this will distort the 
tubing making it impossible to pull apart sections, 
should the need arise. It is much better to install 
locking nuts over the original ones to assure 
mechanical security. 

The helical hairpin details are given in Fig. 6. 
Quarter inch copper tubing is formed into seven 
turns approximately four inches long and 2-1/4 
inches ID. 


Tuning and Matching 


The builder is encouraged to carefully follow 
the dimensions given in Fig. 5. Tuning the elements 
with the aid ofa grid-dip oscillator has proved to 
be somewhat unreliable and accordingly, no reso- 
nant frequencies will be given. 

The hairpin matching system may not resemble 
the usual form but its operation and adjustment 
are essentially the same. For a detailed explanation 
of this network, sce the Transmission Line chapter 
of The ARRL Antenna Book, thirteenth edition. 
The driven element resonant frequency required 
for the hairpin match is determined by the 
placement of the capacitance hats with respect to 
the ends of the coils. Sliding the capacitance hats 
away from the ends of the coils increases the 
resonant frequency (capacitive reactance) of the 
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Fig. 4 — Each loading coil is wound on Plexiglas 
rod. The capacitance hats for the parasitic elements 
аге mounted next to the coil, asshown here, The 
hose clamps compress the tubing against the 
Plexiglas rod. Each capacitance hat consists of two 
sections of tubing and associated muffler clamps. 


element to cancel the effect of the hairpin induc- 
tive reactance. The model shown here had capaci- 
tance hats mounted 2-1/2 inches out from the ends 
of the coils (on the driven element only). An SWR 
indicator or wattmeter should be installed in series 
with the feed line at the antenna. The hairpin coil 
may be spread or compressed with an insulated 
tool (or by hand if power is removed!) to provide 
minimum reflected power at 7.050 MHz. The 
builder should not necessarily strive for a perfect 
match by changing the position of the capacitance 
hats since this may reduce the bandwidth of the 
matching system. An SWR of less than 2 to 1 was 
achieved across the entire 40-meter band with the 
antenna mounted atop an 80-foot tower. 


DRIVEN 
ELEMENT 


DIRECTOR 


Fig. 5 — Mechanical details and dimensions for the 40-meter Yagi. Each of the elements uses the same 


dimensions; the difference is only the number of turns on thé 


capacitance hats. See the text for more details. 


luctors and the placement of the 


ALLOW COMPRESSION 
"AGAINST PLEXIGLAS 

* 1 

ков. om 2 


The tuning of the array can be checked by 
making front-to-back ratio measurements across 
the band. With the dimensions given here, the best 
figures of front-to-back (approximately 25 to 30 
dB) should be noticed in the cw portion of the 


Fig. 6 — Driven-element hairpin 
matching details. 


band. Should the builder suspect the tuning is 
incorrect or if the antenna is mounted at some 
height greatly different than 80 feet, retuning of 
the elements may Бе necessary. 


ANTENNA SUPPORTS 


"A"-FRAME MAST 


The simple and inexpensive mast shown in 
Fig. 1 is satisfactory for heights up to 35 or 40 
feet. Clear, sound lumber should be selected. The 
completed mast may be protected by two or three 
coats of house paint. 

1f the mast is to be erected on the ground, a 
couple of stakes should be driven to keep the 
bottom from slipping and it may then be "walked 
up” by а pair of helpers. If it is to go on a roof, 


TOTAL HEIGHT 
4OFL. PLUS 


Fig. 1 — Details of a simple 40-foot "A'"-frame 
mast suitable for erection in locations where space 
is limited. 


first stand it up against the side of the building and 
then hoist it from the roof, kceping it vertical. The 
whole assembly is light enough for two men to 
perform the complete operation — lifting the mast, 
carrying it to its permanent berth, and fastening 
the guys — with the mast vertical all the while. It is 
entirely practicable, therefore, to errect this type 
of mast on any small, flat area of roof. 

By using 2 X 3s or 2 X 4s, the height may be 
extended up to about 50 feet. The 2 X 2 is too 
flexible to be satisfactory at such heights. 


hr 


CENTER Guys 


Fig. 2 — A simple 
and sturdy mast for 
heights in the vicin- 
ity of 40 feet, 
pivoted at the base 
for easy erection. 
The height can be 
extended to 50 feet 
or more by using 2 
X 4s instead of 2 X 
з. 


Fig. 3 — While guys are not normally required for 
the homemade tower, they provide an extra 
measure of protection against high winds. An 
inverted V can serve here as two of the guy lines. 
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SIMPLE 40-FOOT MAST 


The mast shown in Fig. 2 is relatively strong, 
easy to construct, readily dismantled, and costs 
very little. Like the "A"-frame, it is suitable for 
heights of the order of 40 feet. 

The top section is a single 2 X 3, bolted at the 
bottom between a pair of 2 X 3s with an overlap of 
about two feet. The lower section thus has two legs 
spaced the width of the narrow side of a2 X 3. At 
the bottom the two legs are bolted to a length of 2 
X 4 which is set in the ground. A short length of 2 
X 3 is placed between the two legs about halfway 
up the bottom section, to maintain the spacing. 

The two back guys at the top pull against the 
antenna, while the three lower guys prevent 
buckling at the center of the pole. 

The 2 X 4 section should be set in the ground 
so that it faces the proper direction, and then made 
vertical by lining it up with a plumb bob. The holes 
for the bolts should be drilled beforehand. With 
the lower section laid on the ground, bolt A should 
be slipped in place through the three pieces of 
wood and tightened just enough so that the section 
can turn freely on the bolt. Then the top section 
may be bolted in place and the mast pushed up, 
using a ladder or another 20-foot 2 X 3 for the job. 
As the mast goes up, the slack in the guys can be 
taken up so that the whole structure is in some 
measure continually supported. When the mast is 
vertical, bolt В should be slipped in place and both 
А and B tightened. The lower guys can then be 
given a final tightening, leaving those at the top a 
little slack until the antenna is pulled up, when 
they should be adjusted to pull the top section into 
line. 


Chapter 22 


VHF and ОНЕ Antennas 


Improving his antenna system is one of the 
most productive moves open to the vhf enthusiast. 
lt can increase transmitting range, improve 
reception, reduce interference problems, and bring 
other practical benefits. The work itself is by no 
means the least attractive part of the job. With 
even high-gain antennas, experimentation is greatly 
simplified, at vhf and uhf, because an array is a 
workable size, and much can be learned about the 
mature and adjustment of antennas. No large 
investment in test equipment is necessary. 

Whether we buy or build our antennas, we soon 
find that there is no one “best” design for all 
purposes, Selecting the antenna best suited to our 
needs involves much more than scanning gain 
figures and prices in a manufacturer's catalog. The 
first step should be to establish priorities. 


OBJECTIVES 


Gain: Shaping the pattern ofanantenna, to 
concentrate radiated energy, or received - signal 
pickup, in some directions at the expense of others 
is the ойу way to develop gain. This is best 
explained by starting with the hypothetical 
isotropic antenna, which would radiate equally in 
all directions. A point source of light illuminating 
the inside of a globe uniformly, from its center, is a 
visual analogy. No practical antenna can do this, so 
all antennas have "gain over isotropic" (dBi). А 
half-wave dipole in free space has 2.1 dBi. If we 
can plot the radiation pattern of antenna in all 
planes, we can compute its gain, so quoting it with 
respect to isotropic is a logical base for agreement 
and understanding. It is rarely possible to erect а 
half-wave antenna that has anything approaching a 
free-space pattern, and this fact is responsible for 
much of the confusion about true antenna gain. 

Radiation patterns can be controlled in various 
ways. One is to use two or more driven elements, 
fed in phase. Such collinear arrays provide gain 
without markedly sharpening the frequency 
response, compared to that of a single element. 
More gain per element, but with a sacrifice in 
frequency coverage, is obtained by placing parasitic 
elements longer and shorter than the driven one, in 
the plane the first element, but not driven from the 
feedline. The reflector and directors of a Yagi array 
are highly frequency sensitive and such an antenna 
is at its best over frequency changes of less than 
‘one percent of the operating frequency. 

Frequency Response: Ability to work over án 
entire vhf band may be important in some types of 
work. The response of an antenna element can be 
broadened somewhat by increasing the conductor 
diameter, and by tapering it to something 


approximating cigar shape, but this is done mainly 
with simple antennas. More practically, wide 
frequency coverage may be a reason to select a 
collinear array, rather than a Yagi. On the other 
hand, the growing tendency to channelize opera- 
tions in small segments of our bands tends to place 
broad frequency coverage low on the priority list 
of most vhf stations. 

Radiation Pattern: Antenna radiation can be 
made omnidirectional, bidirectional, practically 
unidirectional, or anything between these condi- 
tions. A vhf net operator may find an ommidi- 
rectional system almost a necessity, but it may be a 
poor choice otherwise. Noise pickup and other 
interference problems tend to be greater with such 
antennas, and those having some gain are especially 
bad in these respects. Maximum gain and low 
radiation angle are usually prime interests of the 
weak-signal DX aspirant. A clean pattern, with 
lowest possible pickup and radiation off the sides 
and back, may be important in high-activity areas, 
or where the noise level is high. 

Height Gain: In general, the higher the better in 
vhf antenna installations. If raising the antenna 
clears its view over nearby obstructions, it may 
make dramatic improvements in coverage. Within 
reason greater height is almost always worth its 
cost, but height gain must be balanced against 
increased transmissiondine loss. The latter is 
considerable, and it increases with frequency. The 
best available line may be none too good, if the run 
is long in terms of wavelength. Give line-loss 
information, shown in table form in Chapter 20, 
close scrutiny in any antenna planning. 

Physical Size: А given antenna design for 432 
MHz will have the same gain as one for 144 MHz, 
but being only one-third the size it will intercept 
only one-third as much energy in receiving. Thus, 
to be equal in communication effectiveness, the 
432-MHz array should be at least equal in size to 
the 144-MHz one, which will require roughly three 
times as many elements. With all the extra 
difficulties involved in going higher in frequency, it 
is well to be on the big side, in building an antenna 
for the higher band. 


DESIGN FACTORS 

Having sorted out objectives in a general way, 
we face decisions on specifics, such as polarization, 
type of transmission line, matching methods and 
mechanical design. 

Polarization: Whether to position the antenna 
elements vertical or horizontal has been a moot 
point since early vhf pioneering. Tests show little 
evidence on which to set up a uniform polarization 
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policy. On long paths there is no consistent 
advantage, either way. Shorter paths tend to yield 
higher signal levels with horizontal in some kinds 
of terrain. Man-made noise, especially ignition 
interference, tends to be lower with horizontal. 
Verticals are markedly simpler to use in omnidirec- 
tional systems, and in mobile work. 

Early vhf communication was largely vertical, 
but horizontal gained favor when directional arrays 
became widely used. The major trend to fm and 
repeaters, particularly in the 144-MHz band, has 
tipped the balance in favor of verticals in mobile 
work and for repeaters. Horizontal predominates in 
other communication, on 50 MHz and higher 
frequencies. It is well to check in advance in any 
new area in which you expect to operate, however, 
as some localities still use vertical almost 
exclusively. A circuit loss of 20 dB or more can be 
expected with cross-polarization. 

Transmission Lines: There are two main 
categories of transmission lines: balanced and 
unbalanced. The former include open-wire lines 
separated by insulating spreaders, and Twin-Lead, 
in which the wires are embedded in solid or 
foamed insulation. Line losses result from ohmic 
resistance, radiation from the line, and deficiencies 
in the insulation. Large conductors, closely spaced 
in terms of wavelength, and using a minimum of 
insulation, make the best balanced lines. Impe- 
dances are mainly 300 to 500 ohms. Balanced lines 
are best in straight runs. If bends are unavoidable, 
the angles should be as obtuse as possible. Care 
should be taken to prevent one wire from coming 
closer to metal objects than the other. Wire spacing 
should be less than 1/20 wavelength. 

Properly built, open-wire line can operate with 
very low loss in vhf and even uhf installations. A 
total line loss under 2 dB per hundred feet at 432 
MHz is readily obtained. A line made of No. 12 
wire, spaced 3/4 inch ог less with Teflon spreaders, 
and running essentially straight from antenna to 
station, can be better than anything but the most 
expensive coax, at a fraction of the cost. This 
assumes use of baluns to match into and out of the 
line, with a short length of quality coax for the 
moving section from the top of the tower to the 
antenna. A similar 144-MHz setup could have a line 
loss under 1 dB. 

Small coax such as RG-S8 or 59 should never 
be used in vhf work if the run is more than a few 
feet. Half-inch lines (RG-8 or 11) work fairly well 
at 50 MHz, and are acceptable for 144-MHz runs of 
50 feet or less. If these lines have foam rather 
than solid insulation they are about 30 percent 
better. Aluminum-jacket lines with large inner 
conductors and foam insulation are well worth 
their cost. They are readily water-proofed, and can 
last almost indefinitely. Beware of any “bargains” 
in coax for vhf or uhf uses. Lost transmitter power 
can be made up to some extent by increasing 
power, but once lost, a weak signal can never be 
recovered in the receiver. 

Effects of weather should not be ignored. A 
well-constructed open-wire line works well in 
nearly any weather, and it stands up well. 
Twin-Lead is almost useless in heavy rain, wet 
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snow or icing. The best grades of coax are 
impervious to weather. They can be run under- 
ground, fastened to metal towers without insula- 
tion, or bent into any convenient position, with no 
adverse effects on performance. 


Impedance Matching 

Theory and practice in impedance matching are 
given in detail in earlier chapters, and theory, at 
least, is the same for frequencies above 50 MHz. 
Practice may be similar, but physical size can be a 
major modifying factor in choice of methods. Only 
the matching devices used in practical construction 
examples later in this chapter will be discussed in 
detail here. This should not rule out consideration 
of other methods, however, and a reading of 
relevant portions of Chapters 20 and 21 is 
recommended. 

Universal Stub: As its name implies, the 
double-adjustment stub of Fig. 22-1A is useful for 
many matching purposes. The stub length is varied 
to resonate the system, and the transmission line is 
tapped onto the stub at the point where line and 
stub impedances are equal. In practice this involves 
moving both the sliding short and the point of line 
connection for zero reflected power, as indicated 
on an SWR bridge connected in the line. 

The universal stub allows for tuning out any 
small reactance present in the driven part of the 
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Impedance 
Fig. 22-1 — Matching methods commonly used in 
vhf antennas. The universal stub, A, combines 
tuning and matching. The adjustable short on the 
stub, and the points of connection of the 
transmission line, are adjusted for minimum 
reflected power in the line. In the delta match, B. 
and C, the line is fanned out to tap on the dipole at 
the point of best impedance match. | сез 
need not be known in A, B and C. The 
gamme-match, D, is for direct connection of coax. 
C1 tunes out inductance in the arm, Folded dipole 
of uniform conductor size, E, steps up antenna 
impedance by a factor of 4. Using a larger 
conductor in the unbroken portion of the folded 
dipole, E, gives higher orders of impedance 
transformation. 


Impedance Matching 


system. It permits matching antenna to line 
without knowledge of the actual impedances 
involved. The position of the short yielding the 
‘best match gives some indication of amount of 
reactance present, With little or no reactive 
component to be-tuned out, the stub will be 
approximately а half-wavelength from load to 
short. 


The stub should be stiff bare wire or rod, 
spaced no more than 1/20 wavelength. Prefer- 
ably it should be mounted rigidly, on insulators. 
Once the position of the short is determined, the 
center of the short can be grounded, if desired, and 
the portion of the stub no longer needed can ђе 
removed. 

It is not necessary that the stub be connected 
directly to the driven element. It can be made part 
of an open-wire line, as a device to match into or 
out of the line with coax. It can be connected to 
the lower end of a delta match, or placed at the 
feedpoint of a phased array. Examples of these 
uses are given later, 

Delta Match: Probably the first impedance 
match was made when the ends of an open line 
were fanned out and tapped onto a half-wave 
antenna, at the point of most efficient power 
transfer, as in Fig. 22-1B. Both the side length and 
the points of connection either side of the center 
of the element must be adjusted for minimum 
reflected power in the line, but as with the 
universal stub, the impedances need not be known. 
The deltà makes no provision for tuning out 
reactance, so the universal stub is often used as a 
termination for it, to this end. 

Once thought to be inferior for vhf applications 
because of its tendency to radiate if improperly 
adjusted, the delta has come back to favor, now 
that we have good methods for measuring the 
effects of matching. It is very handy for phasing 
multiple-bay arrays with open lines, and its 
dimensions in this use are not particularly critical. 
It should be checked out carefully in applications 
like that of Fig. 22-1C, having no tuning device. 

Gamma Match: An application of the same 
principle to direct connection of coax is the 
gamma match, Fig. 22-10, There being no rf 
Voltage at the center of a half-wave dipole, the 
outer conductor of the coax is connected to the 
element at this point, which may also be the 
junction with a metallic or wooden boom. The 
inner conductor, carrying the rf current, is tapped 
out on the element at the matching point. 
Inductance of the arm is tuned out by means of 
C1, resulting in electrical balance. Both the point 
of contact with the clement and the setting of the 
capacitor are adjusted for zero reflected power, 
with a bridge connected in the coaxial line. 

The capacitor can be made variable temporar- 
ily, then replaced with a suitable fixed unit when 
the required capacitance value is found, or СІ can 
‘be mounted in a waterproof box. Maximum should 
be about 100 pF for 50 MHz and 35 to 50 pF for 
144. The capacitor and arm can be combined in 
one coaxial assembly, with the arm connecting to 
the driven element by means of a sliding clamp, 
and the inner end of the arm sliding inside a sleeve 
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connected to the inner conductor of the coax. A 
commercialy supplied assembly of this type is 
used in a 50-МН2 array described later, or one сап 
be constructed from concentric pieces of tubing, 
insulated by plastic sleeving. Rf voltage across the 
capacitor is low, once the match is adjusted 
properly, so with a good dielectric, insulation 
presents no great problem, if the initial adjustment 
is made with low power level. A clean, permanent 
high-conductivity bond between arm and element 
is important, as the rf current flow is high at this 
point. 

Folded Dipole: The impedance of a half-wave 
antenna broken at its center is 72 ohms. If a single 
conductor of uniform size is folded to make a 
half-wave dipole as shown in Fig, 22-Е, the 
impedance is stepped up four times. Such a folded 
dipole can thus be fed directly with 300-ohm line 
with no appreciable mismatch, Coaxial line of 70 
to 75 ohms impedance may also be used, if a 4:1 
balun is added. (See balun information presented 
later in this chapter.) Higher impedance step up can 
be obtained if the unbroken portion is made larger 
in cross-section than the fed portion, as in 22-1F. 
For design information, see Chapter 20. 

Baluns and Transmatches: Conversion from 
balanced loads to unbalanced lines, or vice versa, 
can be performed with electrical circuits, or their 
equivalents made of coaxial line. A balun made 
from flexible coax is shown in Fig, 22-2A, The 
looped portion is an electrical half-wavelength. The 
physical length depends on the propagation factor 
of the line used, so it is well to check its resonant 
frequency, as shown at B. The two ends are 
shorted, and the loop at one end is coupled to a 
dip-meter coil. This type of balun gives an 
impedance stepup of 4 to 1 in impedance, 50 to 
200 ohms, or 75 to 300 ohms, typically. 

Coaxial baluns giving 1-to-1 impedance transfer 
are shown in Fig. 22-3. The coaxial sleeve, open at 
the top and connected to the outer conductor of 
the line at the lower end (A) is the preferred type. 
‘A conductor of approximately the same size as the 
line is used with the outer conductor to form a 
quarter-wave stub, in B. Another piece of coax, 
using only the outer conductor, will serve this 
purpose. Both baluns are intended to present an 
infinite impedance to any rf current that might 
otherwise tend to flow on the outer conductor of 
the coax. 

The functions of the balun and the impedance 


Ро. 22-2 — Conversion from unbalanced coax to a 
balanced load can be done with а half-wave coaxial 
balun, A. Electrical length of the looped section 
should be checked with a dip-meter, with ends 
shorted, B. The half-wave balun gives а 4:1 
impedance step up. 
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transformer can be handled by various tuned 
Circuits. Such a device, commonly called an 
antenna coupler or Transmatch, can provide a wide 
range of impedance transformations. A versatile 
example is described at the end of this chapter. 

The Q Section: The impedance transforming 
property of a quarter-wave line is treated in 
Chapter 20. The parallel-bar Q section is not useful 
in low-impedance vhf matching situations, but О 
sections of flexible coaxial line may be handy in 
phasing and matching vhf and uhf arrays. Such 
sections can be any odd multiple of a quarter-wave- 
length. An example of two 3/4-wave 75-ohm Q 
sections, used to phase and match a pair of Yagi 
bays, each of which has 50 ohms impedance, is 
given later in this chapter. 


Mechanical Design 


The small size of vhf and, especially, uhf arrays 
opens up a wide range of construction possibilities. 
Finding components is becoming difficult for 
home constructors of ham gear, but it should not 
hold back antenna work. Radio and TV distribu- 
tors have many useful antenna parts and materials, 
Hardware stores, metals suppliers, lumber yards, 
welding-supply and plumbing-supply houses and 
even junkyards should not be overlooked. With a 
little imagination, the possibilities are endless, 

Wood or Metal? Wood is very useful in antenna 
work, and it is almost universally available, in a 
great variety of shapes and sizes. Rug poles of 
wood or bamboo make fine booms. Round wood 
stock (dowelling) is found in many hardware stores 
in sizes suitable for small arrays. Square or 
rectangular boom and frame materials can be 
ripped to order in most lumber yards, if they are 
not available from the racks in suitable sizes. 

There is no rf voltage at the center of a 
half-wave dipole or parasitic element, so no 
insulation is required in mounting elements that 
are centered in the support, whether the latter is 
wood or metal. Wood is good for the framework of 
multibay arrays for the higher bands, as it keeps 
down the amount of metal in the active area of the 
агау, 

Wood used for antenna construction should be 
wellseasoned and free of knots or damage. 
Available materials vary, depending on local 
sources. Your lumber dealer can help you better 
than anyone else in choosing suitable materials. 
Joining wood members at right angles is often done 
advantageously with gusset plates. These can be of 
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thin outdoor-grade plywood or Masonite. Round 
materials can be handled in ways similar to those 
used with metal components, with U clamps and 
with other hardware. 

Metal booms have a small “shorting effect” on 
elements that run through them, With materials 
sizes commonly employed, this is not more than 
one percent of the element length, and may not be 
noticeable in many applications. It is just 
perceptible with 1/2-inch tubing booms used on 
432 MHz, for example. Formula lengths can be 
used as given, if the matching is adjusted in the 
frequency range one expects to use. The center 
frequency of an all-metal array will tend to be 0.5 
to 1 percent higher than a similar system built of 
wooden supporting members, 

Element Materials and Dimensions: Antennas 
for 50 MHz need not have elements larger than 
1/2-inch diameter, though up to 1 inch is used 
occasionally, At 144 and 220 MHz the elements 
are usually 1/8 to 1/4 inch in diameter, For 420, 
elements as small as 1/16 inch in diameter work 
well, if made of stiff rod. Aluminum welding rod, 
3/32 to 1/8 inch in diameter is fine for 420-MHz 
arrays, and 1/8 inch or larger is good for the 220 
band. Aluminum rod or hard-drawn wire works 
well at 144 MHz. Very strong elements can be 
made with stiff-rod inserts in hollow tubing. If the 
latter is slotted, and tightened down with a small 
clamp, the element lengths can be adjusted 
experimentally with ease, 

Sizes recommended above are usable with 
formula dimensions given in Table 22-1. Larger 
diameters broaden frequency response; smaller 
‘ones sharpen it. Much smaller diameters than those 
recommended will require longer elements, especi- 
ally in 50-MHz arrays. 

The driven element(s) of a vhf array may be cut 
from the formula : 


L (inches) = п 


This is the basis for Table 22-1 driven-element 
information. Reflectors are usually about 5 percent 
longer, and directors 5 percent shorter, though 
element spacing and desired antenna bandwidth . 
affect parasiticelement lengths. The closer the 
reflector and director (especially the latter) are to 
the driven element the nearer they must be to the 
driven-element length to give optimum gain. This is 
another way of saying that close-spaced arrays tend 
to work effectively over narrower bandwidths than 


Fig. 22-3 — The balun conver- 
sion function, with no imped- 
ance change, is accomplished 
with quarter-wave lines, open 
at the top and connected to 
the coax outer conductor at 
the bottom. Coaxial sleeve, A, 
is the preferred type. 


50-MHz Yagi 
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TABLE 221 
Dimensions for VHF Arrays in Inches z m c Жай „А. 
Freq. (MHz)* 50" 144* — 220* 432* 165 Mue 220 (222 MHz. 
Driven Element ш 385/8 257/16 13 niie shoal be of 
Change per MHz 2 14 18 132 or each megahertz Е 
Reflector 11612 401/2 263/4 13 102 amount ven in the (hird 
st Director 1051/2 365/8 241/8 1211/32 9f the table. Example: И op- 
2nd Director sin xw м 129/32 muck above T T28 MHz, shorten 
rd Director 1011/2 361/8 237/8 127/32 elements, by about М inch. 
10 Wav 236 811/2 5358 271/4 ЕЯ ste te vsum 
625 Wavelength 149 51 3312 17 meni are 
0.5 Wavelength 118 403/4 2613/16 1358 фе шей, regardless of element 
0.25 Wavelength 59 203/8 137/8 61306 Жер ни м > 
0.2 Wavelength 4734 16104 103/4 57/16 collinear arrays Ye 
0.15 Wavelength 3512 10214 8 4 is, having 0. spa- 
ма ones, though maximum gain may be measured gain. The pair will require а much smaller 


possible with many different combinations of 
lengths and spacings. 

Parasitic-element lengths of Table 22- are 
based on spacings of about 0.2 wavelength, 
common in relatively short Yagis and collinear 
arrays. Dimensions given later in the individual 
descriptions of antennas may be at variance with 
those of the table. Where this is evident, the length 
differences result from use of different element 
spacings, for the most part. Some designs are for 
maximum gain, without consideration of band- 
width. Still others have slightly modified spacings, 
to give optimum results with a particular boom 
length. 


ANTENNAS FOR 50 MHz 


Simple antennas such as dipoles, groundplanes, 
mobile whips and the like are covered adequately 
elsewhere in this Handbook. Adaptation of them 
to vhf work involves mainly reference to Table 22-1 
for length information, We will be concerned here 
with arrays that give appreciable gain, or other 
properties needed in vhf communication. 

Yagis, Short and Long: The Yagi array is 
practically standard for 50-МН2 directive use. 
‘Usual sizes are three to six elements, though up to 
eight or nine in line are seen in ambitious 
installations. Director spacing, after the first three, 
must be very wide to be worthwhile, so boom 
lengths of 30 feet or more are needed for more 
than 6 elements. Though long Yagis certainly are 
desirable, it should be emphasized that the first 
two or three elements provide very high gain per 
unit of space. Even a 3-element Yagi, on as short a 
boom as 6 feet, is good for 7.5 dB over a dipole. 
To double the gain (add 3 dB) requires going to 
only 6 elements — but it takes a boom more than 
20 feet long. If it is possible to put up a rotatable 
antenna at all, there is usually room for at least a 
3-element structure, and the gain such an antenna 
provides is very helpful. Dimensions can follow 
given for the first three elements of larger 
arrays described here. 

Stacking Yagis: Where suitable provision can be 
made for supporting them, two Yagis mounted one 
above the other and fed in phase may be preferable 
то one long Yagi having the same theoretical or 


turning space, for the same gain, and their lower 
radiation angle can provide interesting results, On 
long ionospheric paths a stacked pair occasionally 
may show an apparent gain much greater than the 
2 to 3 dB that can be measured locally as the gain 
due to stacking. 

Optimum spacing for Yagis of 5 elements or 
more is one wavelength, but this may be too much 
for many builders of 50-MHz antennas to handle. 
Worthwhile results can be obtained with as little as 
one half-wavelength (10 feet), and 5/8 wavelength 
(12 feet) is markedly better. The difference 
between 12 and 20 feet may not be worth the 
added structural problems involved in the wider 
spacing, at 50 MHz, at least. The closer spacings 
give lower measured gain, but the antenna patterns 
are cleaner than will be obtained with one-wave- 
length spacing. The extra gain with wider spacings 


Fig. 22-4 — 5-омег-5 stacked-Y. 
MHz, with all-coax feed. пе ти foro 
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Fig. 22-5 — Principal dimensions of the 50-MHz 
Б-омег-5, with details of the 3/4-wavelength 
Q-section matching system. The propagation factor 
of 0.66 applies only with solid-dielectric coax. 
Gamma-matching assemblies are coaxial-capacitor 
units (Kirk Electronics COM). 


is usually the objective оп 144 MHz and higher 
bands, where the structural problems are not 
severe. 


5-OVER-5 FOR 50 MHz 


The information provided in Fig, 22-5 is useful 
for a single S-element Yagi, or for the stacked pair 
of Fig. 22-4, either to be fed with a 50-оћт line. 
The phasing and matching arrangement may be 
used for any pair of Yagis designed for S0-ohm 
feed individually. With slight modification it will 
serve with Yagis designed for 200-ohm balanced 
feed. 


Mechanical Details 


Construction of the single Yagi bay or a stacked 
pair is simplified by use of components that should 
be available to most builders, Element-to-boom 
and boom-to-mast mounts are aluminum castings 
designed for these applications by Kirk Electronics, 
134 Westpark Road, Dayton, Ohio 45459. The 
gamma matches shown schematically in Fig. 22-5 
are of coaxial construction, waterproofed for long 
life, available from the same supplier. 

Booms are made of two 8-foot lengths of 
1 1/-4-inch aluminum (Reynolds) found in many 
hardware stores. Reynolds makes a special fitting 
for joining sections of the tubing, but these are not 
widely available from the usual hardware-store 
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stocks, so a handmade splice was substituted, A 
piece of the same-diameter tubing as the booms, 12 
inches or more in length, is slotted with a hacksaw, 
and then compressed to fit inside the ends of the 
two 8-foot lengths, as seen in Fig. 22-6.1f the splice 
is held in the compressed position with large pipe 
pliers or a hose clamp, the ends will slide inside the 
boom sections readily. When the splice is released. 
from compression, {һе two tubes can be driven 
together. Self-tapping screws should be run 
through the tubes and the splice, to hold the 
assembly firm. Use at least two on each side of the 


Elements are 1/2-inch aluminum tubing, Alcoa 
alloy 6061-T6. Almost any aluminum should be 
suitable. Kirk Yagi clamps, one-piece aluminum 
castings designed for this job, are available for 3/8 
as well as 1/2-inch elements, and 1 1/4-inch boom, 
The eyes through which the elements pass are 
drilled, but must be tapped for 10-32 setscrews to 
tighten the elements firmly in place, two screws 
per clement. The portion of the clamp that 
surrounds the boom can be spread slightly to allow 
the clamp to slide along the boom to the desired 
point. The interior surface is slightly rough, so 
tightening the yoke with the screw provided with 
the clamps makes the element set firmly on the 
boom. The reflector, driven element and first 
director are all in back of the boom splice, 

The vertical member of the stacked array is 
11/4-inch thick-wall anodized steel tubing, 
commonly used in large antenna installations for 
home TV. Do not use thin-wall aluminum or light 
galvanized steel masting. The aluminum is not 
strong enough, and inexpensive steel masting rusts 

inside, weakening the structure and inviting failure. 
between bays can be a half wavelength 
(10 feet), 5/8 wavelength (12 feet), or a full 
wavelength (20 fect), though the wide spacing 
imposes mechanical problems that may not be 
worth the effort for most builders. The 5/8-wave 
spacing is a good compromise between stacking 
gain and severe support problems, and is 
recommended with the materials used here. 

The 10-foot lengths of steel masting could be 
used, with the bottom 8 feet running through the 
tower bearing to the rotator. A heavier main 
support is preferable, however, and it is “linch 
water pipe" in this installation. This is iron, about 
13/Sinch outside diameter, extending about 8 
feet out of the tower. The steel masting between 
the Yagi bays is fastened to the pipe with four 
TV-type U-clamps, spaced evenly in the overlap- 
ping arca of the two supports. 

The booms are braced to the mast fore and aft, 
using the longest pieces of element stock left over 
when the forward directors are cut from 12-foot 
lengths. Ends of the braces are flattened about one 
inch, and bent to the proper angle. Outer ends 
fasten to the booms with two self-tapping sorews 
each. Пе mast ends are clamped to the support 
with one TV U-clamp for each pair. This bracing is 
good pede against fluttering of the booms and 
elements, which can cause failures after long 


periods, even though a structure appears adequate- 
ly strong. 


Fig. 22-6 — Details of the boom splices used in the 
5-element 50-MHz Yagis. Two 8-foot lengths of 
1 1/4-inch tubing are joined to make the 16-foot 
booms. 


Phasing and Matching 

A single 5-element Yagi can be fed directly with 
50-оһт coax, through the Kirk coaxial gamma- 
match assembly (Type C6M). This has an 
adjustable coaxial capacitor, and an arm that 
connects to the driven element with a sliding clip. 
Both the capacitor and the point of connection 
should be adjusted for minimum reflected power, 
at the center of the frequency range most used. 
Doing this between 50.2 and 50.4 MHz is suitable 
for most operators, other than those using fm 
above 52.5 MHz. Each bay of the stacked pair 
should be set in this way. The pair can then be fed 
through a double Q-section of 75-ohm coax, as 
shown in Fig, 22-5. 

The Kirk tch assembly has an 
50-239 coaxial fitting built in, so the phasing lines 
are fitted with PL-259 coaxial connectors at both 
ends. The inner ends attach to a matching coaxial 
T fitting. The main run of 50-ohm line connects to 
the center of the T, with a coaxial through- 
connector and a PL-259 fitting. When the antenna 
is installed all connectors should be wrapped 
tightly with plastic tape, and sprayed with Krylon 
ог other protective spray. Dow-Coming Silastic 
RTV-732 sealant is also good for this use. If the 
coaxial phasing sections are wrapped around the 
booms and vertical support a few times, they will 
just reach the T-fitting, when 12-foot spacing is 
used. 

The lines should be any odd multiple of a 
quarter-wavelength. If both are the same length the 
gamma arms should attach to the same side of the 
driven elements. If there is a half-wavelength 
difference in the lines, the arms should connect to 
opposite sides. The length given in Fig. 22-5 is 
nominal for solid-dielectric coax. If foam-dielectric 
line is used, the propagation factor given by the 
maker should be substituted for the 0.66 figure. It 
is best to grid-dip the line sections for resonant 
frequency, in any case. Cut the line three inches or 
more longer than the expected length. Solder a 
loop of wire between the center pin and the 
mounting flange of an SO-239 connector. Attach 
this to the PL-259 connector at one end of the 
line, and couple it to the dip-meter coil. Trim the 
line length until resonance at the midpoint of the 
intended frequency range is indicated. This will not 
change appreciably when the other coaxial 
connector is attached. 

The line used in the model described is 
RG-59A/U, which is satisfactory for any amateur 
power level, so long as the SWR is kept low. Larger 
coax, such as RG-11A/U, is recommended for a 
greater margin of safety. 
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4j and Testi 

An individual Yagi can be tested and matched 
properly by mounting it a half-wavelength above 
ground, in a large area that is clear of obstructions 
for many wavelengths. The boom can also be tilted 
up, until the ground-reflected wave is not a factor 
in the field-strength meter reading. The SWR 
bridge should be connected at the gamma match, 
or an electrical half-wavelength therefrom. Apply 
low power (not over 10 watts) and adjust the 
gamma capacitor and the point of connection to 
the driven element for zero reflected power, at the 
desired frequency range. The model was flat from 
50.2 to 50.4 with just perceptible reflected power 
showing at 50.1 to 50.5. Adjusted in this way the 
array should work well up to about 51 MHz. 

The best way to check operation of the stacked 
pair is to support the array with the reflectors 
resting on the ground and the booms pointing 
straight up. A 6-foot step-ladder can be used fora 
temporary support. The bays can be fed separately 
with 50-ohm line, in this position, and the gamma 
settings should be the same as obtained in the first 
check, described above. Now connect the two 
75-ohm phasing lines, and insert the SWR bridge in 
the 50-ohm line to the T fitting. The SWR should 
be the same as when the bays are fed separately 
through- the 50-оћт line; close to 1:1. The апау 
can be dismantled and reassembled atop the tower, 
and matching should remain correct. 

The matching-phasing system described is 
useful for any two loads designed for 50-оћт feed. 
The 5/8-wave spacing is usable with up to at least 
6-element bays, though wider bay spacing is 
needed for maximum gain with long Yagis. 
Individual antennas intended for 200-ohm bal- 
anced feed can be matched with 75-ohm coax in 
the phasing harness and baluns at each load. 

Bay spacing is not critical. Close spacing gives 
somewhat lower gain, but a very clean pattern. The 
main lobe gets sharper and larger as spacing is 
increased, but minor lobes also increase. These take 
over from the main lobe if spacing of bays is 
carried too far. The effect of increasing bay spacing 
is shown in Fig. 8-11 of The Radio 
Amateur's VHF Manual, and associated text. 


144 OVER 50 


Four phased 144-MHz Yagis are shown 
mounted above a 50-MHz 6-clement Yagi in Fig. 
22-7. The latter can be mechanically similar to the 
Selement antennas of Fig. 22-4, though this 
two-band system was built almost entirely by 
hand. Element spacings are closer than in the 
S-element 6-meter arrays, in order to fit 6 elements 
onto a 20-foot boom. The individual bays of the 
2-meter array can be used singly, in pairs, or in the 
4-bay system shown. Feed details are given for 
each application. 


6-Element 50-MHz Yagi 


The 6-meter elements were designed for light 
weight, with 1/2-inch tubing for half their length 
and thin-wall tubing inserts for the outer 
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Fig. 227 — Antennas for two bands on а single 
support. Four Belement Yagis for 144 MHz, top, 
have one-wavelength spacing each way. 

n rte eset le а А 
elements on a 20-foot boom. 


portions. One-piece half-inch elements are equally 
good, though a bit bulkier. Elements can be run 
through the boom and held in place with clamps, 
as in Fig. 22-8, or mounted in Kirk castings. (See 
S-lement array description.) are 116, 
1101/2, 1051/2, 104, 1023/4, and 101 1/2 
inches. Spacings, in the same order, are 36, 36, 42, 
56 and 66 inches. The boom is made of two 
10-foot aluminum mast sections, braced from 
above with 3/4-inch tubing. See Fig. 22-8. 

The gamma matching was handled in two 
different ways. A coaxial capacitor and moving 
arm was hand-made, as shown in Fig. 22-9 using 
l/2inch and 1/4-inch tubes, insulated from one 
another by plastic sleeves that just fit inside the 
l/2inch fixed portion. The inner tubing can be 
wrapped with plastic tape to build up the needed 
thickness, to the same end. The arm is supported at 
two points with l-inch ceramic pillars. 

A second and simplier matching arrangement 
uses merely an extension of the main coaxial line, 
with а 100-pF fixed transmitting-type capacitor in 
series with the inner conductor and the sliding 
contact. The matching point was about 20 inches 
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Fig. 22-8 — Elements may be run through a wood 
or metal boom, and held in place with simple 
aluminum clamps, left. At the right is a clamp for 
holding boom braces on the vertical support in the 
50-MHz 6-element array. 


out from the boom with a 100-pF capacitor. It is 
opted that the matching be done first with a 

variable capacitor, substituting a fixed one when 
the desired value is found. 

Ап element-mounting clamp no longer available 
appears in Fig. 22-9. The Kirk 1/240-1 1/4-inch 
element- ing clamps (see S-over-5 descrip- 
tion) do this job nicely. 


5-Element 144-MHz Yagis 


An optimum design for 5-element 2-meter 
Yagis, to be used singly or combined in stacked 
systems, is shown in Fig. 22-10. Dimensions given 
work well from 144 to 146 MHz, if the matching is 
adjusted at 145. Lengths should be reduced 1/4 
inch for each megahertz higher center frequency 
than 145 MHz. The original elements have center 
sections of 1/4-inch aluminum tubing, with 
5/32-inch rod inserts that slide into the center 
members. One-piece elements of 1/8 to 1/4-inch 
tubing or rod will work equally well. The larger 
size will permit fastening in place with self-tapping 
screws bearing on the elements. For smaller sizes, 
use a clamp like that of Fig. 22-8. The booms are 
3/4- or 1-inch diameter aluminum. Wood dowelling 
could be used equally well. 

Feed Methods: A delta match is used in 
conjunction with a coaxialline balun to feed a 
single S-element Yagi. Some experimentation with 
delta dimensions may be required to achieve the 
best match. (See Fig. 2210 and detailed 
description of the delta match earlier in this 
chapter.) This arrangement makes a fine small Yagi 
that can be dismantled readily, for carrying about in 
portable work. 


Fig. 22-9 — A hand-made coaxial 
gamma match for 50-MHz arrays. 
A 1/4-inch rod or tube 14 inches 
ог longer slides inside a 1/2-inch 
sleeve that is connected to the 
coaxial fitting above the boom. 
The rod slides on plastic sleeves 
inside the larger section. Separa- 
tion is maintained with two cer- 
amic pillars mounted with wrap- 
around clips. Both the coaxial 
capacitor and the sliding clip be- 
tween rod and element are ad- 
justed for minimum reflected 
power in the coaxial line. 


144-MHz Yagis 


Fig. 22-10 — Optimum design for a 2-meter Yagi, 
using 5 elements on a 6-foot boom. When used 
singly, this antenna can be fed as shown in Fig. 
22-1C, with 4-inch delta arms connected 3 inches 
either side of center, The balun loop would be 
about 27 inches long. With lengths shown, the 
antenna works well from 144 to above 146 MHz, 
but gain drops sharply above 147 MHz. 


Use of two 5-element Yagis with 1-wavelength 
spacing is shown in Fig. 22-11А. The phasing 
harness can be any open-wire line, preferably not 
spaced more than one inch. Delta dimensions are 
not critical in this application, as the matching is 
done with the universal stub at the center of the 
harness. 

The 4-bay 20-element system in Fig. 22-7 and 
22-11B uses two sets of 5-омег-5, connected 
between centers with another 1-wavelength line. 
The universal stub is connected at the center of the 
horizontal section. In each case, the stub length 
and line-connection point are adjusted for 
minimum reflected power in the main line, 

An interesting phasing method was used in the 
4-bay array. Common electric zipcord, available in 
any hardware store, was split into its two parts. 
The insulation was left on, and spreaders made of 
ordinary 1/2-inch wood dowel were used to hold 
the wires one inch apart. Holes were drilled in 
these of such size that the zipcord could just be 
pulled through them. They are held in place with 
any good cement. If supported with TV-type 
screweyes that grip the spreaders, such a low-cost 
line is very durable. The array. shown was taken 
down after two years of use in a very exposed 


Directors: 
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Fig. 22-11 — Stacking details for the 5-element 
Yagis of Fig. 22-7 and 22-10, The short on the 
universal stub, and the point of connection of the 
main transmission line, are adjusted for minimum 
reflected power in the latter. Balanced line could 
be connected similarly for the main turn. 


location, and no deterioration was apparent. There 
was no breakage, even under several heavy ice loads 
each winter. Using several supports on each harness 
section is the key to this long life. 

The transmission line was switched between the 
six- and two-meter arrays by means of a 
waterproofed antenna relay. To avoid the dangers 
of a 115-volt line run, 6,3-volt transformers were 
used at each end. This one-line hookup makes it 
possible to use a single rather expensive line to its 
fullest potential on two bands. 


13-ELEMENT YAGI FOR 144 MHz 


Many combinations of clement lengths and 
spacings work well іп long Yagis. The 13-element 
array detailed in Fig. 22-12 is the product of many 
months of joint experimental work by W2NLY and 
WÓQKI. First described in QST for January, 1956, 
it has been a winner ever since. Elements are 
1/8-inch hard-drawn aluminum wire, except for the 
folded-dipole driven element. This is the step up 
variety, intended to give a feed impedance of 200 
ohms, for feeding with 50-ohm line and a coaxial 
balun, 

The 24-foot boom carries a light load, and can 
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Fig. 2242 — High-perfor- 
mance long Yagi for 144 MHz, 
from experimental work by 
W2NLY and W6QKI. Dimen- 
sions are for maximum gain 
between 144 and 145 MHz, 
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be made of thin-wall tubing if braced in the 
manner of the 50-MHz arrays previously described. 
Elements run through the boom and are held in 
place with clamps, as in Fig. 22-8. Lengths are for 
optimum gain between 144 and 145 MHz. Gain 
drops rapidly above 145.2 MHz. For a center 
frequency of 145 MHz, cut element lengths 1/8 
inch. Broader frequency response can be obtained 
by tapering element lengths 1/8 inch per element, 
beginning with the second director. 

Effective stacking of such long Yagis requires 
bay spacing of 11/2 to 2 wavelengths. Pairs or 
pairs of pairs can be fed in the manner of Fig. 
22-15, using dimensions of Table 224. 


11-ELEMENT YAGIS FOR 220 
AND 432 MHz 


High-gain antennas are almost a necessity for 
any serious work on 220 MHz and higher 
frequencies. The 11-clement Yagis shown in Figs. 
22-13 and 14 were worked out experimentally for 
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DRIVEN ELEMENT 


Fig. 22-14 — 11-element Yagi for 432 MHz, 
designed for optimum performance on a 6-foot 
boom. Operation should be uniform between 432 
and 436 MHz, if the stub matching is adjusted 
when moving more than one megahertz in 
frequency. 
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Fig. 22-13 — 11-element Yagi for 
220 MHz. Dimensions are for 
maximum gain in the lower 2 
MHz of the band. Recommended 
feed method is a delta match, 
with universal stub and balun. 
Delta sides should be about 3 
inches, tapped 2 inches either side 
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22/4" of the element midpoint. 


maximum gain per element. They are intended 
primarily to be used in stacked pairs or sets of 
four, as shown (for 432 MHz) in Fig. 22-15. 

Elements are stiff wire or welding rod, 1/8-inch 
diameter for 220, 3/32 or 1/8 inch for 432, Wood 
booms are shown, and are recommended for 
stacked arrays, particulary for 432. Metal booms 
should be 1/2-inch diameter for 432 and 3/4 to 1 
inch for 220. Element lengths should be increased 
0.5 to 1 percent if metal booms are used. 

Frequency coverage without appreciable loss of 
gain, and no. readjustment of matching, is about 1 
percent of the operating frequency. Lengths of 
elements given are for 220 to 222 MHz and 432 to 
434 MHz. Coverage can be extended somewhat 
higher by readjusting the matching for the desired 
higher frequency. 

Recommended phasing is by open-wire line two 
wavelengths long each way. No. 12 wire spaced 1/2 
to 3/4 inch with Teflon spreaders is ideal. If a 
metal supporting structure is used, it should 
preferably be entirely in back of the plane of the 
reflector elements. 


COLLINEAR ANTENNAS 


Information given thus far is mainly on 
parasitic arrays, but the collinear antenna has much 
to recommend it. Inherently broad in frequency 
response, it is a logical clioice where coverage of an 
entire band is wanted. This tolerance also makes а 
collinear easy to build and adjust for any vhf 
application, and the use of many driven elements is 
popular in very large phased arrays, such as may be 
required for moonbounce (EME) communication. 


Omnidirectional Verticals 


Two or more half-wave elements mounted in a 
vertical line and fed in phase are often used to 
build up some gain, without directivity. А simple 
omnidirectional collinear of rugged construction is 
shown in Fig. 22-16. It is made entirely of copper 
pipe and matching elbow fittings, obtainable from 
plumbing supply houses and some hardware stores. 

Initially the phasing stub was operated in the 
manner of Fig. 22A. When the optimum 
dimensions were found, the assembly was complet- 
ed by making the angles with plumbing fittings, 
and the balun connections with bolts, nuts and star 
lugs. 

Preferably the antenna should be mounted on a 
wooden support, though the center of the stub can 
be grounded for lightning protection. Dimensions 
given are for the upper half of the 2-meter band, 
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though it works well enough all the way down to 
144 MHz. 


Any number of radiators can be used, if 
quarter-wave phasing stubs are connected between 
them. Commonly an odd number is used, and the 
center radiator is broken at its midpoint and fed 
with a universal stub. This type of antenna can be 
made of wire and strung up in a horizontal 
position. The pattern is bidirectional when this 
type of collinear is mounted horizontally. 


Large Colli 
Bidirectional curtain arrays of 4, 6 and 8 
half-waves in phase are shown in Fig. 22-17. 
Usually reflector elements are added, normally at 
about 0.2 wavelength in back of each driven 
element, for more gain and a unidirectional 
pattern, Such parasitic elements are omitted from 
the sketch in the interest of clarity. Dimensions are 
not critical, and may be taken from Table 224. 

When parasitic elements are added, the feed 
impedance is low enough for direct connection 
open line or Twin-Lead, connected at the points 
indicated by black dots. With coaxial line and a 
balun, it is suggested that the universal stub match, 
Fig. 22-1A, be used at the feedpoint. АП elements 
should be mounted at their electrical centers, as 
indicated by open circles in Fig. 22-17. The 
framework can be metal or insulating material, 
with equally good results. A model showing the 
preferred method of assembling an all-metal 
antenna is pictured in Fig. 22-18. Note that the 
metal supporting structure is entirely in back of 
the plane of the reflector elements. Sheet-metal 
clamps can be cut from scraps of aluminum to 
make this kind of assembly, which is very light in 
weight and rugged as well. СоШпеаг elements 
should always be mounted at their centers, where 
rf voltage is zero — never at their ends, where the 
voltage is high and insulation losses and detuning 
can be very harmful. 

Collinear arrays of 32, 48, 64 and even 128 
elements can be made to give outstanding 
performance. Any collinear should be fed at the 
center of the system, for current 
distribution. This is very important in large arrays, 
which are treated as sets of 6 or 8 driven elements 
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Fig. 22-15 — Phasing methods 
for using two or four 11- 
element Yagis for 432 MHz, 
with 2-wavelength spacing. 
Universal-stub match permits 
use of any type of trans- 
mission line. 


each, and fed through a balanced harness, each 
section of which is a resonant length, usually of 
open-wire line. A 48-clement collinear array for 
432 MHz, Fig. 22-19, illustrates this principle. 


PLANE AND PARABOLIC REFLECTORS 


_A reflecting plane, which may be sheet metal, 
wire mesh, or even closely-spaced elements of 
tubing or wire, can be used in place of parasitic 
reflectors. To be effective, the plane reflector must 
extend on all sides to at least a quarter-wavelength 
beyond the area occupied by the driven elements. 
The plane reflector provides high front-to-back 
ratio, a clean pattern, and somewhat more gain 
than parasitic elements, but large physical size rules 
it out for amateur use below 420 MHz. An 
interesting space-saving possibility lies in using a 


Fig. 22-16 — Rugged 2-meter omnidirectional 
vertical antenna made entirely of 1/2-inch copper 
pipe and elbows. The midpoint of the stub can be 
grounded, for lightning protection. 
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Fig. 22-17 — Element arrangements for 8, 12 and 
1&-lement collinear arrays. Parasitic reflectors, 
omitted here for clarity, are 5 percent longer and 
0.2 wavelength in back of the driven elements. 
Feed points are indicated by black dots. Open 
circles are recommended support points. The 
elements can run through wood or metal booms, 
without insulation, if supported at their centers in 
this way. Insulators at the element ends (points of 
high rf voltage) tend to detune and unbalance the 
system. 


single plane reflector with elements for two 
different bands mounted on opposite sides. 
Reflector spacing from the driven element is not 
critical. About 0.2 wavelength is common. 

The reflector can be formed into parabolic 
shape for a focussing effect, similar to that in a 
searchlight. Parabolic reflectors must be very large 
in terms of wavelength. Principles involved in 
parabolic reflector design are discussed by 
WAQHUV in QST for June, 1971, page 100. 


CIRCULAR POLARIZATION 


Polarization is described as “horizontal” or 
“vertical,” but these terms have no meaning once 
the reference of the earth’s surface is lost. Many 
propagation factors can cause polarization change: 
reflection or refraction, passage through magnetic 
fields (Faraday rotation) and, satellite rolling, for 
examples. Polarization of vhf waves is often 
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Fig. 22:18 — Model showing recommended method 
for assembling all-metal arrays. Suitable assembling 
clips can be cut and bent from sheet aluminum. 
Supporting structure should be in back of all active 
elements of the array. 


random, so an antenna capable of accepting any 
polarization is useful. Circular polarization, gener- 
ated with helical antennas or with crossed elements 
fed 90 degrees out of phase, has this quality. 

The circularly-polarized wave, in effect, threads 
its way through space, and it can be left- or 
right-hand polarized. These polarization "senses" 
are mutually exclusive, but either will respond to 
any plane polarization. A wave generated with 
right-hand polarization comes back with left-hand, 
when reflected from the moon, a fact to be borne 
in mind in setting up EME circuits. Stations 
communicating on direct paths should have the 
same polarization sense. 

Both senses can be generated with crossed 
dipoles, with the aid of a switchable phasing 
harness. With helical arrays, both senses are 
provided with two antennas, wound in opposite 
directions. 


Helical Antenna for 432 MHz 


The 8-turn helix of Fig. 22-20 is designed for 
432 MHz, with left-hand polarization. It is made 


Fig. 22-19 — Large col- 
linear arrays should be fed 
as sets of no more than 8 
driven elements each, inter- 
connected by phasing lines. 
This 48-element array for 
432 MHz (А) is treated as 
if it were four 12-element 
collinears. Reflector ele- 
ments are omitted for clar- 
ity. Phasing harness is 
shown at B. 


Circular Polarization 


Fig. 2220 — An 8-turn 432-MHz helical array, 
wound from aluminum clothesline wire. Left-hand 
polarization is shown. Each turn is one wavelength, 
with a pitch of 0.25 wavelength. Feed is with 
50-оћт coax, through an 84-ohm О section. 


from 213 inches óf aluminum clothesline wire, 
including 6 inches that are used forcutting back to 
adjust the feed impedance, 

Each turn is one wavelength long, and the pitch 
is about 0.25 wavelength. Turns are stapled to the 
wooden supports, which should be water-proofed 
with liquid fiber glass or exterior varnish. The 
reflecting screen is one wavelength square, with a 
Type N coaxial fitting soldered at its center, for 
connection of the required coaxial Q section. 

The nominal impedance of a helical antenna is 
140 ohms, calling for an 84-ohm matching section 
to match to a 50-оһт line. This can be 
approximated with copper tubing of 0.4-inch 
inside diameter, with No. 10 inner conductor, both 
61/2 inches long. With the antenna and trans- 
former connected, apply power and trim the outer 
end of the helix until reflected power approaches 
zero. 

The support arms are made from sections of 
1X1 wood and are each 60 inches long. The 
spacing between them is 8.25 inches, outer 
dimension. The screen of the antenna in Fig. 22-20 
is tacked to the support arms for temporary use. A 
wooden framework for the screen would provide a 
more rugged antenna structure. The theoretical 
gain of an 8-tum helical is approximately 14 
decibels. Where both right- and left-hand circu- 
larity is desired, two antennas can be mounted on a 
common framework, a few wavelengths apart, and 
wotind for opposite sense. 


A TRANSMATCH FOR 50 AND 
144 MHz 


The antenna couplers as shown in Fig. 22-21 
will permit unbalanced transmitter output lines 
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(50-75 ohms) to be matched to balanced feeders in 
the 300 to 450-ohm impedance range. Also, 
“coax-to-coax” matching is possible with this 
circuit, permitting 50-ohm lines to be matched to 
75-оћт lines, or vice versa. In situations where a 
high SWR condition exists where an antenna is 
being used in a part of the-band to which it has not 
been tuned, this coupler will enable the transmitter 
to look into a flat load, thus permitting maximum 
loading for better efficiency. 

Couplers of this type are beneficial in the 
reduction of harmonic energy from the trans- 
mitter, an aid to TVI reduction, It should be 
possible to realize а 30-dB or greater decrease in 
harmonic level by using this Transmatch between 
the transmitter and the feed line. When connected 
ahead of the receiver as well — a common 
arrangement — the added selectivity of the 
coupler's tuned circuits will help to reduce images 
and other undesired receiver responses from out- 
of-band signals. It is wise to remember that the use 
of devices of this kind will not correct for any 
mismatch that exists at the antenna end of the line. 
Although it assures a good match between the 
transmitter and the line, it can only disguise the 
fact that a mismatch exists at the antenna. 


The Circuit 


Balanced circuits are used for both bands, Fig. 
22-22. Butterfly capacitors are employed to aid in 
securing good circuit symmetry. The links of each 
tuned circuit, L2 and L3, are series tuned by 
single-ended capacitors to help tune out reactance 
in the line. 


Construction 


A 4-1/2 X 4-1/2 x 2inch homemade cabinet 
houses the 2-meter Transmatch; А Ten-Tec JW-5 is 
used as an enclosure for the 50-MHz unit. Other 
commercially made cabinets would be suitable, 
also. The two tuning controls are mounted in a line 
across the front of each cabinet. The main coil in 
each Transmatch is supported by a ceramic 
standoff insulator on one end and by the con- 


nection to the TUNING capacitor on the other. 


The links are self supporting. The coil taps are 
effected by bending standard No.6 solder lugs 


These 6- and 2-meter Trans- 


Fig. 2221 — 
matches may be used with powers up to 500 watts. 
They can be employed with either balanced or 
unbalanced feeders. 


AND UHF ANTENNAS 


144-140 mez 


Fig. 22-22 — The schematic diagram of the vhf Transmatches. Capacitance is in pF unless otherwise 


noted. Resistance is in ohms, k = 1000. 

C1 — 26-pF per section butterfly (Е.Р. Johnson 
167-22). 

C2 — 100-pF miniature variable (Millen 20100). 

СЗ — 35-pF miniature variable (Millen 20035). 

C4 — 10-pF per section butterfly (E.F. Johnson 
167-21). 

1444, incl. — Insulated binding post. 

35-18, incl. — SO-239-style chassis connector. 

И — 7 turns No. 10 copper wire, 1 1/2-inch dia, 


Fig. 22:23 — 


Inside view of the two Transmatches. 


around the coil wire at the proper spots, then 
soldering the lugs in place. No. 20 bus wire is used. 
to connect the taps of L1 to jacks J1 and J2. When 
operating coax-to-coax style, a short jumper wire 
connects J1 to its ground lug, or J4 to its ground 
lug, depending on the band being operated. The 
jumper must be removed for balanced-feeder 
operations. 


Operation 


Attach the vhf transmitter to J7 or J8 with a 
short length of coax cable. Connect a balanced 


spaced one wire thickness between turns. Tap 2 
1/2 turns from each end. 

L2 — 2 turns No. 14 enam. or spaghetti-covered 
bare wire, 2-inch dia, over center of L1. 

L3 — 2 turns No. 14 enam. or spaghetti-covered 
bare wire, 1 1/2-inch dia. over center of L4. 

L4 — 5 turns No. 10 copper wire, 1-їпсһ dia, 
spaced one wire thickness between turns. Tap 1 
1/2 turns from each end. 


feeder to J] and 12 (for 50-MHz operation), or to 
J4 and JS (for M4-MHz operation). A reflected- 
power meter or SWR bridge connected between 
the Transmatch and the transmitter will aid in the 
adjustment process. Adjust C1 and C2, alternately 
(for SO-MHz operation) for minimum meter 
reading on the SWR indicator. For 144-MHz 
operation, tune C3 and C4 in the same manner. 
Repeat the tuning until no further reduction in 
reflected power is possible. The meter should fall 
to zero, indicating a 1:1 match. No further 
adjustments will be needed until the transmitter 
frequency is moved 50 КН2 or more. The tuning 
procedure is identical for matching coax to coax. 
In doing so, however, the antenna feed line (coax) 
is connected to either J3 or J6 and the shorting 
strap (discussed earlier) must be connected to J1 or 
J4. In some situations, it may be possible to get a 
better match by leaving the shorting strap off. 

After the coupler is tuned up, the transmitter 
power can be increased to its normal level. These 
units will handle power levels up to 500 watts 
(transmitter output power) provided the coupler is 
tuned for a matched condition at all times. 
Reduced power (less than 50 watts) should be used 
during initial tune up, thus preventing parts from 
being damaged by heating or arcing. The coupler 
should never be operated without a load connected 
to its output terminals. 


AN INEXPENSIVE DIRECTIONAL COUPLER 


Precision in-line metering devices that are 
capable of reading forward and reflected power 
over a wide range of frequencies are very useful in 
amateur vhf and«ühf work, but their rather high 
cost puts them out of the reach of many vhf 
enthusiasts. The device shown in Fig. 22-25 is an 
inexpensive adaptation of their basic principles. 
You can make it yourself for the cost of a meter, a 
few small parts, and bits of copper pipe and fittings 


that can be found in the plumbing stocks at many 
hardware stores. 


Construction 


The sampler consists of a short section of 
hand-made coaxial line, in this instance of 50 ohms 
impedance, with a reversible probe coupled to it. A 
small pickup loop built into the probe is termin- 
ated with a resistor at one end and a diode at the 


50/144 MHz Transmatch 


other. The resistor matches the impedance of the 
loop, not the impedance of the line section. Energy 
picked up by the loop is rectified by the diode, and 
the resultant current is fed to a meter equipped 
with a calibration control. 

The principal metal parts of the device are a 
brass plumbing T, a pipe cap, short pieces of 
3/4-inch ID and S/16-inch OD copper pipe, and 
two coaxial fittings. Other available tubing com- 
binations for 50-ohm line may be usable. The ratio 
of outer-conductor ID to innerconductor OD 
should be 2.4/1. For a sampler to be used with 
other impedances of transmission line, see Chapter 
20 for suitable ratios of conductor sizes. The 
photographs and Fig. 22-26 just about tell the rest 
of the story. 

Soldering of the large parts can be done with a 
300-watt iron or a small torch. A neat job can be 
done if the inside of the T and the outside of the 
pipe are tinned before assembling. When the pieces 
are reheated and pushed together, a good mechan- 
ical and electrical bond will result. If a torch is 
used, go easy with the heat, as an over-heated and 
discolored fitting will not accept solder well, 

Coaxial connectors with Teflon or other heat- 
resistant insulation are recommended. Type N, 
with split-ring retainers for the center conductors, 
are preferred. Pry the split-ring washers out with а 
knife point or small screwdriver. Don't lose them, 
as they'll be needed in the final assembly, 

The inner conductor is prepared by making 
eight radial cuts in one end, using a coping saw 
with a fine-toothed blade, to a depth of 1/2 inch, 
‘The fingers so made are then bent together, 
forming a tapered end, as seen in Fig. 22-26. Solder 
the center pin of a coaxial fitting into this, again 
being careful not to overheat the work. 

In preparation for:soldering the bodys of the 
coax connector to the copper pipe, it is convenient 
to use a similar fitting clamped into a vise as a 
holding fixture, with the T assembly resting on 
top, held in place by its own weight. Use the 
partially prepared center conductor to assure that 
the coax connector is concentric with the outer 
conductor. After being sure that the ends of the 
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Fig. 22-25 — Circuit diagram for the line sampler. 

СТ — 500-pF feedthrough capacitor, solder-in type. 

C2 — 1000-pF feedthrough capacitor, threaded 
type. 


Fig. 22-24 — Major components of the line 
sampler, The brass T and two end sections are at 
the back of the picture. A completed probe 
assembly is at the right. The N connectors have 
their center pins removed. The pins are shown with 
one inserted in the left end of the inner conductor 
and the other lying in the right foreground. 


pipe are cut exactly perpendicular to the axis, 
apply heat to the coax fitting, using just enough so 
that a smooth fillet of solder can be formed where 
the flange and pipe meet. 

Before completing the center conductor, check 
its length. It should clear the inner surface of the 
connector by the thickness of the split ring on the 
center pin. File to length; if necessary, slot as with 
the other end, and solder the center pin in place. 
The fitting can now be soldered onto the pipe, to 
complete the 50-ohm line section. 

The probe assembly is made from a 1-1/2-inch 
length of the copper pipe, with a pipe cap on the 
top to support the upper feedthrough capacitor, 
C2. The coupling loop is mounted by means of 
small Teflon standoffs on a copper disk, cut to fit 
inside the pipe. The disk has four small tabs around 


CALIBRATE. 
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САТ — Germanium diode 1N34, 1N60, 1N270, 
1№295, or similar 

J1,J2 — Coaxial connector, type М (UG-58A/U). 

L1 — Pickup loop, copper strap 1 inch long х 3/16 
inch wide. Bend into "C" shape with flat 
portion 5/8-inch long. 

M1 — 0-100-ЏА meter. 

R1 — Composition resistor, 82 to 100 ohms. See 


text. 
R3 — 50,000-ohm composition control, linear 
taper. 


T 


VHF AND UHF ANTENNAS 


Fig. 22-26 — Cross-section view of the line sampler. 
The pickup loop is supported by two Teflon 
standoff insulators. The probe body is secured in 
place with one or more locking ‘screws through 
holes in the brass T. 
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the edge for soldering inside the pipe. The diode, 
CRI, is connected between one end of the loop 
and a 500-pF feedthrough capacitor, СІ, soldered 
into the disk. The terminating resistor, КЛ, is 
connected between the other end of the loop and 
ground, as directly as possible, 

When the disk assembly is completed, insert it 
into the pipe, apply heat to the outside, and solder 
the tabs in place by melting solder into the 
assembly at the tabs. The position of the loop with 
respect to the end of the pipe will determine the 
sensitivity of a given probe. For power levels up to 
200 watts the loop should extend beyond the face 
of the pipe about 5/32 inch. For use at higher 
power levels the loop should protrude only 3/32 
inch. For operation with very low power levels the 
probe position can be determined by experiment. 

The decoupling resistor, R2, and feedthrough 
capacitor, C2, can be connected, and the pipe cap 
put in place. The threaded portion of the capacitor 
extends through the cap. Put a solder lug over it 
before tightening its nut in place. Fasten the cap 
with two small screws that go into threaded holes 
in the pipe. 


Calibration 


The sampler is very useful for many jobs, even 
if it is not accurately calibrated, though it is 
desirable to calibrate it against a wattmeter of 
known accuracy. A good 50-ohm dummy load is a 
must. 

The first step is to adjust the inductance of the 
loop or the value of the terminating resistor, for 
lowest reflected-power reading. The loop is the 
easier to change. Filing it to reduce its width will 
increase its impedance. Increasing the cross-section 
of the loop will lower it, and this can be done by 
coating it with solder. When the reflected-power 
reading is reduced as far as possible, reverse the 
probe and calibrate for forward power, by increas- 


TYPE N COAXIAL 


SOLDER 


ing the transmitter power output in steps and 
making a graph of the meter readings obtained. Use 
the calibration control, R3, to set the maximum 
reading, 


Variations 


Rather than use one sampler for monitoring 
both forward and reflected power by repeatedly 
reversing the probe, it is better to make two 
assemblies by mounting two T fittings end-to-end, 
using one for forward and one for reflected power. 
The meter can be switched between the probes, or 
two meters can be used, 

The sampler described was calibrated at 146 
MHz, as it was intended for 2-meter repeater use. 
On higher bands the meter reading will be higher 
for a given power level, and it will be lower for 
lowerfrequency bands. Calibration for two or 
three adjacent bands can be achieved by making 
the probe depth adjustable, with stops or marks to 
aid in resetting for a given band. And, of course, 
more probes can be made, with each calibrated for 
a given band, as is done in some of the commercial- 
ly available units. 

Other sizes of pipe and fittings can be used, by 
making use of information given in Chapter 20 to 
select conductor sizes required for the desired 
impedances. (Since it is occasionally possible to 
pick up good bargains in 72-ohm line, you might 
like to make up a sampler for this impedance.) 

Type N fittings were used because of their 
constant impedance, and their ease of assembly. 
Most have the split-ring retainer, which is simple to 
use in this application. Some have a crimping 
method, as do apparently all BNC connectors. If a 
fitting must be used that cannot be taken apart, 
drill a hole large enough to clear а soldering iron 
tip in the copper-pipe outer conductor. A hole of 
up to 3/8-inch diameter will have very little effect 
on the operation of the sampler. 


Assembling a 
Station 


The actual location inside the house of the 
"shack" — the room where the transmitter and 
receiver are located — depends, of course, on the 
free space available for amateur activities. Fortu- 
nate indeed is the amateur with a separate room 
that he can reserve for his hobby, or the few who 
can have a special small building separate from the 
main house, However, most amateurs must share a 
room with other domestic activities, and amateur 
stations will be found tucked away in a corner of 
the living room, a bedroom, or even a large closet! 
A spot in the cellar or the attic can almost be 
classed as a separate room, although it may lack 
the “finish” of a normal room. 

Regardless of the location of the station, 
however, it should be designed for maximum 
operating convenience and safety. It is foolish to 
have the station arranged so that the throwing of 
several switches is required to go from "receive" to 
"transmit," just as it is silly to have the equipment 
arranged so that the operator is in an un- 
comfortable and cramped position during his 
Operating hours, The reason for building the 
station as safe as possible is obvious, if you are 
interested in spending a number of years with your 

obby! 
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Chapter 23 


CONVENIENCE 


The first consideration in any amateur station is 
the operating position, which includes the opera- 
tor’s table and chair and the pieces of equipment 
that are in constant use (the receiver, send-receive 
switch, and key or microphone), The table should 
be as large as possible, to allow sufficient room for 
the receiver or receivers, transmitter frequency 
control, frequency-measuring equipment, monitor- 
ing equipment, control switches, and Кеуз and 
microphones, with enough space left over for the 
logbook, a pad and pencil. Suitable space should be 
included for radiogram blanks and a Callbook, if 
these accessories are in frequent use, If the table is 
small, or the number of pieces of equipment is 
large, it is often necessary to build a shelf or rack 
for the auxiliary equipment, or to mount it in 
some less convenient location in or under the table, 
If one has the facilities, a semicircular “console” 
can be built of wood, or a simpler solution is to use 
two small wooden cabinets to support a table top 
of wood or Masonite. A flush-type door will make 
an excellent table top. Homebuilt tables or con- 
soles can be finished in any of the available oil 
stains, varnishes, paints or lacquers, Surplus com- 
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MICROPHONE 


This neatly arranged station belongs to WØTDR in 
Missouri. The equipment is mounted in a home- 
made console placed on top of a desk. All controls 
are easily reachable, A telephone is conveniently 
located to the right of the operating position. 
Directly in front of the operator, above the lower 
receiver, is the control panel which handles an- 
теппа and station component switching. This lay- 
out is ideal for the right-handed operator. 
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puter furniture is readily available through various furnishes а good writing surface and can cover 
channels, Many of these consoles are ideal for ап miscellaneous charts and tables, prefix lists, operat- 
operating position, Many operators use a large ing aids, calendar, and similar accessories. 

piece of plate glass over part of their table, since it 


TIME REFERENCES 


Next to frequency, accurate measurement of 


time is an important part of a station’s operating 
routine. While the matter of a minute or so may 
not seem like much, it could mean the difference 
between getting a coveted confirmation or waiting 
until a busy DX or contest operator has time to 
search for your contact in his log. As a con- 
sequence, the station clock should be both accu- 


rate and easy to read, 


Digital clocks are ideal in both respects and just 
about any commercially manufactured model 
should do the job. However, a rather unique 
module is also available and should appeal to the 
ham who likes to build his own gear. 


Digital Clock Module 
Depending upon the module selected, it is 


possible for the builder-to tailor this clock to his 
individual desires. The entire clock, with the 
exception of the power transformer and switches, four LEDs as indicators. The normal display 
is contained on one small pe board. The dimen- indicates the time in hours and minutes. Using the 
sions, approximately 1-3/8 X 3 x 1 inches (HWD), external switches it is possible to call up the 
allow the builder to package the clock into almost seconds display, alarm time, and sleep time. The 


any size container. 


module used for this clock (MA1002A) is a 


‘At present there are eight different modules 12-hour format that contains the clock/radio fea- 
available. The different combinations allow selec- ture. There are two outputs available for con- 
tion of: Line frequency (50 or 60 hertz), 12- or trolling external devices. Each output (sleep or 
24-hour display and clock/radio or alarm-tone alarm) is a positive current source that can turn on 
output. The display contains four digits and also ап npn transistor for control purposes. 
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Fig. 1 — Schematic diagram of the clock. T1 is 
discussed in the text. 51 and 52 аге spdt miniature 
toggle switches. 53 through 56 are momentary 


switches that are normally open. R1 is a miniature 


linear-taper potentiometer. 


Interior view showing modified transformer. 
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Selected. 
Display Modes Digit No. 1 
Time Display 10's of Hours & AM/PM 


Seconds Display ^ Blanked 


Alarm Display 10's of Hours & AM/PM 


Sleep Display Blanked 


“If more than one display mode input is applied, the display priorities are in the order of Sleep (over- 
rides all others), Alarm, Seconds, Time (no other mode selected). 


TABLE I 
MA1002 Display Modes 


Digit No. 2 Digit No. 3 Digit No. 4 
Hours 10's of Minutes ^ Minutes 
Minutes 10's of Seconds Seconds 
Hours 10's of Minutes Minutes 
Blanked 10's of Minutes ^ Minutes 


TABLE 1 
МА1002 Control Functions 


Selected 
Display 
Mode 


Control 
Function 


Control 
Input 
*Time Slow Minutes Advance at 
2 Hz Rate 

Minutes Advance at 
60 Hz Rate 
Minutes Advance at 
60 Hz Rate 


Alarm Minutes Ad- 
vance at 2 Hz Rate 
Alarm Minutes Ad- 
vance at 60 Hz Rate 
Alarm Resets to 
12:00 A.M. (12 hour 
format) 

Alarm Resets to 
(0)0:00 (24 hour 
format) 

Input to Entire Time 
Counter is Inhibited 
(Hold) 

Seconds and 105 of 
Seconds Reset to 
Zero Without a Carry 
to Minutes 

Time Resets to 
12:00:00 A.M. (12 
hour format) 

Time Resets to 
(0):00:00 (24 hour 
format) 

Subtracts Count at 
2Hz 

Subtracts Count at 
60 Hz 

Subtracts Count at 
60 Hz 


Fast 


Both 


Slow 


Fast 


Both 


Both 


Slow 


Fast 


Both 


Both 


Slow 
Fast 


Both 


*When setting time sleep minutes will decrement 
at rate of time counter, until the sleep counter 
reaches 00 minutes (sleep counter will not 
recycle). 


Schematic Diagram and Construction 


A look at the schematic diagram (Fig. 1) will 
show the simplicity of the entire clock. All that has 
to be provided is low-voltage ac and the controlling 
switches. After checking the catalogs of our parts 
suppliers, the transformers appeared to be a major 
stumbling block. It was not possible to find a 
manufacturer that produced transformers supply- 
ing the required voltages. At that point it was 
decided to rewind an available transformer. A 
Radio Shack 273-1480 was selected as the candi- 
date. Its original secondary was rated 25.2 V at 1.2 
amperes. The original secondary was removed and 
replaced with two new windings. The first, 106 
turns of No. 30 enameled wire, produced 16.0 V ac 
under load, The second winding was 72 tums of 
No. 24 enameled wire. This winding measured 10.9 
V ac under load. The entire job of rewinding the 
transformer can be done in less than two hours. A 
complete discussion of rewinding transformers can 
be found in the Beginner and Novice cloumn of 
QST, February, 1970. This article was the basis for 
rewinding the transformer. The process is not long 
nor difficult and it produces a transformer that 
fulfills the requirements at a low cost. 


Operation 


The complete operation of the external 
switches and the display readouts are summarized 
in Tables I and П. This information was obtained 
from the MA1002 data sheet provided by National 
Semiconductor Corporation. 


POWER CONNECTIONS AND CONTROL 


Following a few simple rules in wiring your 
power outlets and control circuits will make it an 
easy job to change units within the station. If the 
station is planned in this way from the start, or if 
the rules are recalled when you are rebuilding, you. 
will find it a simple matter to revise your station 
from time to time without a major rewiring job. 

It is neater and safer to run a three-wire cable 
and box from a wall outlet over to the operating 
table or some central point, than to use a number 
of adapters and cube plugs at the wall outlet. If 
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several outlets are located slightly above the table 
height, it will be convenient to reach the various 
plugs. Cable ties can be used for wrapping power 
cords to maintain a neat arrangement, The operat- 
ing table should be positioned away from the wall 
slightly so it will be easier to reach the rear of 
equipment. 

The power wiring should never be overloaded. 
Check the wire size to assure that the ratings are 
not exceeded. Consult an electrician for details on 
power handling capabilities of your house wiring. 
А 234-V ac line should be available with suitable 
current ratings. The outlet for this line should be 
different from the 117-V ac outlets to prevent 
confusion. A station which runs more than 500 
watts input to the transmitter should have this 
higher voltage line to prevent lights from “blink- 
ing” with keying or modulation. It also provides 
better regulation. A single switch, either on the 
wall of the shack or at the operating position, 
should control all of the 117- and 234-volt outlets, 
except for lights and the line to which the clock is 
connected. This makes it a simple matter to turn 
the station to “standby” condition, In case of an 
emergency, a family member has one switch to 
shut off power but not the lights. The station 
equipment normally should be shut off with their 
own power switches before the main switch is 
turned off. With equipment left on, turning on the 
power with the main switch could cause a great 
surge on the line, which could trip a fuse or circuit 
breaker. 

АП power supplies should be fused. Pilot lights 
or other types of indicators always should be used 
to tell the operator when the unit is on, All 
switches for these power supplies should be clearly 
marked, Even though you may know the different 
functions of the control panel or power supply, а 
family member may not, and it is important that 
this vital information be available in case of 
trouble, In high voltage power supplies, it is 
recommended that an autotransformer be used in 
the primary circuit, aside from the power switch, 
to maintain better control of the high voltage. It 
also reduces the initial surge of current in the line 
caused by charging filter capacitors. 


tenna switching system 
using low voltage relays 
handles three different an- 
tennas. The coaxial cable is 
used as the control line. 
CR1 and CR2 can be any 
low voltage silicon diodes 
(Motorola 1N4001 or 
equiv.). K1 and К2 сап be 
ка апу 12-V dc relays with 
suitable contact ratings 
(Potter and Brumfield 
КАБОб ог equiv.). The 
rotary switch should have 
at least two sections and 
three positions. 


ата ата А 


SWITCHES AND RELAYS 


It is dangerous to use an overloaded switch in 
power circuits, After it has been used for some 
time, it may fail, leaving the power turned on even 
after the switch is set to the “OFF” position. For 
this reason, large switches or relays with adequate 
ratings should be used to control the plate power 
supply. 

Апу remote-control circuitry should ђе 
powered from low voltage, It is dangerous to have 
117-V ac controlling remote antenna relays mount- 
ed atop a tower, It is recommended that low de 
voltages be used for all control systems. One 12-V 
dc power supply of suitable current rating could be 
used to handle all control circuitry. As а back-up 
power source, an automobile battery could be tied 
in parallel with this supply in case of a power 
failure. Relay contacts used for antenna switching 
or rf switching should be rated at least 10 amperes, 
which will handle two kilowatts. A basic diagram 
of a remote antenna switching system is shown in 
Fig. 23-1. The coaxial cable is used to carry the 
control voltage. The two diodes provide proper 
operation of either relay. 

The nature of the send-receive control circuitry 
depends almost entirely on the particular station 
equipment. It is impossible to list here anything 
but the broadest principles to follow. Com- 
mercially manufactured equipment usually has a 
section of the instruction book devoted to this 
point. In many cases the antenna-transfer relay is 
included in the transmitter so that the antenna is 
directly connected to the transmitter and a separ- 
ate cable is connected from the transmitter to the 
receiver. When the transmitter is "on" the relay 
transfers the antenna to the transmitter output 
circuit, 


EQUIPMENT INTERFACE 


As the station grows in complexity, it is 
important to maintain a unique cabling system. 
The use of standard cable connectors makes the 
station components flexible. For low power rf or 
af, phono plugs and jacks are adequate. High power 


Safety 


or voltage requires a higher quality component, A 
handy device that can simplify the ever present 
interfacing problem is a patch board with several 
different types of connectors. While experimenting 
or changing the station layout, this board can be 
quite helpful. 

Audio patching is the most common situation 
fhe amateur encounters, The addition of a tape 
recorder or another aid to the station should be a 
simple process, Some tape recorder audio-output 
circuits are low impedance and could, without 
suitable coupling, undesirably load the circuit that 
is being interfaced. A coupling technique often 
used is that of a resistor (1009) and blocking 
capacitor (.001 ШР) in a series combination. 
Experimentation is necessary until the circuits are 
properly matched, The transmitted signal quality 
of the two units operating in unison should be 
checked thoroughly. 

Often it is convenient to have another head- 
phone jack for a visitor. An audio splitter is shown 
іп Fig. 23-2 that will handle this function. The use 
of the two potentiometers allows each listener to 
set his own audio level. ТЕ the operator desires to 
listen to two receivers, at the same time or 
individually, the reverse of the described system 
and appropriate switch contacts are required, 
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Fig. 23-2 — Diagram of the headphone splitter. 
The transformer, T1, is a universal output type. J1 
and J2 are phone jacks. This circuit allows two sets 
of headphones to be operated from one receiver; 
each channel has its own volume control. 


The amateur station can become quite sophisti- 
cated, As an aid to the operator and any one else 
within the family, a written record of all wiring is 
essential. Diagrams of the station wiring, ac voltage 
lines, rf and af cabling will reduce troubleshooting 
time or redesigning of the station, Documentation 
of all changes in antennas, transmitters, receivers, 
or amplifiers will keep the operator from going 
over the same road again. 


If space is available, а neat console can be 
constructed to house various types of station 
components. Surplus computer furniture can be 
used as well, Access to the equipment is through 
the back of the console. This station belongs to 
W7VRO. 
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SAFETY 


Of prime importance in the layout of the 
station is the personal safety of the operator and of 
visitors, invited or otherwise, during normal operat- 
ing practice, If there are small children in the 
house, every step must be taken to prevent their 
accidental contact with power leads of any voltage, 
A locked room is a fine idea, if it is possible; 
otherwise housing the transmitter and power sup- 
plies in metal cabinets is an excellent, although 
expensive solution. Lacking a metal cabinet, a 
wood cabinet or a wooden framework covered 
with wire screen is the next-best solution. Many 
station’ have the power supplies housed in metal 
cabinets in the operating room or in a closet or 
basement, and this cabinet or entry is kept locked 
— with the key out of reach of everyone but the 
operator. The power leads are run through conduit 
to the transmitter, using ignition cable for the 
high-voltage leads. If the power supplies and 
transmitter are in the same cabinet, a lock-type 
main switch for the incoming power line is a good 
precaution, 

An essential adjunct to any station is a shorting 
stick for discharging any high voltage to ground 
before any work is done in the transmitter. Even if 
interlocks and power-supply bleeders are used, the 
failure of one or more of these components may 
leave the transmitter in a dangerous condition. The 
shorting stick is made by mounting a small metal 
hook, of wire or rod, on one end of a dry stick or 
bakelite rod, A piece of ignition cable or other 
well-insulated wire is then run from the hook on 
the stick to the chassis or common ground of the 
transmitter, and the stick is hung alongside the 
transmitter. Whenever the power is turned off in 
the transmitter to permit work on the rig, the 
shorting stick is first used to touch the several 
high-voltage leads (plate rf choke, filter capacitor, 
tube plate connection) to insure that there is no 
high voltage at any of these points.. 

Some items which should be included in the 
station for safety reasons are a fire extinguisher 
and flashlight. Both should be convenient to reach, 
The fire extinguisher must be a carbon dioxide 
type to be effective in electrical fires. The flash- 
light batteries should be checked regularly. The 
extinguisher should likewise be inspected on a 
regular basis. A carbon dioxide type of extinguish- 
er is recommended because it will cause the least 
amount of damage to equipment, 

Family members should be instructed in the use 
of mouth-to-mouth resuscitation, A sign posted in 


the station describing (ће necessary procedures to 
be followed in the event of an emergency should 
be pointed out to the family. Telephone numbers 
of the local police, fire department, and doctor 
should be included on this sign. 


Fusing 

A minor hazard in the amateur station is the 
possibility of fire through the failure of a com- 
ponent. If the failure is complete and the com- 
ponent is large, the house fuses will generally blow. 
However, it is unwise and inconvenient to depend 
upon the house fuses to protect the lines running 
to the radio equipment, and every power supply 
should have its primary circuit individually fused, 
at about 150 to 200 percent of the maximum 
rating of the supply. Circuit breakers can be used 
instead of fuses if desired, 

Wiring 

Control-circuit wires running between the 
operating position and a transmitter in another 
part of the room should be hidden, if possible. This 
can be done by running the wires under the floor 
or behind the base molding, bringing the wires out 
to terminal boxes or regular wall fixtures. Such 
construction, however, is generally only possible in 
elaborate installations, and the average amateur 
must content himself with trying to make the wires 
as inconspicuous as possible, If several pairs of 
leads must be run from the operating table to the 
transmitter, as is generally the case, a single piece 
of rubber- or vinyl-covered multiconductor cable 
will always look neater than several pieces of 
rubber-covered lamp cord, and it is much easier to 
sweep around or dust, 

Solid or standard wire connected to a screw 
terminal (ac plug, antenna binding posts) should 
either be “hooked” around a clockwise direction, 
or, better yet, be terminated in a soldering lug. If 
the wire is hooked in a counter-clockwise position, 
it will tend to move out from under the screw head 
as the screw is tightened. 

The antenna wires always present a problem, 
unless coaxiaHline feed is used, Open-wire line 
from the point of entry of the antenna line should 
always be arranged neatly, and it is generally best 
to support it at several points. Many operators 
prefer to mount any antenna-tuning assemblies 
right at the point of entry of the feed line, together 
with an antenna changeover relay (if one is used), 
and then link from the tuning assembly to the 
transmitter can be made /of inconspicuous coaxial 
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Voice operated control (VOX) used in conjunction 
with a microphone placed on a boom makes 
operating a nearly “hands-off” affair, This arrange- 
ment enables the operator, WBGDSV, to handle 
paperwork and watch meters and other important 
controls, This station is owned by W6OKK. 


line. If the transmitter is mounted near the point 
of entry of the line, it simplifies the problem of 
“What to do with the feeders?” 

The station components which are located 
outside must be as safe as the arrangement in the 
shack. АШ antenna structures should be protected 
зо that no one will be injured, There should be no 
low hanging wires or cables. A guard around a 
iower base is important to keep small children 
from climbing it, Several ways of protecting the 
tower base are possible, Cutting a sheet of 1/2-inch 
plywood lengthwise into three pieces and placing 
hinges on two edges and pad lock on the third edge 
will allow the entire structure to be stood up and 
wrapped around the tower base, The pad lock is 
essential, Other methods use hardware cloth (heavy 
mesh) with holes too small to get feet or hands 
through, Vertical antennas should be protected in a 
similar fashion, except use a wooden structure or 
fence. 

Open-wire line should be insulated where it can 
be reached by someone, All control cables or other 
cables, if possible, should be buried underground 
or placed high enough so as not to be reached. If 
antenna work is planned, all cables leading to the 
tower should be disconnected and power must be 
shut off. Rotator controls should be unplugged, 
Any electrical wiring or contacts which are ex- 
posed to the outdoor environment must be pro- 
tected from the weather. A water-tight box or a 
plastic bag will provide such protection. Corrosion 
to electrical contacts can cause TVI or RFI, poor 
connections, or losses in vital circuitry, Another 


Fig. 23-3 — A simple lightning arrester made from 
three stand-off or feedthrough insulators and sec- 
tions of a 1/8 х 1/2-inch brass or copper strap. It 
should be installed in the open-wire or Twin-Lead 
line at the point where it is nearest the ground 
outside the house. The heavy ground lead should 
be as short and direct as possible. Gap setting 
should be minimum for transmitter power. 


Lightning and Fire Protection 


consideration for control cables is rf bypassing. A 
strong rf field can cause a circuit to be actuated 
which could disrupt normal operation, 

Where guyed towers are used, the guy wires 
should be arranged so as not to cause danger to 
someone walking through the area. If this is not 
possible, planting a shrub ог tree near the guy 
anchor will tend to keep people clear of the 
vicinity. 

LIGHTNING AND FIRE PROTECTION 


The National Electrical Code (NFPA No. 70) 
adopted by the National Fire Protection Associa- 
tion, although purely advisory as far as the NFPA 
is concerned, is of interest because it is widely used 
in law and for legal regulatory purposes, Article 
810 deals with radio and television equipment, and 
Section C treats specifically amateur transmitting 
and receiving stations. Some pertinent paragraphs 
are reprinted below. 


810-13. Avoidance of Contacts with Con- 
ductors of Other Systems. Outdoor antenna and 
lead-in conductors from an antenna to a building 
shall not cross over electric light or power circuits 
and shall be kept well away from all such circuits 
so as to avoid the possibility of accidental contact, 
Where proximity to electric light and power service 
conductors of less than 250 volts between con- 
ductors cannot be avoided, the installation shall be 
such as to provide a clearance of at least two feet. 
It is recommended that antenna conductors be so 
installed as not to cross under electric light or 
power conductors, 


810-15. Grounding. Masts and metal structures 
supporting antennas shall be permanently and 
effectively grounded, without intervening splice or 
connection, 


810-56. Protection Against Accidental Contact. 
Lead-in conductors to radio transmitters shall be so 
located ог installed as to make accidental contact 
with them difficult. 

810-57.. Lightning Arrestors — Transmitting 
Stations. Each conductor of a lead-in for outdoor 
antenna shall be provided with a lightning arrestor 
or other suitable means which will drain static 
charges from the antenna system. 


Exception No, 1. When protected by a con- 
tinuous metallic shield which is permanently and 
effectively grounded, 


This modern station belongs to ЈАТВАК which is 
set up to operate the hf and vhf bands. The 
equipment most often used is on the lower shelf, 
while the upper shelf holds auxiliary apparatus 
used for monitoring other frequencies. The large 
overhead lamp is especially useful, 
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Table 810-52 


Size of Amateur-Station Outdoor Antenna 
Conductors 
Minimum Size of 
Conductors 

When Maximum Open 

Span Length Is 

Less than Over 
Material 150 feet 150 feet 


Hard-drawn copper 14 10 
Copper-clad steel, bronze 

or other high-strength 

material 14 12 


Exception No. 2. Where the antenna is 
permanently and effectively grounded. 


In some areas the probability of lightning surges 
entering the home via the 117/230 volt-line may be 
high. A portion of the lightning surges originating 
on an overhead primary feeder can pass through 
the distribution transformer by electrostatic and 
electromagnetic coupling to the secondary circuit, 
even though the primary is protected by 
distribution-class lightning arresters, Radio equip- 
ment can be protected from these surges by the use 
of a "secondary service lightning arrester.” А 
typical unit is the С.Е. Model 9L15CCB007, 
marketed as the Home Lightning Protector. It is 
mounted at the weatherhead or in the service 
entrance box, 

The best protection from lightning is that of 
completely disconnecting all equipment from an- 
tennas, and all ac receptacles. Eliminate the pos- 
sible paths for any lightning stroke. Rotator cables 
or any other control cable from the antenna 
location should be disconnected during severe 
electrical storms. 

Experiments have indicated that a high vertical 
conductor will generally divert to itself direct hits 
that might otherwise fall within a cone-shaped 
space of which the apex is the top of the 
conductor and the base a circle of radius approxi- 
mately two times the height of the conductor. 
Thus a radio mast may afford some protection to 
low adjacent structures, but only when 


low-impedance grounds are provided. 


Chapter 24 


Operating a Station 


Good on-the-air operating practices are im- 
portant to every amateur for at least three good 
reasons: to assure compliance with regulations, to 
permit a large volume of activity to be conducted 
as efficiently and as simply as possible, and as a 
matter of personal pride and competence. Good 
practices is a very bewildering subject at first to 
many new amateurs, but as in so many other fields, 
it soon becomes apparent that there is a sound 
basis of custom and tradition which has produced a 
body of standard practices. These have evolved 
over more than a half-century of experience. One 
of fhe League's important functions has been to 
formalize, to foster and to encourage good 
standard practices so that they have become 
universal and accepted. Some of our standard 
practices go back a long time; others have been 
developed to meet changing circumstances, re- 
quirements and technology. 

It used to be that one standard was all that was 
required. Today, things are different. There are 
standard operating practices for cw, voice, RTTY 
and repeaters, with additional standards for ATV 
not too far away. Those for cw and voice are 
pretty firmly established, but RTTY is newer and 
repeater operation newer still Your League will 
take a crack at all of them. If its recommendations 
don't "take hold," they will be changed until they 
become acceptable to a majority in a particular 
operating specialty. This has been the pattern on 
cw and phone and will be the pattern on RTTY, 
repeaters, satellites and whatever else comes along 
in the future. Operating is better than 50% of most 
amateurs’ lives. Better learn to do it right. 

Initially, we'll talk about phone and cw, be- 
cause they can be covered together. RTTY and 
repeaters will be handled separately. 


ESTABLISHING A CONTACT 


The best way to do this, especially at first, is to 
listen until you hear someone calling CQ, and call 
them. This requires a little patience, but that’s 
something else all amateurs must learn if we are to 
share our bands in harmony. Tune around near 
your own frequency. If you hear a CQ, put your 
vfo on that frequency (without putting a signal on 
the air), wait until he indicates he is listening, then 
call him, thus: “W6ZRJ, W6ZRJ, this is W7PGY, 
№7 Papa Golf Yankee calling, Over" On cw: 


W6ZRJ W6ZRJ DE W7PGY W7PGY AR. If no 
answer (to anyone) this may be repeated; brief, 
repeated calls are preferred to long drawn out ones. 
Chances are, if he is to hear you at all, he will hear 
your first brief call; most amateurs seldom tune far 
from their transmitting frequency to listen after a 
CQ. Note the ending signals. These have a special 
significance of their own to indicate to a casual 
listener the “status of the contact." 

In answer to your call (assuming you are 
heard), the called station will reply: *W7PGY from 
W6ZRJ, roger..." and then go into con- 
versation, On cw, it would be W7PGY DE W6ZRT 

. That "roger" (R) means that he has 
received your call correctly. That's all it means — 
RECEIVED. It does not mean correct, I agree, 1 
will comply. It is not sent unless everything was 
received correctly. Note also that "roger" is the 
phonetic equivalent of the letter R only in this 
usage. The regular phonetic for R is "Romeo." 

Perhaps W6ZRJ heard W7PGY but did not 
catch his call, In this case, he might come back with 
“The W7 station, please repeat your call, this is 
W6ZRJ, over.” On cw: QRZ? W7? DE W6ZRJ AR. 
The presence of interference (QRM) and at- 
mospherics (QRN) in the amateur bands makes use 
of this procedure fairly frequent. The contact 
(QSO) can then continue. Please note the FCC 
requirements on identification (97.87). 


CALLING CO 


If you hear no CQ, you may wish to make such 
a call yourself. Refrain from CQing unless you are 
willing to establish contact with whoever calls. CQ 
means “I wish to contact any amateur station." If 
this is not your desire, then don't CQ, or be 
specific in doing so. A CQ call can be somewhat 
longer than a call to a specific station, because you 
are trying to attract the attention of casual 
listeners, including those tuning around looking for 
someone to call. However, please avoid the com- 
mon operating discrepancy of calling CQ endlessly; 
it clutters up the air and drives off potential 
“customers.” The average call would go something 
like this: “Hello CQ, CQ, CQ, calling CQ, this is 
WOPAN, W zero Papa Alpha November, 
Bloomington, Minnesota, calling CQ and listening, 
go.” On cw: CQ CQ СО DE WOPAN WPAN 
WOPAN К. After a brief standby for replies, if no 
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OPERATING ABBREVIATIONS AND PREFIXES 


QSIGNALS 


Given below are a number of Q signals whose 
meanings most often need to be expressed with 
brevity and clearness in amateur work. (Q 
abbreviations take the form of questions only 
when each is sent followed by a question mark.) 


QRG 


QRH 
QRI 


QRK 


080 


Will you tell me my exact frequency (ог 
that of . . . )? Your exact frequency 
(or that of . . . )is . . . kHz. 

Does my frequency vary? Your frequency 
varies. 

How is the tone of my transmission? The 
tone of your transmission is . . . (1. 
Good; 2. Variable; 3. Bad). 

What is the intelligibility of my signals (or 
those of . . . )? The intelligibility of 
your signals (or those of...) 
в... (1. bad; 2. poor; 3. fair; 4. 

good; 5, excellent. 

Are you busy? I am busy (or I am busy 
With . . . ). Please do not interfere, 

Is my transmission being interfered with? 
Your transmission is being interfered 
with... (1. mil; 2. slightly; 3. 
moderately; 4. severely; S. extremely. 

Are you troubled by static? I am troubled 
by static . . . (1-5 as under ОКМ). 

Shall 1 increase power? Increase power. 

Shall I decrease power? Decrease power. 

Shall I send faster? Send faster 


(... wpm). 

Shall I send more slowly? Send more 
slowly ( . . . wpm). 

Shall I stop sending? Stop sending. 

Have you anything for me? I have 
nothing for you. 

Are you ready? I am ready. 

Shall I inform . . . that you are calling 
him on... kHz? Please inform 

. . . that I am callingon . . . kHz. 

When will you call me again? I will call 
you again at... hours (on... 
kHz). 

What is my turn? Your turn is number 


Who is calling me? You are being called 
У (оп... kHz). 

What is the strength of my signals (or 
those of v. I. The strength of your 
signals (or those of . 

(1. Scarcely Percept А 
Fairly good; 4. Good; 5. Very good). 

Ay dai fuat Том signals are 
fading. 

Are my signals mutilated? Your signals 
are mutilated. 


. messages at a time? 


Can you hear me between your signals 
and if so can 1 break in on your 
transmission? I can hear you between 
my signals; break in on my transmis- 
sion. 

Can you acknowledge receipt? I am 
acknowledging receipt. 

Shall I repeat the last message which I 
sent you, or some previous message? 
Repeat the last message which you 
sent me [or message(s) number(s) 


Did' you hear me (or...) on 


‚++ kHz? I did hear you (or . . . ) 
оп... kHz. 
Can you communicate with . . . direct 


or by 


relay? 1 can communicate 


отв 


direct (or by relay 
Жей Sey 
hir enin LEE S EL. 


Shall send or reply on this frequency (or 
оп... kHz)? Send or reply on this 
frequency (oron . . . kHz). 

Shall 1 send a series of Vs on this frequen- 
су (or. . . kHz)? Send a series of Vs 
on this frequency (ог... kHz). 

Wil you send on this frequency (or 


on ... kHz)? I am going to send on 
this frequency (ог оп . . . kHz). 
VI RUM Ins oe OS ce REE 


am listening to... on.. 

Shall I change to transmission on another 
frequency? Change to transmission on 
another frequency (or on . . . kHz). 

Shall I send each word or group more 
than once? Send each word or group 
twice (or . . . times). 

Shall I cancel message number . . . ? 
Cancel message number . . . 

Do you agree with my counting of 
words? I do not agree with your 
counting of words; I will repeat the 
first letter or digit of each word or 
group. 

How many messages have you to send? I 
have . . . messages for you (or for 


What is your location? My location 


Rc. 
What is the correct time? The time 
в... 


Special abbreviations adopted by ARRL: 


QST 


General call preceding a message a 
dressed to all amateurs and ARRL 
members. This is in effect “CQ 
ARRL.” 


THE RS-T SYSTEM 
READABILITY 


1-Unreadable. 


2-Barely readable, occasional words 
37 Readable with considerable difeal 
$- Readable with practically по dificil 


S-Perfectly readat 


4-Rough note, some trace pf filter 
S-Filtered тендей а. 
modulated. 


SIGNAL STRENGTH 


БЕ ripple- 


The "tone" report refers only to the purity of the 
signal, and has no connection with its 


freedom from clicks or chirps. If the signal has the 
characteristic steadiness of crystal control, add 
ihe report (e. RST 469X). 


К (ex, 469K). 


Y courses signal could have both 


chirps and clicks, in which case both C and K could be 
used (ez. RST 469CK). 
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one answers and the frequency is still clear, you 
can try again. Short calls and frequent standbys are 
the best way to establish contact with the min- 
imum QRM. This kind of procedure is easy to use 
when using VOX or keying through your VOX 
relay, or using cw break-in procedure. 


THE OSO 


During the contact, be sure to observe the FCC 
identification rules (see ARRL License Manual) 
Aside from that, there are no legal limits to what 
you can talk about, although it is recommended 
that controversial subjects connected with politics 
and morality be avoided. Keep everything on a 
friendly and cordial level, remembering that the 
conversation is not private and many others, 
including possibly members of the lay public, may 
be listening. Try to avoid the habitual utterances, 
procedures and inanities which so often make 
amateur radio contacts boring — things such as the 
drawn out 'ahhhhhh' to keep the VOX relay 


friendly and conversational, and this is what makes 
an amateur radio QSO enjoyable. During the QSO, 


when you stand by the recommended signal is “во 
only” on voice, KN on cw, meaning that you want 
only the contacted station to come back to you. If 
you don’t mind someone else breaking in, just 
“go” or K is sufficient. Of course, using VOX or 
break-in the conversation can proceed as it would 
face to face, without ending signals after each 
transmission; this is more normal in a voice contact 
than in a cw QSO. 


ENDING THE OSO 

When you decide to end the contact, end it. If 
the other fellow indicates a desire to end it, don't 
keep on talking, don't say "I won't hold you," 
then hold him. Express your pleasure at having 
contacted him and sign out, thus "WIQV from 
W6KW, clear." If you don't want further contacts, 
say "clear and leaving the air." On cw, it's 
W1QV DE W6KW, and, if leaving the air, CL. 

All these things establish amateur radio as a 
cordial and fraternal hobby at the same time they 
foster orderliness and denote organization. Most of 
them have no legal standing; FCC regs say little 
about our internal procedures. The procedures we 
ourselves adopt are even more important than that, 
because they indicate that we are not just a bunch 
of hobbyists playing around in random fashion, 
but that we are an established communications 
service with distinct and distinctive procedures 
tailored to our special needs. 


COURTESY 


One thing that is considered the height of ill 
manners and “liddy” procedure in amateur radio is 
to tune up or make any transmission on a fre- 
quency which is already occupied. In some cases 
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this is necessary, in others inadvertent; but it 
should always be avoided where possible. For 
example, if you are committed to a legal one-way 
transmission or schedule with a friend on a certain 
frequency at a certain time, it is sometimes 
unavoidable to cause temporary inconvenience to а 
going contact or even a net. In another situation, 
you may not hear another station on the frequency 
because of “skip,” in which case an inquiry “Is the 
frequency in use?" or, on cw, the Morse letter C 
(didit dit) should bring a response if you are 
interfering with a station which you cannot hear. 
Use the same procedure in tuning up your antenna 
(use a dummy antenna for testing your rig) — don't 
ever fire up the rig and start tuning it without first 
turning on the receiver and checking the fre- 
quency. The amateur bands are crowded; con- 
sideration for the other guy will make things better 
for everybody. 


RTTY PROCEDURES 


On radioteletype, the methods of transmission 
and reception are somewhat different, so slightly 
different procedures are required. Voice is seldom. 
a "written" mode and cw need not be, but RTTY 
always is. You type your transmission on a 
Keyboard and it is received at the other end in 
printed form. Thus, most cw abbreviations can be 
used to good effect. In addition, such things as line 
feeds and carriage returns must be considered, as 
well as shifts for “letters” and “figures.” These аге 
nonprinting functions nevertheless essential for 
teleprinter operation. 

Because of wide variations in RTTY machines, 
different mechanical procedures can often be used, 
but if you don't know the machine at the other 
end it is best to assume that it has none of the 
refinements. 

As in other operating, the best thing to do is 
listen. The typical beadle-beadle of RTTY is 
familiar enough that it can be tuned in with an 
ordinary communications receiver, then put 
through the converter to copy on your printer. 
Some typical calls can be identified just by their 
sound, such as RY (the RTTY “test”) and CQ and 
even your own call. The procedure is much the 
same as for cw — zero your vfo while copying and 
call your station on the same frequency. Even 
though he finishes his CQ with a carriage return 
(CR) and line feed (LF), it is a good idea to get 
into the habit of transmitting these functions, to 
“clear the machine.” Thus: (2CR) (LF) K6DYX 
K6DYX K6DYX DE WIAW WIAW AR QCR) 
(LF). 

To initiate a CQ, find an unused point in the 
band, activate your carrier and transmit: (2CR) 
(LF) CQ CQ CQ DE K6DYX K6DYX K6DYX K 
(CR) (LF). = 

During the 050, when you come to the end of 
a line (or the end-of-line indicator on tape equip- 
ment), send 2CR, LF, 2LTRS. That is, after your 
carriage return and line feed at the end of a line, 
the two nonprinting "letter" pulses serve to allow 
sluggish machines to get ready for the next line, 
and take less than a second to send. This is 


RTTY Procedures 


especially important with tape transmissions at the 
higher machine speeds — 75 and 100 wpm. 

Most stations equipped for RTTY are also 
equipped with tape equipment. While RTTY can 
be sent manually from a keyboard, the use of tape 
for material which can be prepared ahead of time is 
much preferable, since it allows the machine to run 
at an even speed, faster than it could be typed by 
hand even by an expert typist. The tape is punched 
on a perforator and fed into a transmitter- 
distributor (TD) which is motor-driven. Thus, СО 
calls or other prepared text (including message 
traffic) can be made up in advance. It is also fairly 
common practice to punch tape in ordinary QSOs, 
keeping ahead of the TD with the perforator. Many 
operators start punching their reply tape while 
they are still receiving from the operator at the 
other end, thus getting ahead far enough so that 
even if their typing speed is below the speed of the 
machine (usually 60 wpm) there is enough leeway 
to allow for the difference. Taped transmissions 
have no pauses, which can be irksome in manual 
transmissions. 

RTTY equipment operates at different speeds 
and with different frequency shifts, depending on 
the sophistication of the equipment. Most ama- 
teurs, however, operate at a standard 60 wpm and 
850-Hertz shift, and those with 100 wpm and 
170-Hertz shift capability can usually switch to the 
standard. The considerate RTTY operator will be 
glad to do so whenever called upon, just as a 
considerate cw operator will slow down to the speed 
of his 050. 


REPEATER OPERATING 


Although repeater operation is generally voice 
operation, it has some ramifications that are not 
present in the type of operation used in direct (i.e. 
not through a repeater) contact on phone. Most 
repeaters are of the "open" type where anyone 
with appropriate equipment operating on the 
repeater's input and output frequencies can partici- 
pate. Such repeaters usually are accessed simply by 
depressing the mike button. Some "machines" 
have limited access, such as by means of a tone, a 
series of tones or pulses, or some other means to 
prevent their being triggered by a casual signal. 

The primary purpose of repeaters is to extend 
the coverage for mobile and hand-held units. 
Fixed-station operation should be held to a mini- 
mum, Repeaters lend themselves very well to 
public service communications such as highway- 
accident reporting, and emergency-preparedness 
activities. 

A repeater has to be built or purchased by 
somebody, installed by somebody, and maintained 
by somebody, usually at considerable expense and 
trouble, Sometimes this "somebody" is an indi- 
vidual but more often it is a group, either 
organized for the purpose or undertaking repeater 
operation as an additional club project, So a first 
point of repeater operating, not exactly an on-the- 
air concept, is to lend some kind of support to the 
group or individual that sponsors the repeater you 
use regularly, 
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Here are а few “dos” and “don'ts” put forward 
by repeater groups that may serve as useful 
guidelines for repeater operation: 


1) Monitor the repeater you plan to use. Each 
system has its own peculiarities. Don't “key up” a 
repeater until you're familiar with its operation, 

2) Identify properly. When operating mobile, 
you're required to indicate the call area you are in. 
Thus, “This is WAIRDX mobile one” would be 
proper. It is considered poor practice (indeed 
illegal) to key a repeater without identifying 
yourself. 

3) When desiring to make a contact, all that is 
necessary is to indicate that you are on frequency. 
On some machines this may be accomplished by 
"This is WAIRDX mobile.one monitoring." On 
others, standard practice calls for a single СО 
followed by identification. Never send a long CQ; 
any respondent will be listening on frequency and 
hear the short call. 

4) Keep transmissions short and thoughtful. 
Don’t monopolize the repeater. Most repeaters go 
off automatically (time out) after a certain length 
of transmission (usually three minutes or less) and 
must be гекеуед, Remember, what you say may be 
monitored by many listeners using public-service 
band receivers. Don’t give a bad impression of ham 
radio. 

5) During a repeater contact, always pause a 
few seconds before transmitting to allow other 
stations access to the repeater. Someone may have 
an emergency to report or priority traffic. 

6) Don’t break into a contact unless you have 
something to add, Interrupting is no more polite 
on the air than it is in person. 

7) Use simplex (i.e. direct contact, not through 
а repeater) operation whenever possible. This frees 
the repeater for use by stations unable to 
communicate directly. 

8) Use the minimum power necessary to main- 
tain communications. Not only is this an FCC 
requirement; it's also common courtesy. 

9) Many repeaters have autopatch facilities, 
which is an interconnection between the repeater 
and the telephone system, to provide a public 
service. It is strictly forbidden to use the autopatch 
for anything that could be construed as business 
communications. Nor should the autopatch be 
used to simply avoid a toll call. Do not use an 
autopatch where regular telephone service is avail- 
able. Abuses of autopatch privileges can lead to 
their loss. 

The ARRL makes available an annually revised 
repeater directory listing all repeaters which have 
been registered. For details on how to obtain a 
copy, check recent issues of QST. 


CW PROCEDURE 


Cw operating procedure has been developing 
for over a century, for our present International 
(Continental) Code had its beginnings on the 
telegraph wire lines. There is more to talk about in 
cw procedures than any other mode for this 
reason, not because it is the most popular mode. 
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Phone many years ago outstripped cw as the most 
popular mode. But cw is far from dead. A listen to 
a rare DX pileup in the cw bands, or the cw section 
of any contest will demonstrate that conclusively. 
And it has many advantages over any other mode. 
Any amateur who avoids the use of cw because he 
is too lazy to become proficient enough in the 
code to realize its full benefits is missing almost 
half of amateur radio pleasure. 


Good Sending 


In many ways, cw can be compared with the 
spoken word. For the proficient cw man, it is 
indeed equivalent to this. But just as enunciation 
must be precise for best understanding in speaking, 
proper character formation and spacing is required 
in sending the code. And the learning processes are 
also similar. The beginning cw operator is subject 
to the same stresses and pressures as the child 
learning to talk, and can learn bad habits. He 
becomes subject to outside influences to his own 
possible detriment in everyday operating 

Actually, it is far easier to learn code today 
than it was, say, forty years ago when nearly all 
amateur operation was by cw, because there are 
more helps available. On the other hand, there is 
less reason to learn it today than there was then. 
True, the licensing requirement still exists, but 
once you have your license if you prefer (and 
many amateurs do), you can spend 100 percent of 
your amateur operating time on voice or other 
modes that require no knowledge of the code. In 
the 1930s, you needed the code to communicate, 
not just to get your license. There are also, today, a 
great many gadgets on the market that, while seeming 
to make code easier only serve really to instill bad 
habits on the operator. Some teachers for 
example, would have you start out with an 


Voice-Operating Hints 
1) Listen before calling 
2) Make short calls with breaks to listen. 
оз long CQs; do not answer over-long 

s. 

З) Use push-to-talk or voice control. 
Give essential data concisely in first trans- 
mission. 

4) Make reports honest. Use definitions 
of strength and readability for reference. 
Make your reports informative and useful. 
Honest reports and full word description of 
signals save amateur operators Кот ЕСС 
trouble. 

5) Limit transmission length. Two 
minutes or less will convey much informa- 
tion. When three or more stations converse 
in round tables, brevity is essential. 

6) Display sportsmanship and courtesy. 
Bands are congested . . . make transmi 
sions meaningful . . . give others a break. 

7) Check transmitter adjust- 
ment .. . avoid a-m overmodulation and 
splatter. On ssb check carrier balance care- 
fully. Do not radiate when moving VFO 
frequency or checking nbfm swing. Use re- 
ceiver BFO to check stability of signal. 
Complete testing before busy hours! 


OPERATING A STATION 


electronic keyer, but this weds you to such a 
device forever more. The best way to start is with 
an ordinary straight key, learning characters by 
fheir sound, and striving to imitate machine 
sending by learning to control the muscles used in 
manipulating this key. This makes “graduating” to 
a bug or an electronic key much easier at a later 
date. 

In order to make your sending good, you have 
to know what good sending sounds like. The way 
to acquire this is to copy WIAW's bulletins and 
code practice, or other perfect sending, then strive 
to imitate it Sometimes you can get a copy of the 
practice text (it's listed in advance in QST), and try 
to send along with WIAW. Most amateur cw 
operators today have difficulty maintaining proper 
spacing, probably because so much equipment in 
use demands that we key through a VOX relay. On 
cw the control for this relay is usually set for 
minimum delay, so it will close quickly and open 
just as quickly; but on most equipment it still 
doesn't close quickly enough, so a part of the first. 
dit or dah of the first character is cut off. This has 
a tendency to cause the operator to run his words 
together so the relay will stay closed while he is 
sending but open immediately when he stops, 
making his sending very difficult to copy. 

Nobody's sending is perfect, and therefore 
every operator should continually strive for im- 
provement. Watch out for the customary pitfalls as 
your ew proficiency develops. Do you ever send Q 
for MA, or P for AN? Do you have a “swing?” Yes, 
even on an electronic key you can develop personal 
idiosyncrasies. Be your own worst critic, and make 
sure your sending, at whatever speed, is beyond 
reproach. 


Break-In 


On cw you can have true break-in — the ability 
to hear the signal of the other station while you are 
keying your transmitter, Technical considerations 
are covered elsewhere in this manual. Once this 
part of it has been accomplished, the full ad- 
vantages and benefits of break-in can be realized. 
Long calls are unnecessary, because you can hear 
immediately if the station being called comes back 
to someone else. Much QRM is thus eliminated. If 
both stations in a О$О are using break-in, no 
station transmits unnecessarily; if the transmitting 
station is not being received, the receiving station 
“breaks” him and transmission stops. If another 
signal comes on the frequency, it can be heard 
immediately and any appropriate action taken. If 
message or other recorded traffic is being trans- 
mitted, any material missed can be filled 
immediately because the transmission can be in- 
terrupted just by the tap of a key. You can even 
call a CQ using break-in, and stop the moment 
someone hears you and starts calling. The cus- 
tomary procedure is СО CQ CQ DE WØPAN 
WÓPAN BK (pause) CO CQ CQ . . ., until some- 
one breaks or until it seems obvious no one is going 
to. Alternatively, the Q signal QSK can be used, 
either in sending CQ or at the beginning of a 050 
io indicate to the other station that you are 
equipped for break-in and invite him to use it. QSK 


Voice Operating 


is the mark of a well-equipped and well-operated 
су station, 


VOICE OPERATING 


The use of proper procedure to get best results 
is just as important as in using code. In telegraphy 
words must be spelled out letter by letter. It is 
therefore but natural that abbreviations and 
shortcuts have come into use. In voice work, 
however, abbreviations are not necessary, and have 
less importance in our operating procedure. 

The letter “К” is used in telegraphic practice so 
that the operator will not have to pound out the 
separate letters. The voice operator can say the 
words “go” or “over.” 

One laughs on cw by sending HI. On phone, 
laugh when one is called for. 

The matter of reporting readability and 
strength is as important to phone operators as to 
those using code. With telegraph nomenclature, it 
is necessary to spell out words to describe signals 
or use abbreviated signal reports. But on voice, we 
have the ability to “say it with words.” 
“Readability four, strength eight” is the best way 
to give a quantitative report, but reporting can be 
done so much more meaningfully with ordinary 
words: "You are weak but I can understand you, 
so go ahead,” or "Your signal is strong but you are 
buried under local interference.” 


Voice Equivalents to Code Procedure 


Voice Code Meaning 
Over AR After call to specific sta- 
f tion 
End of message AR End of transmission or 
__ record message 
Wait; standby АБ беМ-ехріапаќогу 
Roger R — All received correctly 
Go К_ Any station transmit 
Go only KN Addressed station only 
29 transmit. 
Clear SK End of contact or 
communication 
Closing station CL Going off the air 
Phone-Operating Practice 


Efficient voice communication, like good cw 
communication, demands good operating. Adher- 
ence to certain points “оп getting results" will go a 
long way toward improving our phone-band 
operating conditions. 

Use VOX or push-to-talk. И you use VOX 
(most home stations do), don’t defeat its purpose 
by saying "aaahhh" to keep the relay closed. If 
you use push-to-talk (common on mobiles so 
traffic noises won't affect transmission), let go of 
the button every so often to make sure you aren’t 
“doubling” with the other fellow. Don’t be a 
monologuist — a guy who likes to hear himself 
talk. 

Listen with care. It’s natural enough to answer 
the loudest signal who calls, but do a little digging, 
if necessary, to answer the best signal instead, 
where there is a choice. Every amateur can't run a 
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kilowatt, but there is no reason why every amateur 
cannot have a signal of the highest quality. Don't 
reward the guy who cranks up his gain and 
splatters by answering his call if another station is 
calling. 

Interpose your call frequently. Say it often and 
distinctly, in measured tones. Too often, iden- 
tification is muffled or slurred. The fastest voice 
communication doesn’t come from the guy who 
talks fastest; it comes from the operator who 
speaks distinctly. Your call especially is important, 
you can be cited for improper identification if it 
cannot be understood. 

Listen before transmitting. Make sure the fre- 
quency isn’t being used before you come barging 
onto it. Our voice bands are pretty crowded and 
QRM is inevitable. But this is a reason for more 
courtesy, not less, 

Keep modulation constant. By turning your 
gain “wide open” you are subjecting anyone 
listening to all kinds of extraneous noises that 
don’t belong on the air. Speak as closely to the 
mike as you can without breath modulation, turn 
your gain down so that only your voice can be 
heard. A good stunt is to hold the mike at the 
corner of your mouth and talk across it, rather 
than into it. If you use a stationary mike, turn it so 
that your breath goes across it, not into it; 
otherwise, your "explosives" will distort your 
speech. 

Have a pencil and paper always handy. Take 
notes on the other guy's conversation while he's 
talking, so you can answer him or comment on the 
things he has said; otherwise he might get the 
wrong impression that you are deliberately 
ignoring some of his remarks. 

Avoid repetition. Don't repeat back what the 
other fellow has just said. Just say you received 
everything, don’t try to prove it. 

Avoid inanities. There are many of them in 
ition, and they are contagious. "That's 
Yeeeaaah!" “By golly.” The phoney 
laugh. The affected speech. If you must parrot, 
parrot the polished operator, not the affected or 
idiotic one. 

Steer clear of such controversial or suggestive 
subjects as politics and sex, and of profanities, even 


_ those considered acceptable in today’s permissive 


society. 

Use phonetics only as required. When clarifying 
genuinely doubtful expressions and in getting your 
Call identified positively we suggest use of the 
International Telecommunication Union list. 
However, don't overdo its use. 

The speed of radiotelephone transmission (with 
perfect accuracy) depends almost entirely upon the 
skill of the two operators involved. One must learn 
to speak at a rate allowing perfect understanding as 
well as permitting the receiving operator to copy 
down the message text, if that is necessary. 
Because of the similarity of many English speech 
sounds, the use of word lists has been found 
necessary. All voice-operated stations should use a 
standard list as needed to identify call signals or 
unfamiliar expressions, 
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А – ALFA N – NOVEMBER 
B – BRAVO О — OSCAR 
C — CHARLIE P — PAPA 
D - DELTA Q — QUEBEC 
Е – ECHO В — ROMEO 
Е – FOXTROT S — SIERRA 
G – GOLF T – TANGO 
Н ~ HOTEL U — UNIFORM 
I - INDIA V — VICTOR 
J — JULIETT W- WHISKEY 
K - KILO Х – X-RAY 
L-LIMA Y — YANKEE 
M- MIKE Z — ZULU 


Example: WIAW .. 
WIAW 


Round Tables, The round table has many 
advantages if run properly. It clears frequencies of 
interference, especially if all stations involved are 


. WI ALFA WHISKEY. . . 


DX OPERATING CODE 
(For W/VE Amateurs) 


Some amateurs interested in DX work 
have caused considerable confusion and 
QRM in their efforts to work DX stations. 
The points below, if observed by all W/VE 
amateurs, will go a long way toward making 
DX more enjoyable for everybody. 

1. Call DX only after he calls CQ, 


QRZ?, signs SK, or phone equivalent there- 
of. 


2. Do not call a DX station: 

а, On the frequency of the station he 
is working until you are sure the QSO is 
over. This is indicated by the ending signal 

on cw and any indication that the 
operator is listening, on phone. 

b. Because you hear someone else 
calling him. LEN 

c. When he signs KN, AR, CL, or 
phone equivalents. 

d. Exactly on his frequency. 

e. After he calls a directional CQ, 
unless of course you are in the right 
direction or area. 

3. Keep within frequency-band limits. 
Some DX stations operate outside. Perhaps 
they can get away with it, but you cannot. 

4. Observe calling instructions of DX 
stations. “100” means call ten kHz up from 
his frequency, “15D” means 15 kHz down, 
ete, 

5. Give honest reports. Many foreign 
stations depend on W and VE reports for 
adjustment of station and equipment. 

6. Keep your signal clean. Key clicks, 
chirps, hum or splatter give you а bad 
reputation and may get you a citation from 
Fcc. 

7. Listen for and call the station you 
want. Calling CQ DX is not the best 
assurance that the rare DX will reply. 

8. When there are several W or VE 
stations waiting to work a DX station, avoid 
asking him to "listen for a friend." Let your 
friend take his chances with the rest. Also 
avoid engaging DX stations in rag-chews 
against their wishes. 


OPERATING A STATION 


on the same frequency, vihile the enjoyment value 
remains the same, if not greater. By use of 
push-to-talk, or vox, the conversation can be kept 
lively and interesting, giving each station operator 
ample opportunity to participate without waiting 
overlong for his turn. 

Round tables can become very unpopular if 
they are not conducted properly. The monologuist, 
off on a long spiel about nothing in particular, 
cannot be interrupted; make your fransmissions 
short and to the point. "Butting in" is discourteous 
and unsportsmanlike; don’t enter a round table, or 
any contact between two other amateurs, unless 
you are invited, It is bad enough trying to copy 
through prevailing interference without the added 
difficulty of poor voice quality; check your 
transmitter adjustments frequently, In general, 
follow the precepts as hereinbefore outlined for 
the most enjoyment in round tables as well as any 
other form of radiotelephone communication. 


WORKING DX 


Most amateurs at one time or another make 
“working DX” a major aim, As in every other 
phase of amateur work, there are right and wrong 
ways to go about getting best results in working 
foreign stations, and it is the intention of this 
section to outline a few of them. 

The ham who has trouble raising DX stations 
readily may find that poor transmitter efficiency is 
not the reason, He may find that his sending is 
poor, his calls ill timed, or his judgment in error. 
Working DX requires the know-how that comes 
with experience. If you just call CQ DX you may 
get a call from a foreign station, but it isn’t likely 
to be a “rare one.” On the other hand, unless you 
are experienced enough to know that conditions 
are tight, your receiver is sensitive and selective 
enough and your transmitter and antenna properly 
tuned and oriented, you may get no calls at all, and 
succeed only in causing some unnecessary QRM. 

The call СО DX means slightly different things 
to amateurs on different bands: 

a) On vhf, CQ DX is a general call ordinarily 
used only when the band is open, under favorable 
“skip” conditions. For vhf work, such a call is used 
for looking for new states and countries, also for 
distances beyond the customary “line-of-sight” 
range on most vhf bands. 

b) CQ DX on our 7-, 14-, 21-, and 28-MHz bands 
may be taken to mean "General call to any foreign 
station." The term "foreign station" usually refers 
to any station on a different continent. If you do 
call CQ DX, remember that it implies you will 
answer any DX who calls. If you don't mean 
"general call to any DX station," then listen and 
call the station you do want. 


Snagging the Rare Ones 


Once in a while a CQ DX will result in snagging 
а rare DX contact, if you're lucky. This seldom 
happens, however; usually, what you have to do is 
listen — and listen — and then listen some more. 
You gotta hear ‘ет before you can work ‘em! If 
everybody transmits, nobody is going to hear 
anything. Be a snooper. Usually, unless you are 


Working DX 


lucky enough to be among the first to hear him, a 
rare DX station will be found under а pileup, with 
Stations swarming all over him like worker bees 
over a queen. The bedlam will subside when the 
DX station is transmitting (although some stations 
keep right on calling him), and you can hear him. 
Don't immediately join the pack, be a little cagey. 
Listen a while, get an idea of his habits, find out 
where he is listening (if not zero on himself), bide 
your time and wait your chance. Sometimes 
“tail-ending” works. This is the practice of waiting 
until the station your DX is working starts his 
sign-off, then just transmitting your own call. Be 
careful however; this could backfire. If your DX 
station doesn’t respond to such tactics, best to 
avoid it. Some of them don’t like it. 

Make your calls short, snappy. No need to 
repeat his call (he knows it very well, all he needs 
to know is that you are calling him), but send your 
own call a couple of times. Try to find a time when 
few stations are calling him and he is not trans- 
mitting; then get in there! With experience, you'll 
learn all kinds of tricks, some of them clever some 
just plain dirty. You'll have no trouble discerning 
which is which. Learn to use the clever ones, and 
shun the dirty ones. More than you think depends 
on the impressions we make on our foreign friends! 


Codes and Ethics 


One of the most effective ways to work DX is 
to know the operating habits of the DX stations 
sought, and to abide by the procedures they use. 
Know when and where to call, and for how long, 
and when to remain silent waiting your chance. 
DXing has certain understood codes of ethics and 
procedures that will make this popular amateur 
pursuit more fun for everybody if everybody 
follows them. One of the sad things about DXing is 
to listen to some of the vituperation and abuse that 
goes on, mostly by stations on “this” side, as they 
trample on each other trying to raise their quarry. 
DX stations have been known to ОКТ in disgust at 
some of the tactics. 

If W and VE stations will use the procedure in 
the “DX Operating Code” detailed elsewhere on 
these pages, we can all make a good impression on 
the air. ARRL has also recommended some 
operating procedures for DX stations aimed at 
controlling some of the thoughtless practices some- 
times used by W/VE amateurs A copy of these 
recommendations (Op Aid No. 5) can be obtained 
free of charge from ARRL Headquarters . 


Choosing Your Band 


If it does nothing else in furthering your 
education, striving to work DX will certainly teach 
you a few things about propagation. You will find 
that four principal factors determine propagation 
characteristics. (1) The frequency of the band in 
which you do your operating. (2) The time of day 
or night. (3) The season of the year (4) The 
sunspot cycle. The proper choice of band depends 
pretty much on the other three factors. For 
example, the 3.5-4.0-MHz band at high noon in the 
summertime at the “node” part of the sunspot 
cycle is the poorest possible choice, while the same 
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band at midnight during the wintertime at the 
‘null’ part of the cycle might produce some very 
exciting DX. Similarly, you will learn by ex- 
perience when to operate on which band for the 
best DX by juggling the above factors using both 
long-range and other indications of band con- 
ditions. WWV transmissions can also be helpful in 
indicating both current and immediate-forecast 
band conditions. 

Conditions іп’ the transmission medium often 
make it possible for the signals from low-powered 
transmitters to be received at great distances. In 
general, the higher the frequency band the less 
important power considerations become, for 
occasional DX work. This accounts in part for the 
relative popularity of the 14-, 21- and 28-MHz 
bands among amateurs who like to work DX. 


QSL CARDS AND BUREAUS 


Most amateurs who work another station for 
the first time, especially a foreign station, will later 
send the station a postcard confirming the contact. 
These cards are known as QSLs, taken from the 
international signal meaning, “I acknowledge 
receipt.” A number of printing firms specialize in 
producing these postcards, following standard 
designs, or following the directions of an individual 
amateur. Advertisements of these printers appear 
each month in QST, ARRL’s official journal. 

Since it is rather expensive, for a foreign station 
especially, to send a QSL separately to each U.S. or 
Canadian station he’s worked, ARRL has set up a 
system of QSL Bureaus, manned by amateur 
voltinteers in each call area. The bureaus get 
packages of cards from overseas, which are sorted 
by call. Individual amateurs may claim their cards 
by sending a supply of stamped, self-addressed 
envelopes to the QSL manager in their call area. 
OST carries the addresses of these bureaus nearly 
every issue. Or write to ARRL На. for 
information. 


KEEPING AN AMATEUR STATION LOG 


Although recent FCC rulings have eliminated 
the legal necessity for detailed logging, you'll still 
want to maintain a log to preserve a record of your 
own activity within amateur radio, to be able to 
send OSLs, and to protect yourself. You'll be 
confident of meeting all of these by recording: (1) 
the date and time of each transmission, (2) all calls 
and transmissions made, whether contacts resulted, 
or not, (3) the input power to the last stage of the 
transmitter, (4) the frequency band used, (5) the 
time of ending each contact (050), and (6) the 
signature of the licensed operator. Written 
messages handled in standard form must be in- 
cluded in the log or kept on file for a period of at 
least one year. A 
But a log can be more than just a legal record of 
station operation. It can be a “diary” of your 
amateur experience. Make it a habit to enter 
thoughts and comments, changes in equipment, 
operating experiences and reactions, anything that 
might make enjoyable reminiscences in years to 
come. Your log is a reflection of your personal 
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KEEP AN ACCURATE AND COMPLETE STATION LOG AT ALL TIMES. FCC REQUIRES IT. 


А page from the official ARRL log is shown above, answering every FCC requirement in respect to 
station records, Bound logs made up in accord with the above form can be obtained from Headquarters 
for a nominal sum or you can prepare your own, in which case we offer this form as a suggestion. The 
ARRL log has a special wire binding and lies perfectly flat on the table. 


experience in amateur radio. Make it both neatand ARRL headquarters stocks log books and 
complete. message blanks for the convenience of amateurs. 


PUBLIC SERVICE OPERATING 


Amateurs interested in rendering public service military training for amateurs; and numerous 
in operating under ARRL sponsorship have formed amateur groups organized into nets by individuals, 
the Amateur Radio Public Service Corps (ARPSC). clubs or other amateur entitites for public service 
This organization has two principal divisions. One and registered with the League. The detailed 
is the Amateur Radio Emergency Corps (AREC), workings of ARPSC and RACES are covered 
an emergency-preparedness group of approxi- briefly herein and explained in somewhat more 
mately 30,000 amateur operators signed up detail in Public Service Communications, Operating 
voluntarily to keep amateur radio in the forefront ап Amateur Radio Station, available to interested 
along preparedness lines. The other is the National amateurs without charge, and The Radio Ama- 
Traffic System (NTS), a message-handling facility геи” Operating Manual, 
which operates daily (including weekends and 
holidays) for systematic handling of third-party MESSAGE HANDLING 
traffic. 

Also recognized by ARRL as a part of the Amateur operators in the United States and a 
organized amateur radio public service effort are few other countries enjoy a privilege not available 
the Radio Amateur Civil Emergency Service to amateurs in most countries — that of handling 
(RACES), а part of the amateur service serving civil third-party message traffic. In the early history of 
defense under a separate sub-part of the amateur amateur radio in this country, some amateurs who 
regulations; the Military Affiliate Radio Service, were among the first to take advantage of this 
sponsored by the armed services to provide privilege formed an extensive relay organization 

which became the ARRL. 

САМ RADIO RELAY LEAGUE ОД Thus, amateur message-handling has had a long 
RADIOGRAM ^ and honorable history, and like most services, has 

Thes | gone through many periods of development and 
change. Those amateurs who handled traffic in 
1914 would hardly recognize it the way some of us 
do it today, just as equipment in those days was far 
different from that in use now. Progress has been 
= made and new methods have been developed in 
step with advancement in communication tech- 
niques of all kinds. Amateurs who handled a lot of 
traffic found that organized operating schedules 
were more effective than random relays, and as 
techniques advanced and messages increased in 
number, trunk lines were organized, spot frequen- 


Here is an example of a plain-language message as it — . " 
would be prepared for delivery. f the message 88 began to bo used, and there came into 
were for relay instead of delivery, the information ¢Xistence a number of traffic nets in which many 
at the bottom would be filled in instead of that in Stations operated on the same frequency to effect 
the box. wider coverage in less time with fewer relays; but 
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the old methods are still available to the amateur 
who handles only an occasional message. 

Although message handling is as old an art as is 
amateur radio itself, there are many amateurs who 
do not know how to handle a formal message and 
have never done so. As each amateur grows older 
and gains experience in the amateur service, there 
is bound to come a time when he will be called 
upon to handle a written message, during a 
communications emergency, in casual contact with 
one of his many acquaintances on the air, or as a 
result of a request from a non-amateur friend. 
Regardless of the occasion, if it comes to you, you 
will want to rise to it! Considerable embarrassment 
is likely to be experienced by the amateur who 
finds he not only does not know the form in which 
{һе message should be prepared, but does not 
know how to go about putting it on the air. 

Traffic work need not be a complicated or 
time-consuming activity for the casual or occasion- 
al message-handler. Amateurs may participate in 
traffic work to whatever extent they wish, from an 
Occasional message now and then to becoming a 
part of organized traffic systems. This chapter 
explains some principles so the reader may know 
where to find out more about the subject and may 
exercise the message-hardling privilege to best 
effect as the spirit and opportunity arise. 


Responsibility 


Amateurs who originate messages for transmis- 
sion or who receive messages for relay or delivery 
should first consider that in doing so they are 
accepting the responsibility of clearing the message 
from their station on its way to its destination in 
the shortest possible time, Forty-eight hours after 
filing or receipt is the generally-accepted rule 
among traffic-handling amateurs, but it is obvious 
that if every amateur who relayed the message 
allowed it to remain in his station this long it might 
be a long time reaching its destination. Traffic 
should be relayed or delivered as quickly as 
possible. 


Message Form 


Once this responsibility is realized and accept- 
ed, handling the message becomes a matter of 
following generally-accepted standards of form and 
transmission. For this purpose, each message is 
divided into four parts: the preamble, the address, 
the text and the signature. Some of these parts 
themselves are subdivided. It is necessary in 
preparing the message for transmission and in 
actually transmitting it to know not only what 
each part is and what it is for, but to know in what 
order it should be transmitted, and to know the 
various procedure signals used with it when sent by 
cw. If you are going to send a message, you may as 
well send it right. 

Standardization is important! There is a great 
deal of room for expressing originality and 
individuality in amateur radio, but there are also 
times and places where such expression can only 
cause confusion and inefficiency. Recognizing the 
need for standardization in message form and 
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message transmitting procedures, ARRL has long 
since recommended such standards, and most 
traffic-interested amateurs have followed them. In 
general, these recommendations, and the various 
changes they have undergone from year to year, 
have been at the request of amateurs participating 
in this activity, and they are completely outlined 
and explained in Operating an Amateur Radio 
Station,a copy of which is available upon request 
or by use of the coupon at the end of this chapter. 
Clearing a Message 


The best way to clear a message is to put it into 
one of the many organized traffic networks, or to 
give it to a station that can do so. There are many 
amateurs who make the handling of traffic their 
principal operating activity, and many more still 
who participate in this activity to a greater or lesser 
extent, The result is a traffic system which spreads 
to all corners of the United States and covers most 
0.5. possessions and Canada. Once a message gets 
into an organized net, regardless of the net’s size or 
coverage, it is systematically routed toward its 
destination in the shortest possible time. 

Amateurs not experienced in message handling 
should depend on the experienced message-handler 
to get a message through, if it is important; but the 
average amateur can enjoy operating with a 
message to be handled either through a local traffic 
net or by free-lancing. The latter may be 
accomplished by careful listening for an amateur 
Station at desired points, directional CQs, use of 
recognized calling and net frequencies, or by 
making and keeping a schedule with another 
amateur for regular work between specified points. 
He may well aim at learning and enjoying through 
doing. The joy and accomplishment in thus 
developing one's operating skill to the peak of 
perfection has a reward all its own. 

If you decide to “take the bull by the horns” 
and put the message into a traffic net yourself (and 
more power to you if you do!), you will need to 
know something about how nets operate, and if on 
cw, the special Q signals and procedure they use to 
dispatch all traffic with a maximum of efficiency. 
The frequency and operating time of the net in 
your section, or of other nets into which your 
message can go, is given in ARRL's Net Directory. 
This annyally-revised publication is available on 
request. Listening for a few minutes at the time 
and frequency indicated should acquaint you with 
enough fundamentals to enable you to report into 
the net and report your traffic. From that time on 
you follow the instructions of the net control 
station, who will tell you when and to whom (and 
on what frequency, if different from the net 
frequency) to send your message. Cw nets use the 
special “ОМ” signals, so it may be helpful to have a 
list of these before you (available from ARRL Hq., 
Operating Aid No. 9). 

Network Operation 

About this time, you may find that you are 
enjoying this type of operating activity and want 
to know more about it and increase your 


proficiency. Many amateurs are happily "addicted" 
to traffic handled after only one or two brief 


656 


exposures to it. Much traffic is at present being 
conducted by cw, since this mode of communica- 
tion seems to be popular for record purposes — but 
this does not mean that high code speed is a 
necessary prerequisite to working in traffic 
networks. There are many nets organized specific- 
ally for the slow-speed amateur, and most of the 
so-called “fast” nets are usually glad to slow down 
to accommodate slower operators. 

It is a significant operating fact that code speed 
alone does not make for efficiency — sometimes 
the contrary! A high-speed operator who does not 
know procedure can “foul up” a net much more 
completely and more quickly than can a slow 
operator. Cw net operation provides an excellent 
opportunity to increase code speed. Given a little 
time your speed will reach the point where you can 
easily hold your own. Concentrate first on learning 
the net procedures. 

Voice modes are also very popular for traffic 
work. Procedure is of paramount importance on 
phone, just as it is on cw. Procedure differs in that 
standard phonetics are an important ingredient in 
phone operation and Q and QN signals are not 
used. However, nets on all modes share the need 
for concise operation. 

Teamwork is the theme of all net operation. 
The net which functions most efficiently is the net 
in which all participants are thoroughly familiar 
with the procedure used, and in which operators 
refrain from transmitting except at the direction of 
the net control station, and do not occupy time 
with extraneous comments, even the exchange of 
pleasantries. There is a time and place for 
everything. When a net is in session it should 
concentrate on handling traffic until all traffic is 
cleared. Before or after the net is the time for 
rag-chewing and discussion. Some further details of 
net operation are included in Operating an Ama- 
teur Radio Station, mentioned earlier, but there is 
no substitute for actual participation. 


The National Traffic System 


To facilitate and speed the movement of 
message traffic, there is in existence an integrated 
national system by means of which originated 
traffic can normally reach its destination area the 
same day the message is originated. This system 
uses the state or section net as a basis. Each section 
net sends a representative to a "region" net 
(normally covering a call area) and each "region" 
net sends a representative to an "area" net 
(normally covering a time zone). After the area net 
has cleared all its traffic, its members then go back 
to their respective region nets, where they clear 
traffic to the various section net representatives. 
By means of connecting schedules between the 
area nets, traffic can flow both ways so that traffic 
originated on the West Coast reaches the East 
Coast with a maximum of dispatch, and vice versa. 
In general, evening section nets function at 1900, 
evening region nets at 1945, evening area nets at 
2030 and the same or different regional personnel 
again at 2130. Some section nets conduct a late 
session at 2200 to effect traffic delivery the same 
might. Local standard time is referred to in each 
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case. 
There also exísts a segment of NTS that meets 
during the daytime hours, NTS(D) follows the 
same general sequence as NTS(E), but the times аге 
less standard from region to region and area to 
area. Traffic from area to area is handled in a 
Continental Net, rather than by use of a Trans- 
continental Corps, as in NTS(E). QST covers 
details of NTS(D) as they unfold. 

The NTS plan somewhat spreads traffic oppor- 
tunity so that casual traffic may be reported into 
nets for efficient handling one or two days or 
nights per week; or the ardent traffic man can 
operate in both daytime and evening segments to 
той! up impressive totals and speed traffic reliably 
to its destination. Old-time traffic men who prefer 
а high degree of organization and teamwork have 
returned to the traffic game as a result of the new 
system. Beginners have shown more interest in 
becoming part of a system nationwide in scope, in 
which anyone can participate. The National Traffic 
System has vast and intriguing possibilities as an 
amateur service, It is open to any amateur who 
wishes to participate. 

The above is but the briefest resume of what is 
of necessity a rather complicated arrangement of 
nets and schedules. Complete details of the System 
and its operation are included in the ARRL Public 
Service Communications Manual. 


EMERGENCY COMMUNICATION 

One of the most important ways in which the 
amateur serves the public, thus making his 
existence а national asset, is by his preparation for 
and his participation in communications emergen- 
cies. Every amateur, regardless of the extent of his 
normal operating activities, should give some 
thought to the possibility of his being the only 
means of communication should his community be 
cut off from the outside world. It has happened 
many times, often in the most unlikely places; it 
has happened without warning, finding some 
amateurs totally unprepared; it can happen to you. 
Are you ready? 

There are two principal ways in which any 
amateur can prepare himself for such an 
eventuality. One is to provide himself with 
equipment capable of operating on any type of 
emergency power (ie. either ac or dc), and 
equipment which can readily be transported to the 
scene of disaster. Mobile and hand-held equipment 
is especially desirable in most emergency situa- 
tions. 

Such equipment, regardless of how elaborate or 
how modern, is of little use, however, if it is not 
used properly and at the right times; and so 
another way for an amateur to prepare himself for 
emergencies, by no means less important than the 
first, is to learn to operate efficiently. There are 
many amateurs who feel that they know how to 
operate efficiently but who find themselves 
considerably handicapped at the crucial time by 
not knowing proper procedure, by being unable, 
due to years of casual amateur operation, to adapt 
themselves to snappy, abbreviated transmissions, 
and by being unfamiliar with message form and 
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procedures. It is dangerous to overrate your ability 
in this; it is better to assume you have things to 
learn, 

In general it can be said that there is more 
emergency equipment available than there are 
operators who know properly how to operate 
during emergency conditions, for such conditions 
require clipped, terse procedure with complete 
break-in on cw and fast push-to-talk or VOX on 
phone. The casual rag-chewing aspect of amateur 
radio, however enjoyable and worth-while in its 
place, must be forgotten at such times in favor of 
the business at hand. There is only one way to gain 
experience in this type of operation, and that is by 
practie. During an emergency is no time for 
practice; it should be done beforehand, as often as 
possible, on a regular basis. 

This leads up to the necessity for emergency 
organization and preparedness. ARRL has long re- 
cognized this necessity and has provided for it. 
The Section Communications Manager (whose 
address appears on page 6 of every issue of QST) is 
empowered to appoint certain qualified amateurs 
in his section for the purpose of coordinating 
emergency communication organization and pre- 
paredness in specified areas or communities. This 
appointee is known as ап Emergency Coordinator 
for the city or town. One should be specified for 
each community. For coordination and promotion 
at section level a Section Emergency Coordinator 
arranges for and recommends the appointments of 
various Emergency Coordinators at activity points 
throughout the section. Emergency Coordinators 
organize amateurs in their communities according 
to local needs for emergency communication 
facilities, 

The community amateurs taking part in the 
local organization are members of the Amateur 
Radio Emergency Corps (AREC). All amateurs are 
invited to register in the AREC, whether they are 
able to play an active part in their local 
organization or only a supporting role. Application 
blanks are available from your EC, SEC, SCM or 
direct from ARRL Headquarters. In the event that 
inquiry reveals no Emergency Coordinator appoint- 
ed for your community, your SCM would welcome 
a recommendation either from yourself or from a 
radio club of which you are a member. By holding 
an amateur operator license, you have the 
responsibility to your community and to amateur 
radio to uphold the traditions of the service. 

Among the League’s publications is a booklet 
entitled Public Service Communications, This 
booklet, while small in size, contains a wealth of 
information on AREC organization and functions 
and is invaluable to any amateur participating in 
emergency or civil defense work. It is free to 
AREC members and should be in every amateur’s 
shack, Drop a line to the ARRL Communications 
Department if you want a copy, or use the coupon 
at the end of this chapter. 


The Radio Amateur Civil 
Emergency Service 


Following World War II there was established 
within our government the Federal Civil Defense 


Before Emergency 


PREPARE yourself by providing emer- 
gency power for your station. 

TEST your emergency equipment and 
operating ability in the annual Simulated 
Emergency Test and Field Day. 

REGISTER with your ARRL Emer- 
gency Coordinator. If none, offer your 
services to local and civic relief agencies and 
explain what amateur radio can do during 
disasters. 


In Emergency 


LISTEN before you transmit, always! 

REPORT to your Emergency Coordina- 
tor so he will have latest data on your 
facilities. Offer local civic and relief agencies 
your services directly in the absence of an 
EC. 


RESTRICT all on-the-air work in accord- 
ance with FCC regulations, Sec. 97.107, 

SOS is the International Distress Call for 
а dire emergency. The phone equivalent is 
MAYDAY. Use these calls for emergency 
only. False distress calls are unlawful. 

RESPECT the fact that success in emer- 
gency depends on circuit discipline.-The net 
control station is the supreme authority. 

COOPERATE with those we serve, Be 
ready to help, but stay off the air unless 
there is a specific job to be done that you 
can handle more efficiently than any other 
station. 

COPY bulletins from W1AW. During 
emergencies, special bulletins are trans- 
mitted. 


After Emergency 
REPORT to ARRL Headquarters 
prompily and fully so that the Amateur 
Service can receive full credit. 


Administration (FCDA), which, at the behest of 
ARRL and other amateurs, considered the role of 
the amateur in civil defense communication should 
the U.S. become embroiled in another war. This 
resulted, in 1951, in the establishment of the 
Radio Amateur Civil Emergency Service (RACES) 
with rules promulgated by FCC as a part of the 
Amateur Radio Service. FCDA has evolved into the 
present Defense Civil Preparedness Agency, part of 
the Department of Defense, and although the 
RACES rules have undergone several minor 
changes they are still essentially the same as 
originally put into effect. 

RACES is intended solely for civil defense 
communication during civil emergencies, through 
the medium of amateur radio, and is designed to 
continue operation during any extreme national 
emergency such as war. It shares certain segments 
of frequencies with the regular (ie. normal) 
Amateur Service on а nonexclusive basis. Its 
regulations are a subpart of the familiar amateur 
regulations (Part 97) and are included in full in the 
ARRL License Manual. 

If every amateur participated, we would still be 
short of the total operating personnel required 
properly to implement RACES. As the service 
which bears the responsibility for the successful 
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implementation of this important function, we 
face not only the task of installing (and in some 
cases building) the necessary equipment, but also 
of the training of thousands of additional people. 
This can and should be a function of the local unit 
of the Amateur Radio Emergency Corps under its 
EC and his assistants, working in close collabora- 
tion with the local civil defense organization. 

А drastic change in RACES rules effected by 
FCC in February of 1976 greatly simplifies the 
procedures for amateur participation in RACES. 
The average amateur now simply makes himself 
available to his local civil defense (or whatever 
name) organization and becomes a part of that 
organization. He then uses his amateur call and 
observes regular amateur licensing privileges. 

There is no longer a requirement for such things 
as a communications plan, a radio officer or 
personnel clearances. Local regulations may pro- 
vide for some of these, but ЕСС regulations do not. 
Only licensed amateurs may act as control oper- 
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ators, and then only within their licensed privi- 
leges. 

RACES stations are licensed only to civil 
defense organizations, not to individuals. They are 
given а WC prefix, а number corresponding to the 
call area in which they are located, and three 
letters. Application is made on FCC Form 610-B 
by the civil defense director or equivalent. 

In the event of war, civil defense will place 
great reliance on RACES for back-up radio 
communication. Even in peacetime, RACES can be 
of great value in natural disaster communications. 
As a part of our total amateur public service effort, 
it deserves our whole-hearted and enthusiastic 
support and will permit us to continue to function 
in the public service, as amateurs, in RACES in 
wartime as we function in AREC and NTS during 
peacetime. If interested, inquire of your local civil 
defense agency and get sighed up with your radio 
officer. 


ARRL OPERATING ORGANIZATION 


Amateur operation must have point and 
constructive purpose to win public respect. Each 
individual amateur is the ambassador of the entire 
fratemity in his public relations and attitude 
toward his hobby. ARRL field organization adds 
point and purpose to amateur operating. 

The Communications Department of the 
League is concerned with the practical operation of 
stations in all branches of amateur activity. 
Appointments or awards are available for rag- 
chewer, traffic enthusiast, phone operator, DX 
man and experimenter. 

There are seventy-four ARRL Sections in the 
League’s field organization, which embraces the 
United States, Canada, and certain other territory. 
Operating affairs in each Section are supervised by 
a Section Communications Manager (SCM) elected 
by members in that section for a two-year term of 
office. Organization appointments are made by the 
SCMs, elected as provided in the Rules and 
Regulations of the Communications Department, 
which accompany the League’s By-Laws and 
Articles of Association. SCM addresses for all 
sections are given in full in each issue of QST. 
SCMs welcome monthly activity reports from all 
amateurs in their sections, regardless of status. 

Whether your activity embraces phone or 
telegraphy, or both, there is a place for you in the 
League organization. 


LEADERSHIP POSTS 


To advance each type of station work and 
group interest in amateur radio, and to develop 
practical communications plans with the greatest 
success, appointments of ARRL members holding 
Conditional Class licenses or better to serve as 
leaders and organizers in particular single-interest 
fields are made by the SCM. Each leadership post is 
important. Each provides activities and assistance 
for appointee groups and individual members along 


the lines of natural interest. Some posts further the 
general ability of amateurs to communicate effi- 
ciently at all times by pointing activity toward 
networks and round tables; others are aimed 
specifically at establishment of provisions for 
organizing the amateur service as a standby com- 
munications group to serve the public in disaster, 
civil defense need or emergency of any sort. The 
SCM appoints the following in accordance with 
section needs and individual qualifications: 

PAM Phone Activities Manager. Organizes activi- 
ties for voice operators in his section. Promotes 
phone nets and recruits Official Phorie Station 
appointees. The appointment of VHF-PAM is open 
to Technician licensees. 

RM Route Manager. Organizes and coordinates 
cw traffic activities. Supervises and promotes nets 
and recruits Official Relay Station appointees. 

SEC Section Emergency Coordinator. Promotes 
and administers section emergency radio organiza- 
tion. 

EC Emergency Coordinator. Organizes amateurs 
of a community or other local areas for е- 
mergency radio service; maintains liaison with 
officials and agencies served, also with other local 
communication facilities. Sponsors tests, recruits 
for AREC and encourages alignment with RACES, 
A Technician Class licensee may receive this 
appointment if a qualified higher class licensee is 
not available. 


STATION APPOINTMENTS 


ARRL's field organization has а place for every 
active amateur who has a station. The Communica- 
tions Department organization exists-to increase 
individual enjoyment and station effectiveness in 
amateur radio work, and we extend a cordial 
invitation to every amateur to participate fully in 
the activities, to report results monthly, and to 
apply to the SCM for one of the following station 
appointments, ARRL membership and the condi- 
tional class or higher license or VE equivalent is 
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prerequisite to all appointments, except where 
otherwise indicated. 

OPS Official Phone Station. Sets high voice 
operating standards and procedures, furthers phone 
nets and traffic. 

ORS Official Relay Station. Traffic service, 
operates cw nets; noted for 15 wpm and procedure 
ability. Open to RTTY traffickers. 

ORS П Same аз ORS, for the Novice operators, 
code speed minimum of 10 wpm. 

OBS Official Bulletin Station. Transmits ARRL 
and ECC bulletin information to amateurs. Open 
to Technician licensees, 

OVS Official VHF Station. Collects and reports 
Yntuhfshf propagation data, may engage in 
facsimile, TT, TV, work on 50 MHz and/or above. 
Takes part as feasible in vhf traffic work, reports 


same, supports Vhf nets, observes procedure 
standards. Open to both Novice and Technician 
licensees. 


OO Official Observer. Sends cooperative notices 
to amateurs to assist in frequency observance, 
insures “high-quality signals, and prevents FCC 
trouble. 


Emblem Colors 


Members may wear the ARRL emblem with 
black-enamel background. A red background will 
indicate that the wearer is or has been SCM. SECs, 
ECs, RMs and PAMs may wear the emblem with 
green background. Observers and all station 
appointees are entitled to wear blue background 
emblems. 


RADIO CLUB AFFILIATION 


ARRL affiliation is available to any amateur 
society in one of three categories: Category 1, all 
“local” radio clubs having at least 51% licensed 
amateurs and at least 51% ARRL membership; 
Category 2, radio club “councils,” and similar 
organizations of large geographic area, same 
requirements as category 1. Category 3, high 
school, college and youth-group clubs having at 
least one officer or trustee who is a licensed 
amateur and an ARRL member. 

А "Club Kit" is available upon request from the 
Club and Training Department; this kit contains all 
papers necessary for affiliation application plus 
other materials of interest to clubs. Once the 
completed affiliation package is returned the 
affiliation process begins. 

ARRL affiliated clubs receive a quarterly bul- 
letin from Headquarters and special information at 
intervals for posting on club bulletin boards or for 
relay to club members. A travel plan providing 
communications, technical, and legal/regulatorial 
contact from the Headquarters is worked out 
seasonally to give maximum benefits to as many as 
possible of the active affiliated radio clubs, 

Material aimed at training and entertainment of 
club members is available, plus advice on club 
problems such as organization, conducting meetings 
and attracting new members. Training services for 
clubs include films, slide collections, and complete 
lesson plans, available upon request. Watch OST 
and radio club news for details on these items, ог 
write the ARRL for the special benefits to 
affiliated clubs. 


659 


W1AW 


The Maxim Memorial Station, W1AW, is 
dedicated to fraternity and service. Operated by 
the League headquarters, WIAW is located 
adjacent to the Headquarters offices on a 
seven-acre site, The station is on the air daily, 
except holidays, and available time is divided 
between the different bands and modes. Facilities 
for all commonly used amateur modes are provided 
for all bands from 1.8 to 144 MHz. 

Operation is roughly proportional to amateur 
interest in ‘different bands and modes with 
maximum legal power on most bands. WIAW's 
daily bulletins and code practice aim to give 
operational help to the largest number. 

WIAW was established as a living memorial to 
Hiram Percy Maxim, to carry on the work and 
traditions of amateur radio. The station is on the 
air daily and is open to visitors at all times it is in 
operation. The WIAW schedule of operation and 
visiting hours is printed each month in the 
Operating News section of QST. 


WIAW Code Practice 

Approximate frequencies: 1,820 3.58 7.08 
14.08 21.08 28,08 50,08 and 145.588 MHz. For 
practice purposes the orderof words in each line 
may be reversed during the 5-13 wpm trans- 
missions, Each tape carries checking references, 
Details on Qualifying Runs appear monthly іп QST 
Operating Events, 


Speeds  Е$Т/ЕР8Т PST/PDST 
5-7%-10-13-20-25 
9 A.M. MWF 6 A.M. MWF 
9:30P.M. TThSSu — 6:30 P.M. TThSSu 
10-13-15 
4РМ.М-Е 1 P.M. M-F 
7:30 P.M. Dy 4:30 P.M. Dy 
35-30-25-20-15 
9:30 РМ. MWF 0 P.M. MWF 
9 A.M. TTh 6:00 A.M. TTh 
OPERATING ACTIVITIES 


Within the ARRL field organization there are 
many special activities. For all appointees and 
officials quarterly CD (Communications De- 
partment) Parties are scheduled to develop 
operating ability and a spirit of fraternalism. 
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In addition, ARRL sponsors various other 
activities open to all amateurs. The DX-minded 
amateur may participate in the Annual ARRL 
International DX Competition during February 
and March. This popular contest may bring you the 
thrill of working new countries and building up 
your DXCC totals; certificate awards are offered to 
top scorers in each country and ARRL section (see 
page 6 of any QST) and to club leaders. Then there. 
is the very-popular Sweepstakes in November. Of 
domestic scope, the SS affords the opportunity to 
work new states for that WAS award, A Novice 
activity is planned annually. Both a 10- and 
160-Meter Contest are scheduled for early De 
cember. The interests of vhf enthusiasts are also 
provided for in contests held in January, June and 
September of each year. Where enough logs (three) 
are received to constitute minimum “competition” 
a certificate in spot activities, such as the “SS” and 
vhf party, is awarded the leading newcomer for his 
work considered only in competition with other 
newcomers. 

‘As in all our operating, the idea of having a 
good time is combined in the Annual June Field 
Day with the more serious thought of preparing 
ourselves to render public service in times of 
emergency. A premium is placed on the use of 
equipment without connection to commercial 
power sources. Clubs and individual groups always 
enjoy themselves in the “FD” and learn much 
about the requirements for operating under 
knockabout conditions afield. 

ARRL contest activities are diversified to 
appeal to all operating interest, and will be found 
announced in detail in issues of QST preceding the 
different events. 


AWARDS 


The League-sponsored operating activities, 
heretofore mentioned, have useful objectives and 
provide much enjoyment for members of the 
fraternity. Achievement in amateur radio is also 
recognized by various certificates offered through 
the League and detailed below. 


WAS Award 


WAS means “Worked All States.” An amateur, 
anywhere in the world, who succeeds in getting 
confirmed contacts with all fifty U.S. states and 
sends them in for examination, may receive this 
award from the League. For W/VE members and 
DX stations, there is a $3 fee which includes return 
of the cards by registered mail. The fee for W/VE 
non-members is $6. 

You can make the contacts over any period of 
time and on any or all amateur bands. If you wish, 
you may have your WAS award issued for some 
special way in which you made it, such as all cw, 
all phone, all on one band, all with lower power, 
etc. — only providing all cards submitted plainly 
show that а contact took place under the special 
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circumstances for which you wish the award 
issued. 

Before you send your cards, drop the ARRL 
Communications Department a line requesting a 
copy of the rules and an application blank. 


SBWAS 


The Five Band Worked All States Award 
became effective January 1, 1970. Only contacts 
made after that date count. Contacts must be 
confirmed with all 50 states on each of five 
amateur bands. Rules require applicants in the U.S. 
and possessions, Puerto Rico and Canada, to be a 
full member of ARRL. Basic WAS rules apply, 
with the addition of a $15 fee for W/VE League 
members and DX stations which includes return of 
the cards by registered mail and a plaque. The 
award is not available to W/VE non-members. 


DX Century Club Award 


The DXCC is one of the most popular and 
sought-after awards in all of amateur radio, and 
among the more difficult to acquire. Its issuance is 
carefully supervised at ARRL headquarters by two 
staff members who spend full time on this function 
alone. 

To obtain DXCC, an amateur must make 
two-way contact with 100 “countries” listed on 
ARRL Operating Aid No. 7, which also contains 
the complete rules. Written confirmations are 
required for proof of contact. Such confirmations 
must be sent to ARRL headquarters, where each 
one is carefully scrutinized to make sure it actually 
confirms a contact with the applying amateur, that 
it was not altered or tampered with, and that the 
“country” claimed is actually on the ARRL list. 
Further safeguards are applied to maintain the high 
standards of this award. A handsome king-size 
certificate is sent to each amateur qualifying. 

The term “country” is an arbitrary one not 
necessarily agreeing with the dictionary definition 
of such. For DXCC purposes, many bodies of land 
not having independent status politically are 
classified as countries. For example, Alaska and 
Hawaii, while states of the U.S., are considered 
separate “countries” because of their distance from 
the mainland. There are over 300 such designations 
on the ARRL list. Once a basic DXCC is issued, the 
certificate can be endorsed, by sticker, for 
additional countries by sending the additional 
cards in to headquarters for checking. 

Separate DXCC Awards are available for mixed 
modes, all phone and all cw, 

There are fees charged for the DXCC award and 
for endorsements. Before applying, familiarize 
yourself with full information. Application forms 
(CD164) and the ARRL Countries List (detailing 
rules/charges) may be obtained from Headquarters 
for a stamped addressed envelope. 


Five-Band DXCC 


Entirely separate from "DXCC, ARRL also 
offers a Five-Band DXCC (SBDXCC) Award for 
those amateurs who submit written proof of having 
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made two-way contact with 100 or more countries 
on each of five amateur bands since January 1, 
1969. Only full ARRL members are eligible in the 
U.S., possessions and Canada; elsewhere, any 
amateur may apply. 

A charge of $20 (U.S.) is made for application 
forms; this covers the cost of returning cards by 
first class registered mail and issuance of a 
personalized engraved plaque for those qualifying. 

For a copy of the complete rules, drop a line to 
ARRL Headquarters, 225 Main St., Newington, 
CT 06111. 


WAC Awards 


The WAC award, Worked АП Continents, is 
issued by the International Amateur Radio Union 
(IARU) upon proof of contact with each of the six 
continents. Amateurs in the U.S.A., Possessions 
and Canada should apply for the award through 
ARRL, headquarters society of the IARU. Those 
elsewhere must submit direct to their own IARU 
member-society. Residents of countries-not repre- 
sented in the Union may apply directly to ARRL 
for the award. Two basic types of WAC certificates 
are issued. One contains no endorsements and is 
awarded for cw, or a combination of cw and phone 
contacts; the other is awarded when all work is 
done on phone. There is a special endorsement to 
the phone WAC when all the confirmations 
submitted clearly indicate that the work was done 
on two-way ssb. Special endorsements are also 
available for RTTY and SSTV. The only special 
band endorsements are for 1.8, 3.5, and 50 MHz. 

Five- and Six-Band WAC Awards are based on 
contacts made on or after January 1, 1974. Write 
ARRL Headquarters for details. 


Satellite “1000” Award. 


Contacts made on or after December 15, 1972, 
via the Oscar communications satellites count for 
this unique "DX Achievement" award. Only one 
contact per station, regardless of mode. To earn 
fhe award you must amass 1000 points. Each 
contact with a new station counts 10 points, with a 
new country 50 points, with a new continent 250 
points The fee for W/VE members and DX 
stations is $2 which includes return of the cards by 
registered mail. W/ VE non-members’ fee is $3 


Code Proficiency Award. 


Many hams can follow the general idea of a 
contact "by car" but when pressed to “write it 
down" they “muff” the copy. The Code 
Proficiency Award permits each amateur to prove 
himself as a proficient operator, and sets up a 
system of awards for step-by-step gains in copying 
proficiency. It enables every amateur to check his 
code proficiency, to better that proficiency, and to 
receive a certification of his receiving speed. 

This program is a whale of a lot of fun. The 
League will give a certificate to any interested 
individual, who demonstrates that he can copy 
perfectly, for at least one minute, plain-anguage 
Continental code at 10, 15, 20, 25, 30 or 35 words 
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per minute, as transmitted monthly from WIAW 
and W6OWP. 

As part of the ARRL Code Proficiency program 
WIAW transmits plaindanguage practice material 
each evening and week-day morning at speeds from 
5 to 35 wpm, occasionally in reverse order. АП 
amateurs are invited to use these transmissions to 
increase their code-copying ability. Non-amateurs 
are invited to utilize the lower speeds, 5, 7 1/2 and 
10 wpm, which are transmitted for the benefit of 
persons studying the code in preparation for the 
amateur license examination. Refer to any issue of 
OST for details. 


Rag Chewers Club 


The Rag Chewers Club is designed to encourage 
friendly contacts and discourage the "hello-good- 
bye" type of QSO. It furthers fraternalism through 
amateur radio, 

Membership certificates are awarded to ama- 
teurs who report a fraternal-type contact with 
another amateur lasting а half hour or longer. This 
does not mean a half hour spent trying to get a 
message through or in trying to work a rare DX 
station, but a solid half hour of pleasant “visiting” 
with another amateur discussing subjects of mutual 
interest and getting to know each other. If 
nominating someone for RCC, please send the 
information to the nominee who will (in turn) 
apply to Headquarters for RCC. 

Members sign “RCC” after their calls to 
indicate that they are interested in a chat, not just 
acontact. There is no fee for W/VE members and 
DX, a 25¢ fee for others. 


Operating Aids 

‘The following Operating Aids are available free, 
upon request: Emergency Operating, DX Operating 
Code, Contest Duplicate Contact Record, DXCC 
Countries List, WAS Record, ARRL Message 
Form, Ready Reference Information, A composite 
aid — Ending Signals, Time Conversion, Phonetic 
Alphabets, RST System and Steps in an 
Emergency, Emergency Reference Information. 


А-1 Operator Club 


The А-1 Operator Club should include in its 
ranks every good operator. To become a member, 
one must be nominated by at least two operators 
who already belong. General keying or voice 
technique, procedure, copying ability, judgment 
and courtesy all count in rating candidates under 
the club rules detailed at length in Operating an 
Amateur Radio Station, Aim to make yourself a 
fine operator, and one of these days you may be 
pleasantly surprised by an invitation to belong to 
the A-1 Operator Club, which carries a worthwhile 
certificate in its own right. 


Brass Pounders League 


Every individual reporting more than a 
specified minimum of official monthly traffic 
totals is given an honor place in the 057 listing 
known as the Brass Pounders League and a 
certificate to recognize his performance is fur- 
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nished by the SCM. In addition, а BPL Traffic 
Award (medallion) is given to individual amateurs 
working at their own stations after the third time 
they "make BPL” provided it is duly reported to 
the SCM and recorded in 057. 


Public Service Honor Roll 


А new listing, supplementing the ВРТ, was 
started in 1970, It takes into account the many 
public service functions of amateurs in addition to 
the handling of record messages. Points can be 
claimed for checking into and participating in nets, 
for serving as net control stations, as liaison 
between nets, for handling phone patches, for 
making BPL, for handling real emergency traffic 
and for serving as a net manager. Each such 
function has a maximum number of points per 
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month so that nobody can make the PSHR by 
performing a single type of function, except 
handling emergency traffic. Versatility in public 
service is encouraged and rewarded. See QST for 
details. 


Old Timers Club 


The Old Timers Club is open to anyone who 
holds an amateur call at the present time, and who 
held an amateur license (operator or station) 
20-or-more years ago. Lapses in activity during the 
intervening ycars are permitted. 

1f you can qualify as an "Old Timer," send an 
outline of your ham career. Indicate the date of 
your first amateur license and your present call. If 
eligible for the OTC, you will be added to the 
roster and will receive a membership certificate. 


INTERNATIONAL PREFIXES 


United States of America 
Spain 
Pakistan 


а 
Portuguese Overseas Provinces 
Portugal 

Uruguay 

Canada 

Germany 

Republic of the Philippines 
Spain 

ireland 

Union of Soviet Socialist Rep. 
Liberia 

Union of Soviet Socialist Rep. 
та 
Union of Soviet Socialist Rep. 
Estonia 

Ethiopia Е 

Bielorussian Soviet Socialist Rep. 
Union of Soviet Socialist Rep. 
France and French Community 
United 


Ecuador 

Switzerland 

People's Republic of Poland 
Hungarian People's Republic 


Repüblic of Haiti 
Dominican Republic 
Republic of Colombia 
Korea 


HIA-HiZ 
HLA-HNiZ 


Thailand 
Nicaragua 

Republic of Е! Salvador 
Vatican City State 

France and French Community 
Saudi Arabia 

шу 

Japan 

Mongolian People's Republic 
Norway 

Jordan 

Western New Guinea 

United States of America 
Norway 

Argentine Republic 
Luxembourg 

Lithuania 

People's Republic of Bulgaria 
United Kingdom 

United States of America 
Peru 

Lebanon 

Austria 

Finland 


OFA-OJZ 


Czechoslovakia 
Belgium 
Denmark 
Netherlands 
Netherlands Antilles. 
Republic of Indonesia 
Brazil 
Surinam 
(Service abbreviations) 

inion of Soviet Socialist Rep. 
Sweden 
People’s Republic of Poland 
United Arab Republic 
Sudan 
Arab Republic of Egypt 
Greece 
Turkey 
Guatemala 
Costa Rica 
Iceland 
Guatemala 
France and French Community 
Costa Rica 
Republic of Cameroon 
France and French Community 
Central African Republic 
France and French Community 
Republic of Congo (Brazzaville) 
France, French Community 
Republic of Gabon 
Tunisia 
Republic of Chad 
Republic of the Ivory Coast. 
France and French Community 
Republic of Dahomey 
Republic of Mali 


Union of Soviet Socialist Republics 
Ukrainian Soviet Socialist Rep. 
Union of Soviet Socialist Republics 
Canada 

Commonwealth of Australia 
Canada 


ish Overseas Territories 


VXAVYZ 
VZA-VZZ Commonwealth of Australia 
United States of America 
Me: 
Canada 
Denmark 


c 
China 
Republic of the Upper Volta 
Khmer Republic 

Viet Nam 

Laos 

Portuguese Overseas Provinces 
Burma 

Afghanistan 

Republic of Indonesia 

Iraq 

New Hebrides 

Syria 

Latvia 

Turkey 

Nicaragua 

Roumanian People’s Republic 
Republic of El Salvador 
Yugoslavia 


YVA-YYZ 
YZA-YZZ 
ZAA-ZAZ 
ZBA-ZJZ 
ZKA-ZMZ 
ZNA-ZOZ 
ZPA-ZPZ 
ZQA-ZQz 
ZRA-ZUZ 
2УА-222 
2АА-222 
ЗАА-3А2 
3BA-3BZ 
3CA-3CZ 
3DA-30M 


Abbreviations help to cut down unnecessary transmission. However, make it a rule not to abbreviate unneces- 


Venezuela 
Yugoslavia 
Albania 
British Overseas Territories 
New Zealand 
British Overseas Territories 
Paragua 
British Overseas Territories 
Republic of South Africa 
Brazil 
Great Britain 
Monaco 
Mauritius. 
Equatorial Guinea 
Swaziland 
Fiji 
Panama 
Chile 
China 
Tunisia 
Viet Nam 
Guinea 
Norway 
People’s Republic of Poland 
Mexico 
Republic of the Philippines 
п of Soviet Socialist Rep. 
Venezuela 
Yugoslavia 
Ceylon 
Pei 


ru 
United Nations 
Republic of Haiti 
Yemen 
State of Israel 
international Civil Aviation Org. 
State of Israel 
Libya 
Republic of Cyprus 
Morocco 
‘Tanzania 
Colombia 
Liberia 
Nigeria 
Denmark 
Malagasy Republic 
Islamic Republic of Mauritania 
Republic of the Niger 
Togolese Republic 
Western Samoa 
Uganda 
Kenya 
Arab Republic of Egypt 


6CA-6CZ 
6DA-6JZ 
6KA-6NZ 
60А-602 
бРА-652. 
6TA-6UZ 
6VA-6WZ 
6XA-6XZ 
6YA-6YZ 
62А-622 
7АА-712, 
7JA-7NZ. 
'ОА-702 
PA-7PZ 
7QA-7QZ 
ZRA-7RZ 
75А-752. 
7ТА-7Ү2 
724-722 


ABA; ASZ 
C2A 


сз 
L2A-L92 
52А-532 


Syria. 
Mexico 
Korea 
Somalia 
Pakistan 
Sudan 
Republic of the Senegal 
agasy Republic 
Jamal 


Liberia 
Indonesia 
Japan 

South Yemen Popular Republic 
Lesotho 
Malawi 

Algeria 
Sweden 
Algeria 

Saudi Arabia 
Indonesia 
Japan 
Botswana 
Barbados 
Maldive Islands 


San Marino 
Iran 
Ethiopia 
Ghana 
мана 
Zambia 
Kuwait 
Sierra Leone 


Singapore 
Malaysia 

Rwanda 

Trinidad and Tobago 
Republic of Botswana 
Kingdom of Tonga 
Oman 

Bhutan 

United Arab Emirates 
Republic of Nauru. 
Principality of Andorra 
Argentina 

Bangladesh 


ABBREVIATIONS FOR CW WORK 


sarily when working an operator of unknown experience, 


All after 
All before 

About 

Address 

Again 

Antenna 

Broadcast interference 
Broadcast listener 
Break; break me; break in 
All between; been 
Semi-automatic key 


Yes 

Confirm; ! confirm 

Check 

Гат closing my station; сай 


Called; calling 

Calling any station 

Could 

See you later 

Come 

Continuous wave (1.е., radiotelegraph) 
Delivered 

Distance, foreign countries 

And, & 

Eine business; excellent 


Give better address 
Good evening 
gang 
Good morning 
Good night 
Ground 
Good 
The telegraphic laugh; high 
Here; hear 
Have E 
ow, & 
оог operator 
ратове ir 
Messager. Prefix to radiogram 


Net control station 
Nothing doing 

Nothing; 1 have nothing for you 
No more 

Number 


Now; 1 resume transmission 
boy 

Old man 

Operator 

Old timer; old top 

Preamble 

Please 

Power 

Press 

Received as transmitted; are 

Received 

Receiver 


Sorry 
Service; prefix to service message 
Traffic 

Tomorrow 

Thanks 

That 

Thank you 

Television interference 

Text 

Your; you're; yours 
Variable-frequency oscillator 


Very 

Word after 

Word before 
Word; words 
Worked; working 
Well; will 
Would 
Weather 
Transmitter 
Crystal 
Wife 


Young lady 
Best regards 
Love and kisses 
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A Operating an Amateur Radio Station covers the 
details of practical amateur operating. In it you 
will find information on Operating Practices, 
Emergency Communication, ARRL Operating 
Activities and Awards, the ARRL Field Organiza- 
tion, Handling Messages, Network Organization, 
“О” Signals and Abbreviations used in amateur 
operating, and other helpful material. It's a handy 
reference that will serve to answer many of the 
questions concerning operating that arise during 
your activities on the air. 


А Public Service Communications is the “bible” of 
the Amateur Radio Public Service Corps. Within its 
pages are contained the fundamentals of operation 
of the Amateur Radio Emergency Corps (АВЕС), 
the National Traffic System (NTS), and the Radio 
Amateur Civil Emergency Service (RACES), in- 
cluding diagrams of how each is organized and how 
it operates. The role of the American Red Cross 
and FCC's regulations concerning amateur opera- 
tion in emergencies also come in for some special 
attention, 


The two publications described above 


* may be obtained without charge by 


any Handbook reader. Either or 
both will be sent upon request. 


AMERICAN RADIO RELAY LEAGUE 
225 Main Street 
Newington, CT 06111 


Please send me, without charge, the following: 


C OPERATING AN AMATEUR RADIO STATION 


Г] PUBLIC SERVICE COMMUNICATIONS 


Name 


Address 
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Vacuum Tubes 
and Semiconductors 


For the convenience of the designer, the 
receivingtype tubes listed in this chapter are 
grouped by filament voltages and construction 
types (glass, metal, miniature, etc.). For example, 
all miniature tubes are listed in Table 1, all metal 
tubes are in Table II, and so on. 

‘Transmitting tubes are divided into triodes and 
tetrodes-pentodes, then listed according to rated 
plate dissipation. This permits direct comparison of 
ratings of tubes in the same power classification. 

For quick reference, all tubes are listed in 
numerical-alphabetical order in the index. Types 
having no table reference are either obsolete or of 
little use in amateur equipment. Base diagrams for 
these tubes are listed. 


Tube Ratings 


Vacuum tubes are designed to be operated 
within definite maximum (and minimum) ratings. 
These ratings are the maximum safe operating 
voltages and currents for the electrodes, based on 
inherent limiting factors such as permissible 
cathode temperature, emission, and power dissipa- 
tion in electrodes. 

In the transmitting-tube tables, maximum 
ratings for electrode voltage, current and dissipa- 
tion are given separately from the typical operating 
conditions for the recommended classes of 
operation, In the receiving-tube tables, ratings and 
operating data are combined. Where only one set 
of operating conditions appears, the positive 
electrode voltages shown (plate, screen, etc.) are, in 
general, also the maximum rated voltages. 

For certain air-cooled transmitting tubes, there 
are two sets of maximum values, one designated as 
CCS (Continuous Commercial Service) ratings, the 
other ICAS (Intermittent Commercial and Ama- 
teur Service) ratings. Continuous Commercial 
Service is defined as that type of service in which 
long tube life and reliability of performance under 
continuous operating conditions are the prime 
consideration. Intermittent Commercial and Ama- 
teur Service is defined to include the many 
applications where the transmitter design factors of 


INDEX TO 


I— Miniature Receiving Tubes.... V16 


II —6.3-Volt Metal Receiving Tubes.... V18 
І —6.3-Volt Glass Tubes, Octal Bases. V19 
IV— Control and Regulator Tubes ...... У19 


У —Rectifiers 


minimum size, light weight, and maximum power 
output are more important than long tube life. 
ICAS ratings are considerably higher than CCS 
ratings. They permit the handling of greater power, 
and although such use involves some sacrifice in 
tube life, the period over which tubes give 
satisfactory performance in intermittent service 
can be extremely long. 

The plate dissipation values given for transmit- 
ting tubes should not be exceeded during normal 
operation. In plate modulated amplifier applica- 
tions, the maximum allowable carrier-condition 
plate dissipation is approximately 66 percent of 
the value listed and will rise to the maximum value 
under 100 percent sinusoidal modulation. 


Typical Operating Conditions 

The typical operating conditions given for 
transmitting tubes represent, in general, maximum 
ICAS ratings where such ratings have been given by 
the manufacturer, They do not represent the only 
possible method of operation of a particular tube 
type. Other values of plate voltage, plate current, 
etc., may be used so long as the maximum ratings 
for a particular voltage or current are not 
exceeded, 

Detailed information and characteristic curves 
are available from tube and semiconductor 
manufacutrers, in books sold through radio dealers 
or direct from the factory. 


Semiconductors 


The semiconductor tablulation in this chapter is 
restricted to some of the more common diodes and 
transistors. The units listed were selected to 
represent those types that are useful for most 
amateur radio experimental applications. These 
diodes and transistors were chosen for their low 
cost and availability. Most of them can be obtained 
from the large mail-order houses or from the local 
manufacturer's distributor. Because there are 
thousands of diode and transistor types on today's 
market, this list is by no means complete. 


TUBE TABLES 
VI — Тподе Transmitting Tubes ...... V20 
VII — Multigrid Transmitting Tubes . У22 
УИ – Semiconductor Diodes . V24 
IX— Semiconductors . V24 


v2 Vacuum-Tube Data 


INDEX TO VACUUM-TUBE TYPES 
Base-diagram section pages У5-У15. Classified data pages V16-V34. 


Type Раде Base Type Page Base 
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Type Раде Base 
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ЕЛ.А. VACUUM-TUBE BASE DIAGRAMS 


Socket connections correspond to the base jtiven in the column headed “Base” in the classified tube-data tables, 
Bottom views are shown throughout. Terminal designations are as follows: 

А = Anode D == Deflecting Plate 18 = Internal Shield RC == Ray-Control Eelectrode 
В = Beam F = Filament K == Cathode Ref = Reflector 

ВР = Bayonet Pin FE — Focus Elect. NC = № Connection. 8 = Shell 

BS — Base Sleeve € = Grid P ` == Plate (Anode) ТА — Target 

С — Ext. Coating Н = Heater P, == Starter-Anode U = Unit, 

CL = Collector IC — Internal Con. Рв == Beam Plates. • = Gas Type Tube 


Alphabetical subscripts D, P, T and HX indicate, respectively, diode unit, pentode unit, triode unit or hexode unit in multi- 
unit types. Subscript CT indicates filament or heater tap. 

Generally when the No. 1 pin of a metal-type tube in Table II, with the exception of all triodes, is shown connected to the 
shell, the No. 1 pin in the glass (С or GT) equi connected to an internal shield, 


* ба 12AQ, 12А8 and 12СТ: index = large lu pin eut off 
f XS. 
az ~ 
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TUBE BASE DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5. 
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Base Diagrams v9 


TUBE BASE DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5. 
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TUBE BASE DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5. 
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TUBE BASE DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5. 
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TUBE ВАЗЕ DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5. 
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TUBE BASE DIAGRAMS 
‘Bottom views are shown. Terminal designations on sockets and * meaning are given on page ҮЗ. 
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TUBE BASE DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5, 
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TUBE BASE DIAGRAMS 
Bottom views are shown. Terminal designations on sockets are given on page V5. 


FiG.69. FIG. 70 Рат ғе.72 710.73 пета. 


У6 TABLE 1— MINIATURE RECEIVING TUBES 


l-— 
Fil, or Capacitances "p t 
тура > ње | а iei i Las | E i 
ССЗ IE ЛЕЈЕЈЕЈЕ IE ЧЕЗ 
ara | от BART ток | 6a | 625] 22 | ous [19 [opt = ата mm ear ГБ |= 
29 E ER 2| 65 | WX |99 | —|— 
SAGS | Sharp Cutoff Pent. mo | єз | es | es | аз Ги muere а= 
Sharp Cato РЕ. 300 | “160 25 в = 
[NEU Am. PK | 63 | 645 | 102 | 20 | [Tg ee] — | — [us] 3| np 0 
BAM Готов зв | 63 | 625] 34 | owl ee || + |- | —]| 5 A42K| жү? — 
15 | Ж» | 13 | | 7 5» |—1-—1— 
SAKS | Sharp Cut-off Pert. mo | es | 0175) 40 | 28 M-NE A 7 гаю = [= 
E] зик | 5% | —| — = 
Pwr. Amp. Pent зк | 63 | OS | 35 [© Г? | Ш 25 | 15 | 200K | 230 | крт 
SALS | Dual Diode зет | 6303 -|-| ‘ms voltage — 117. Мах. dc output current 
мг] iode. вх | 63 | 025] 44 | 06 | 24 -T -B Ww Ax = 
SANS | Beam Pwr, Pent. mo | 63 | 045 | 90 | 48 | 605 | 120 їй | 5 | 125K | Т. 
mE пол | & | us И ГЕ Г xim ий == f= 
лаз | Beam Pwr Pent. тт | ва [os | s3 [2 | os He Е: и ZIEL 
Dual Diode — ЕТ = Гавр ак [им - |- 
GAOS | High- Triode тт | ва | ов | м | 15 | 1 | === и ж == 
вила | Pwr, Amp. Pent. we | 63 | ма Hat NN Lam s: NRIm SE 
grill um званы ЕН 
[RR cri Kp 6 | 03 и — 
AVE | Dusi Dode Нг NH 1 = 
ип | Wenn Todo = ep | 63 | мв = 
ДЕЙ [ Remote Cut-off Pent. ТЕК з = 
SBAT [ар Can Lii = 
Бн Поп Triode 308 m - 
Hester - 
[dg 71:213 зва | 63 | 05 
a Bas Pg Гит Г? 
ЗЕН — | Dual Diode — Меди, Tode | TT | 63 | 03 | 
ВНЕ | Sharp Cut-off Pent. Tem | 63 | 015 
тн [eama Tinde зох | 63 | os 
SBIA тєн | 63 | 65 55 | 60085] 
Л _ | Triple Diode. ЗАХ | 63 | 045 
an — Medium- Triode $3 [05 | 
Dual Diode — High-.- G -= 
BKIS | Meum, Dual rode ЗА | 63/04 | 3 [1 
8и f Penida sc | e [ee РИ 
BNIA | Medium-p Triode зү | 32 pu 
ir ones H EIL EE EE TL i 
— Иа» Trode | SER | 63 | 05 | 35 | 025 | 25 ЖК 
805 For Ang. Pert, v | 63 | 06 | ms | 65 [05 3K 
i Triode? 3M | 63 [04 amd Е ae 1 ЊЕ 
7 ull = IE: 
hund а m [| көгү Га 8 Г ши! иш ию киш = 
Хом. Noise Dual Triode™™ mw | 5 | or | 2% m 10 | 73 | = 116 K 
EXE | Dual Triode? ЗА | 63 == u | - | - | - [5 — [a= 
ABE 5етиетие Cu-of Pent. тен | пром [м | NN) m 1—99 ar 
рга Medium- Dual Triodei* ЗАР $4 |_25 |1%|1з | 19 | зе | — — Lu SSR == 
Dua Tal аа раги ши | = 
Medium, Triode- 888 | | та [i35 [15 | 20 | a5) — | — | tos | ожја | 1| — 
p Gif Pet тем | &3 | 03 | 65 | 19 | 002 w | 19 | 28 | 35 | SK |999 | —| — 
БЕ | RF Pent. TED | 53 | 03 | 65 [19 | 0S 30 | 28 | 95 | к | 89 | — | — 
8606 | Semiremote Cut-off Pent. TK | 53 [63 | 5 то | 3 |i9 | 23| 3 | 72K | 39 | —| — 1— 
E Medium-, Dual Triodet за | 53 | 55 | 23 [22 | 4 Е: |-= | - | —1—5 јао | 3 | — 
| Pwr. Amp. Pent. шү 6s | ове [T 55 [> | 29 | == | 19 | 772| зе | тик | пкр зр | 
[mni RENE mro a ц 2 | n о |- | = m зак | Ток | = 
um; 72 за О | — | — 37180 = 
И Catal Pert ax | вз вэ» Еа а е аа а= 
‘Sharp Cut-off Tetrode [тз uz | 45 |3 ров [юзю | тик | но | —| — 
S018 [тие Triode зы | 63 |035) 33 [13 |14 = == юв ип = ища [= 
ADK | Sharp Cut-off Fant. тем | 63 [03 | 63 | 13 [05 | эю aje Гаю | —|— 
DSi | Highs Triode та | es | 0s] 4 [17 | 3 o|- | -|s | san Esp 8 ]— 
Te harp Cut-off Pent. 63 [03 | 38 | — | om | 10 | зе | по | zi| ii | 39k [85 | —]— |- 
BOWS | Beam Pwr. Amp. чек | 53 [12 үн [9 [05 | = -zs|i9| ? |5 | X == [Е 
3 pu qu 22 = = == 
биш Srp Fa me | 63 | ws а mI mE Ми MR шш ZI HERE 
riode ЕЛЕ зая Е: з - ү — ЭК wj- |= 
SEM арбий Pent зох | 63 | 05 г то qi 389 | = Ta | BK юк = 
[i Pentode жү [П> [1 [з [в |1s | | нрјизј € | IK | MsK| — | % | 
ЊЕНУ — | Remote Cut-off Pent ма | 5308 | 4 [3 | a5 E is i2 [юк | и —| — 
иш [Тю we | вз Га | 28 pus вар рр a [= 
Pentagiid Comi аз |21 [ш | 25 | = i-pu ux р | = | = | = 
SEIT | Sharp Cut-off Pent- заа | 53 [03 [№ |3 EJ =25 жр &r| m Г | кр |- 
[NT TR [з [| 4 [35 [т |29] -i2] 9| 9 |3 | [шж 9]— |— 


TABLE 1—MINATURE RECEIVING TUBES— Continued vi7 


Fil, or Capacitances FEES 1 
mE PF > На Н 
= тетет aub dh ви ПН 
8 ЕУЕН 8 | #8 |5 #8 
EN | Dui Tide WE | 53 | 035) 1515 em — paj aj = 
set Tenis ms | 65 | 03 15 | 100 =т= жк a [юш | |— 
iy | по | == | | а | ж ви Га 
SEUS [Pentode пагы HN pis]-1 [в үт | к өй | = | = |— 
из | тоюшту А 53 | оз 15 | | - | — | — | 42] |æ | | — |- 
Бен | Sharp Gita Tetrode. та | as Н wu ili] $9|1]5|WK|89|—]— |— 
5605 Г Pur. Pent. 3E Г 85 | 17 з | 10] 5| ш | | BK|89 | [FX [2 
Те [вл | = | — ВЕ ж е0 9 р— |— 
S8H тено "Fer [вт [в а | те [жю | = | Г 
SOKS | а Tinde m [ЪЗ ГЕ 19 [15 | = | — | —] us5[99 | ра — |— 
TGKP | Power Pentode 36K | 53 | 075 и 29 | 75] | 35 | а | SK | IGK| — | SOR] ST 
‘GME | Pentode тем | 63 | 04 ws 16 |8 за | и ож BR|—]|— 
Highs Triode | a | во | === т эж Гаю ЕТ | — | — 
SONS |- Sharp Cut-off Pet. а REM u [3| [и 5 | | S | пж = 
SHE | Power Pentode SPI єз | Oe WE 29 | пне | 20 | [| ак жр === 
|" Grounded: Troie тво | 65 | 05 u| a| wej | — is S В Е Е 
Medium X Amp Wl ве Е ОЕ ВЕ ПВ зао |31— Е 
SIGA | Dual Triode йш | ™ | 53 | 045 1s [m || — | — | ав | 102K[ 199 [с peak voltage = 3V 
Sharp Cutoff Pent пир | 15 В 35] 35| 2X Гаю | | = | — 
EKOS | Medium- Triode EL EM ег | рю ра |— 
Medium. Triode a>) ве | = = и | завио Ге | = 
ORES |" Sharp Cut-off Pent hal Eal Ba “OS | 15 | зе | та | рю | EX | рр 
Sharp Cutoff Pent 155] 39 | = [Юй 30 | тв | SX | 32K| = | == |— 
SKRS f Troie май Mesi Bit в [3| e|- — | 1s м па ae | |= 
BRT Remo био Font зРИ | 85 | 65 Ws 15] ве ТЕ ие 
Tigh Trade a [жр ра Г | — 
кт. Sharp Cut-off Pent - wr w | Us |-i | 15] 45$] B | BK | W|—]— [— 
Sharp Cutoff Pent- wi | а | = үг pu | om 0 р-р 
828 Medion. Triode ке т вю [юй | 56 | Гы 
Sharp Си Ре: йв [15] зе | тв | зр |i] арр 
SUP | Medium-y Triode WOW u [i5] e| n| s ию га 
High, Tode 31] И 5| —] — | 13] SK [09 [39 | —] — 
SU | Sharp Cut-off Pent. sx | 63 | 05 os [ж — |19| 3 | B5] кү ЖЖ 
Medium Triode | æj ор | m| ж om [8 [= 
SMUS ар Cutt Pent mejejo | 3 |22 |22 [xy] || еј | X тюй | —|— |= 
[иши иг ток ws 25 | 8 | во ве | = | —| B | LINEA в [= | = 
= 10-1-1111 0а amn 
зт | таре LL LOEESEJEJESIBENE - = = 
Medium Triode ЕЛШЕ ЗШЕ! | по | ве | == | = кє шш I8 шш н к=н к= 
М | Sharp Cutoff Pe МЕ | 63 | 065 то ром | пој ве | пој 35 ию | ак [99 | — | — | 
Мейит-ь Triode тв [ и | по | ве | — | = {зу єж|- рар = 
SEM: | Sharp Cutoff Pert- Sak | 63 | O45 Газ гат [us | 29 | oor | IR 1677 ok | — |— = | — 
Lu as ж |AyT| [| SX [йй | | X [45 
12885 | BeamPwr Апр. дБ, Amps] SEU | 126 | 02 | 8 |85 ju | |-m | ao [os | | SX | зло | A | RR [16 
Ay Amp. ж [юз | ж [ут [т | SX [йй 49 | [45 
тз | eam Pw amp. уду тв | 15 | 625] аз | az [os -A | уе ее ЖЕНЕ 
< е па | a ағ | те | по | те | ae |u [8 |— |— 
LE еле 9л В | “тле тя | зар | ак | =“ | =“ | 10 | 1096 FEE = 
= rs [os| w [o [> | по | 0 | — | — | H4 | 65K 30 |ы} — | — 
DK Nx METRE * Е Е Е mas | = юз жар |u [— |= 
= = ee [os] aP pos [19—01 Е | —1] 3 | виса] = |= 
MEX Ee Diele * uiae wp pm] зе | =“ | == | пи 8X8 14 [= | = 
Же ADAE тв | | 18 [ер |29 | => | — | — | iz | күй [И = 
ШАПА | eife — сав | [єз | I& | GR] IZ | 8] о = | —[4 | Т5 
Мейит — A Amp. D$ [18 mpul-i-i:l-—Im rs = 
МАГ тете тт * [ 63 03 | 13 | 95 |12 Js zur Рале тей = 20K Grd resistor = Т meg 
я 5 їз ozs] зг [э [тэ | по | пе (= — | 37 | 3 раю [98 [= | — 
ies ee не ЗА [pos] еј [is | 50 | зе | — | — | и а | 50 | о |— |= 
= [25 [з | 37 |09 [25 Ec 
TIBHIM| Medium: Dual Triode' за | ЕП ee |-ю5| — | — | из | sae | 55 
ОВЧТАЕ| Sharp Сабой Pent. шк ЖЕГЕ | [з [oss | ml [о [6 [з | эк | окоо |- 
ES | Бет Ћи Ар. жт [в [ави [з [и [| зш | 377 үш | — [59 | 3| ак | 15 
585 — | Beam Pw. Amp- mza ов |i [55 [з f по | 75] 10 faes] зу | ИК | 700 | 49 | 23K| 19 
SOFRE | Ри. Pont. жү ог | 1 [з ов | пој & | I5] V | | MK | US — | к [12 
SE | Bearn Pwr. Port æ | &з [0% | e [85 [п |æ |-Ds|m | $ |o | ex a |— | зк [27 
== ве pos] ж [us ји [шй | = | = | | UK| пкр | = 
sa | ta Tee | mm: а fe шшш == 
ED | Wise Generating Diode wees pis | — | 22 mop ЕЕ l-l- = 
[BET w | ез [оз | зз |1 jos | | &|— | – | ] x| wje |- |- 
SUB — | Sharp a Рен. We [єз Г [17 [ [в [29 | == | 9 | 54 | 15 |7mg [юй | |- Е: 
S — | Medium- Dua Trid w | 53 [о 2 [1 i [ [29 Г | 35 | 9р үп = 1— 
E —| Dual Diode SET $3 02 Max. pes inverse plate wollage — 350 V. Мак. бе plate current each dide = 10 mA. 
HE Ри. Pentode su [з [бв [в [s [м [39 ]-5 [жр [| — | 7X [89 | [= [= 
TIBEK — | Ћи. Periode” ЖҮ | 63 [@% | тоа [55 |üU 29 | 23 | 0 | 55 | | 4X | ижј=“|= |= 
Sharp Cutoff 7 ju [ми |] р [| 35 | им м |—]— [= 
‘ast | Medium- Teds id йш 2515—10 | == | — 5 expe [2 |= [= 
THE — | Мейил» Triode тшй тшт [15 2 | [юк [| —]|3s]99 | nx[5]— ВЕ 
ТЇ — | Sharp Спо Tet- ms | [05 | es [14 [Ur [їз | ве | 9 | Z7 [3 [29K рик |— |= 
Tes — | High- Triode тат &з | 0185 | 42 [17 [з |I | 9 | | — | 7 lomo 99 га |— | — 
050 — | Mediums Triode тела 1—63 [| ш [т [т | P] 9 | — | — [ж] 1189 |25|— | — 
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8 TABLE I—MINIATURE RECEIVING TUBES Continued 


Fil. or Capacitances я 
E H 
туре Name Base = ü $ i 
Н i 
v Dm] са Te | с ЕНЕНЕ 
SE | Wigs Trade Ter 55] Os] 55 | 896 | 15 ЛЕЕВ Е | 
88 | Medium» Triode тада їїз | wp 44 [17 [?4 пак || === 
а — | На Triode тло | 63 | ui | по | 34 [17 ze [i| кү = 
dT] — | Power Triode таст | es] ој | 6 [i2 | — эю | 70 | — | па 
S01 [Sap Cut-off Feri тво 63 | 05 | 35 | 3 | UI ‚ш — |--|= 
az — | Ui Triode 38s | 63] 05] 12 | li [14 zm | === 
5883 — | Remote Cato Pent mo | 65 | 05 | 3 [з | me | — [= |= 
3096 — | Un Diode ван | 63 | 035 А. 
1 Controlled heater маттар characteristic, 1 Per Piate. з Oscilator grid curent mA. 
S Oscillator gridleak or screen-dropping resistor ohms. 1 Maximum signal current for fuil-power output. 2 Values for each section. 
з Cathode resistor ohms. 2 Values ae for bwo tubes in push-pull. 2 Місто, 
"9 Space charge grid. "^ Unless otherwise noted. Through 33K. 
TABLE И—МЕТАЕ RECEIVING TUBES 
Characteristics given in this table apply to oll 
‘metal tubes, gloss tubes with "Q^ suff 
В For "G^ and “GT”4ubes not listed (not having metal counterparts), see Tables 
Fior Capacitances "mm А 
Heater PF > 2 |88 Е 
туре Мате Base =.| Е $8 LIH 
ССС ЕЕЕ ЧЕ ЕНА 
aa | за | 58 | 3% [#2 | 28 | FS 8 
а 123-110-171 35 јак | 2 | — | — | = 
we | Мини качы impe ыл T Бе S V through 20K Grid resistor (sc SK. Ъ = Em. = ПА. 
MEE | scatet Pent. m [ез [а [о |5 [os © Ee 
SAGT | Por inp, Pe т [ъз [os з | 7s | 5 [0 38 78 ПК E 
iB [Dual Dode — Pant tees pos | e | 3 [ows [29 15 75 
29 Eu 
АВ, Amp = == = 
oe | риал Ра. дуда [7s | 63 | 07 | sji јог Е 
я А 2 
AB, Amps E: = 
üs Medium Triode ва es [03 | 34 | 35 |34 |2 — 
Sharp Cut Ат 29 w 
n (aee amem [ез [оз |7 |: |w № X 
Variable ЋЕ Апр. E] EJ 
ш [me Бле | тв | вз [оз | 7 [№ Га | — 
Triode — ш 2 E 
из | Herode Conv. е |) |-|- | [М = 
| Е] E 
A Amp ж Ег] 
EE EJ m 
A Amp Е] 
hed Bias E 25 
hi Е] Е 1 
Bam 581 т m 
meem рат A Ае me | 63 | оз | 15 | ss|os H — 
Fixed Bas m 77 
38, Amp Sei Bis] E: m 
AB, Amp E m 
Fixed Bias 3) m 
Е] 25 
E: E: 
E: w 
d ЈА ЕЛ 5 T8 
3 = 
elo |- |-|- x — 
aja Е ЕТ УЗИ = 
кишш иш! [21 — 250 = 
63 газ 35 | [ов | Ko 
w 10 ЕСД = 
63 | 03 | 35 | 92 | оз [Ж w E) = 
E: ТЖ [17/5 [88/65 ‘Seton in ИВ M Service. 
"High-, Dual Triode* в [%3[ [7 3 [7 280 =J- 135 [п = = 
Diode — Variables Рале | TAZ | 63 | 03 | 35 | 5 | Om 250 w| 3 æ- = = 
Hi Amp. ent. ак [єз | 03 | 85 | 7 | ons [22 то [34 == |= 
HE Amp. Pent- WK Гез Гоз | 55 | 7 [UNS | 20 їй | 41 w | = === 
Warp Catal РЕЛЕ гез гоз | 6 | 7 [Б a їй | 05 19 | — | — 1— 
ESKI — | Variable Pent w fesos | 5 | 7 ] ome [Ж 38 | 25 E: == 
i за Гез Гоз | 32 | 3 [15 29 == їй [йй == 
за p 63 [03 [35 | 2:124 — EA СИБ == 
10 18 | зи | 5/87 3m | О 55 [2 
29 28 [AT | 5T Зао | їз] |45 
me ws|m |n [оз [Ж Z5 [226 | 335 Sp | па | [55 
28 sns |7079 3m | sw | mw 1 
285 35 [4/135 | 175 | Бю | з | se |i 
TE zy w X5] —1 — | = 
зн Е] 19 | 05 во | — | — | — 
"Ose: gid leak — бол. res. "соті, - 
or section. "Values for two units. тї Unless otherwise noted, 


2 Мо connection to Pin Мо, 1 for 6156, 6076, БЕбТ/б, 
ESTG, ВАТУ SEE GT. ке 
1 Grid bias = 2 volts if separate oscillator excitation is used. 


TABLE IIl—6.3-VOLT GLASS TUBES WITH OCTAL BASES v19 
(For “G” and “ФТ"уре tubes not listed here, see equivalent type im Tables I| and V; characteristics and connections will be similar) 


Fior Capacitances 
Heater PF 
Type Name $i: 
V | дир. | си | Cout | Coo 85 B i = 
Outer edge of any of the three illuminat 
BALIGT | Electron-Ray Indicator | — | 80H | 63 | 015 | — | — | — | wit to is electrode. Similar inward disp. with —5 volts. Но pattern with 5 volts grid. 
‘Dual Diode — 
saaret | билт — |sex | 63 | оз | 28| 32| 3 |29| 2 | – | — | 23| MK | во |" = 
TARE [Beam Pent |а ва | 1 | | 7 [в [23-5] во | 5 [7 | ак | 99 | — 
Dual Diode — 
GARTGT | Remote Pent. — | ME | 63| 03 55 | 75 | 0003 | 250) —2 100 18 7 |l2meg| 2900 - = - 
изв | rmi | — | аво | вз | 25 | 65] 22 | 75 | w| aor | -| — [№ | ож) лш)? | — | — 
SAUSGT | Beam Pwr. Amp. Юй | век | 63 | 15 | 13] 7 05 15 | —20 175 53 | 60 K 5600 E = 
SBUIGTK| Medion. Dual ТоТ — | 8D | 53 15 | aa] 09 [6 | mo] 3 | р |. | 21K[ 799 | ТЕ = 


ОТВ Beam Pwr. Amp? sus |7 [os | 2] zs] wo] 2 |у | ик| | -| - | — 
Dual Tide. зз [Г pu pDm]*9-]—] таса 35 = 
Beam Ри. Дарт s| | 1 [ш [M [1 ]-9 [35] уу | ви —] — | — 
Seam Par. Атр С И О Е В О Е ОБСЕ ЕСИ О О 79 | — ЕС: 
Тана Trade. Е 8] 18 | 65 О Е | — | — | | LK | 889 | 57 = 
Beam Ри. Атру ва 25 [и | I5] 07 [15]-8 | 05] T | 9 | ж [99] — [| — | — 
Beam Par. Port? ва | 25 [2 | па | ов 1 8 | 16 С то | ак | 999 ERES 
Dissimilar = ао eslo | 2] ја Е == = виш єн: и: = 
Dual Triode а | 05 |а [35 [8| L га [X | 09 | B | — | — 
Beam Pwr. Amp? | Ж[Ш | 58 es |B a |35|-5 | тј 5 |0 | ык | ШЖ] — = 
BemPw.Am: | H [8A | 53] 12 | B [7 | о | во | 225] пи | 24 | 5 [ЖЖ | во | — | — ] — 
Twin Рт. Peri? Hi шј ва | йүп үз [05 [39| T | 3 [9 | = | — | — | |? 
Hetron — Tp | — | ви [63133 | — | —1 — 179] — ер —1.— т — у — = 
Dis | 139] | = | = | а | аи mw] | = | = 
Dual Triode |80 | 63 | Кый E "та [8 6 | —] — | нїш. киш вши = 
Beam Por Лира — [&ї[з [їз[ 3 [08 |29|-8 |729] 7 | $ | — | 99] — = 
Bem Pwr: Pert = mes) ови | т | 07 | 39 | Еј Жз | 4 | SK | M9 | — = 
Beam Ри Рет. = ырш | 3 | 7T [08 |39|-3 | 39] 35] 8 [Гк рий | — | — 
Beam Pur. Pert =“ им |82112 [з | 3$ [4 [780[-25] 29 | 1775 | EX | 899 | — = 
Beam Power Amp? | 175) saM | $3 | 12 | 7| 7 | 05 [729 | 205 | 19 | 21|- пе | ви | 79 | == = 
Pur. Ap. Реп. =[в арм se] 5 [os] ais | a | 3| ал | али | TX | 28 | — | 3K | 45 
Highs Dual Triodet | — sjos | 34] зета [29] 2 | | = [23 | a | Бй E 
Meum ботове | — | BD | 63 | 05 [3 | 12[4 [жр | —].— | 3 | im) om] a | — | — 
Beam Pur. Атр. =[®_[з[12 [в p 3 pU рр | ws рии | 89 | — | ра 
Beam Pwr. Amp. 1—19 81-а С Е 2279 гле азо | — | 28K | % 
Highs Dual Tiode | ва —| 63 Е — = [39] 0-| | — СЕ = | — | — ИВ | 
Poner Pentode ajs | а | а |u | [в oj | жиш [16 || 399 | ж 0 
Beam Pur. Amp. = [ony Г [з [и | 7515—0230 | 39 | [и | — | 599 | 66-80 
Beam Pur. Amp. T s 1025—1000 0 191—1 И Е же E 
* Cathode resistor-ohms. T Horz. Deflection Amp. Tim. А 
1 Por section. 5 Vert Deflection mp. 
TABLE IV—CONTROL AND REGULATOR TUBES 
or Heater | Peak | Max [Minimum] Oper- r- Tube 
туре Name Base | cathode Рт Нават) rode | Anode |"Supmiy'| ais | ting meii | volage 
Volts | Amp. | Voltage | тА | Voltage | Voltage | “мА Drop. 
(ШЕТ во | ом fet | ~ |-- | жиш ш | р 
‘AGRI WRTS | Volas Торо 3H D: = == Ш Wn = = 
= Voltage Regulator so | ош =e fee | = | == | лш |р e = - 
S VRSI | паре Regulator 3H Cad =т= =н и = = 
H Voltage Regulator 380 Goi ро 8 Бе = = = 
ЕЗА/ҮЙТЇВ — Voltage Regulator АШ Co = a i = = 
[ТЕЛЛЕ — Voltage Regulator AM Cold = ah Е ОТ М И МЕ = = 
El Voltage Regulator 380 | бй -— -— m ] |i 1 8 | 153 = = 
Sr Thyston — Fuse Fig. | He з [15 [Ж Ta Eo Fuse — 150 Amp. 0 yc, Tav ШҮ 
a ау Service JEN | — Hr 53 os | 59 curren; ®-та. average: 
e аз Thyraton TER | — но. 55 [м ji TE = 
Eg Tel or Trigger K БЛГ] == iis =й: Peak = Їй; Avg 5 
Ea Voltage Regulator Е сой EI Eg ES = 
Eg Seres Regulator 180 | №. з [и | Ж 10 E: = 
T Peak iners voltage. 2 Values in microamperes. 
TABLE V —RECTIFIERS — RECEIVING AND TRANSMITTING 
See Also Table IV — Controls and Regulator Tubes 
[73 De Max. Peak 
Fil. or Heater К verso | Ри 
= = "EET | ДЕ | зла | ш | Би | пе 
Por Plate | mA Voltage mA 
me Fal. Wave Restor 3 D = = 3m 75 w. Ж E: 
TES | шене | at п. us = ш | зао E] н 
пали ао Racer Е ЕГ Т5 = T 7880 E w 
m Fal Wave Rectifier SU Fi. 0575 E D 1800 3 W 
хех Tall Wave Тасе ARE Lia 25 389 75 = = w 
m "ve Rectifier АВ Н. 25 00 37 = = W 
PAE Hai Wave Rector 3g Fi. 25 58 E) = = W 


v20 


TABLE V — RECTIFIERS — RECEIVING AND TRANSMITTING — Continued 
See Also Table IV — Controls and Regulator Tubes 


Fil. or Heater ka ба зак, ЕУ 
Lud ad ње | Cathode Voltage | Current | Рек Current | Тун 
"m | Атр. | рег Рае тА Voltage mA 
= Er) 37 E] 20000 30 
71 Hal ave Rectifier ныз п. L E - 5 E E W 
та Ta Wave Teer Р Ti 25 50 = Е] BI 100 [3 
En Ful Wave Rec aL La Е] 25 E E 1597 - у 
ЗЮ 385 
зш Ful ave Rectifier s п. 50 45 w E: ию ws w 
Eng Eg 
ДЫР 297 
зан Full-Wave Rectifier s я. 50 40 E: E 1550 то w 
Er = Eg 1807 
[534 Fall Wave Rectiñer т п. 50 20 — =E жа во Ww 
Ета Fale Wave Recor E LN E] 35 Some ss Type 8 Lr 
3 РГД 
SUGA Fall Wave Rectifier эт я. so 30 ДЫ Е 1580 san w 
E: Ei 
E E E 
= Full-Wave Rectifier s я. 50 30 18р HEJ 1550 ию W 
E T 
Full Wave Rectifier т т. 50 38 E4 E] ию 1200 WwW 
Ful Wave Racer E Lia En) 77 EE ТЕ 100 55 w 
Ful Wave Rector т Н. 50 20 Same as Type S0 w 
Full Wave Rectifier aC fi T 30 Эй 77 1200 = у 
Ful-Wave Rector E Ht 30 25 w 15 10 = W 
Ful: Wave Rectifier E Mir 83 035 = E] 150 fal HV 
Fall Wave Rectifier, 55 Hr [d 1T 380 15 157 35 HY 
Fall Wave Reser 507 Hir 83 28 19 w 175 ЕЈ W 
Full- Wave Rectifier E шта [d 05 EJ 150 ЕП HV. 
iare Rector ЭСН A 83 15 E 15 1400 35 W 
Ful- Wave Rectifier M ir- [d 10 380 150 000 [E] HV 
Halt Wave Rectifier 406 Fi 55 18 = 15 E: 100 ну 
Ful Wave Retr 3H Hi 83 06 3 ЕЈ - = HY 
Ране Rectifier = ш. аз °з = n 1250 20 Г] 
Tala Rector 46 Н. $3 17 380 EJ = = wW 
er т TED ЕП 
Full. ave Rectifier 585 Ht. 15 °з EJ BE E = ву 
"одет Doubier E TE 5 77 15 їй = EN m 
al-Wave Rectifier En Ht. E pug 15 E] Е 600 W 
Falf Wave Rectifier SAA не. 35 015 79 w 70 LJ wW 
Falf Wave Rectner SAD. Hr 3 015 Ys a = = у 
Falf Wave Rectifier 380 Ht. 3 0 nu 15 3 ЕЛ W 
Hal Wave Reser En ни E] 015 17 w 38 та HY 
Tul Ware Rectifier m Lia EJ 015 15 5 - = у 
Роа Rectifier ac п. 50 20 a = ию ЕЈ Hv 
в Fal Wave Recor L3 Fi En] Е) Ei 28 100 ЕЈ W 
ay Fall Wave Reser D) Ht 50 27 E) 20 10 ES HV 
Tier Rectifier Tetrode SAY Dia hu Dr 17 3 380 [E] W 
ma Falf Wave Rectifier D: Mr. 17 001 hu ЕЈ 300 = W 
Бо Falf Wave Rectifier 3p Fi 25 20 Юй 35 788 ЕТ МҮ 
Г Half Wave Rectifier АР Hir 25 50 ES = 00 1090 W 
BEA Tali Wave Rectifier Р Н. 25 50 35 E 10000 1000 MV 
БВ Half Wave Rectifier АР Ri 50 50 = = 180 1000 My 
[ита Falf Wave Rectifier L3 Hi 75 25 pz E: = ES ту 
Dunn Falf Wave Rectifier AAT н. En] 75 = 1250 їй йй MV 
1 Tapped for pilot lamp з Capacitor input. Using only one-half of flament, 
2 Per peir with choke put. ‘Choke при 
TABLE VI—TRIODE TRANSMITTING TUBES 
Maximum Ratings Cathode Capacitances Typical Operation 
Е я 
г 5 H E 
у РЕН 1! [29 58 
Type Е HR H i А Base HIPH = ЕУ 
A HEFHEHIE ЕЕ F4 
25 | 28 | 28 58| sf # РЕН 38 | 5Е | EE H 
БЫ? #3 | ga | 5 & 
am [is гаю | s р [75 | € | 63 | 045 | Zz | 15 | &4 | ТЕ | is| ШӘ] — | 35 
н 20 | 10 | 20 | soj so |1 | es | 0205] 20 | 19 | 05 | та s| 15| 2 | — | в 
пий [вр | TW S3 p ва | па [15 [15 | 85 | 1 X|T]-—I-—I-M 
ier so [ 39 | 25 | soj M | 18 | 53 | DIS | 15 | Lb | 13 | S88 в л ww] = | 55 
Eu 5 18 | a] e [39 | 20 | 53 | 0136] 23 | 13 | OO | НЕ? зга = (= | ов 
тет —| 59 | 39 ЕТ so) 10 [3 | 65 | ва | —| —]| — | 88 от р = | = М 
ха 85 | 99 | в | = | 85 | 3 | 68 | OS | Zi | 13 | 035 | ЕН aj a — | — | ! `1 
E so | ao | e | m | пао | z | so | om | zs | 175] oor | m КЕШ ШЕ: ШЕСЕ ЕН 
кй та | 5 | шр == Јања | шз [з [ж [тт | 05 | ET v- -- | =- | 
25 — [230 | 75 трт | — | то 
E 3 [19-9] m| e | [ез f| ao | 12 | 15 | oz | 2 S [si | — | 8 
3 И ИЛ | 218 за Гаю | n2 
36 | 3 | 31 T 
из w |ю | 100 | 25} ю | 20 | з юу ш || — Е 
Зухи zw | Xm] mx | 16 


Cathode  Capacitances Typical Operation 
Н Е 
<|. < А 
P» АЧЕН РАСЕ | 2188| ра 
|= ЕЁ: Ея ЮРИ РОН 
£2 | а |5Е| g5 |è == | 28 | 58| £2) 35 
#8 | 28 88| £2|22| Š | £ 3 [83 | žē | 25 | 28 | 23 | 32 
w| -m| m| © | a | — m 
xm | та) | 1| 5 | 18 | — [в 
SA e | юй | 175 | o | 60 |o | 53 | «o | ss | 55 d mem о o e 
1250 о [2/75] 13 30 — [5 
1% [-m]| m5 | 9 as | — | M6 
[Y 55 | 190 | 15| 35 | 60 | 29 [ез| 40 | 54 | 55 то пе | S | 75 | [№ 
1590 | —E [ЖЗ] Zw | 50 | 152 | 940 
100TH wo | wo | 225 | o | e | 40 | 50 | єз | 29| 20 - Поља жун ea 
om 5 | ayes | as | 5 | ИК | 95 
m sao | 0 | as] a |o | — | № 
а wo | зо | 25 | s | | и | 50 | ез | 23| 20 aos  —— MG 
3mU|-i5|Wyns| Бар" | 0| SK | 5 
„С | 199 | їп зи | © ж а |= РЕ 
pgs m Т 0 [250 fao | во | 15 | 20| 215 риа 
8 |-5[ ы йыл = | и 
208 m | 1000 | & | 40 | so | | es | 11 | es | 16 w a a 3 |— | —] 9 
w a o 9S | Е 
Зи | ж m| 8 |5 | — | 
Be | isj soo юю | so | 25 sa | 58| 55 зоо | | i| 4 |њ | — | 24 
7800 30-07390 зы” | м | ТЫК] 580 
w| n| Ej 2 | 6 | = | аб 
suam | uo | 2750 | 25 | — m aw |-|- a ај | 
w зе | зе п = 
Юю | =350 | 2| n 35 = 
m ms 2m | x| 25 | 2 | ss |по | 45 | ez | es — — 
za a | право s» | 19 [ПК | 75 
[uH m 8 — 59 [1 [es] 32 [85] 75 zm | — ГГ se |z | — |8 
T зю |1001 357 |-и | | = | 
эю лыр зара ЕЕ 
| 180 | 250 a 
28TH zs | жао | s | лог | c | s | 50 |105 | as | 25 | 05 | ан |» [ЖИЗ ЖЕЛТ 88 
wm m 3 | M | — | 5 
A8; i99 |  0]zym s | | а | 60 
cro 201901 $9] 8 |Z | = | 
3e | =380 | | 5 | 3 | [№ 
ma 9| S |3 | — | 35 
ют. zo| о | 50 | a| а | и | so | 05 | з7 | зој 07 | ам | „ | ОС ЖОЛ ЛЕ De 
mwa 20 | M [п | — | 45 
387 | 185 | © TRE [щй | 38K | 586 
æ 5| | B | | — | 55 
паз | | am | по | 2 | a| 5 из | 15| з2 | 01 | тај con 9011 зю гю Б = Г 
зо =i |_| 9 | ти | — | 88 
[i xe ze [| —] 99 m зї | 55 | ш ти | —] A& | зоо | — | тула sw | z^ | — | 55 
сто 1901—15] S] ms [5 = | те 
ы |5 Е С [з | 99 
101-901-001 S | | — | 
зитн эю | 3000 | s00 | e| 40 | 2 155 | 102 | о | аве | „ || IE ES EE 
ю us æ | | юы» | — | 
387 159 | 5| | 3808 | 258 | КИ 
сто [190-150 ве | 9 [8 | [№ 
m| m | 5 |5 | — | зоо 
so | 55 Юй [55 | 0| 9» | № =m 
c» [2909019016 | | = | ви 
зит. эю | эю | w| вз 0 | в mı | ss | os | ec эю Е m] E үп | = | 46 
эюм а | m | | — | 85 
таю па |7050 Ж | 0 [| ТЫК] 2% 
78 | —2% [туш 4589 | 0 | 35K [Ый 
Тай |-I| Пар | а | S | 275K | 1000 
wa [as | æ) 8 | | — | те 
350 | 30 » 3 |160] 35| | Я = [№ 
uk зю | 100 s зао 30-1-3515 [ию | [65 
а=] ooo ли Эй m| s| |_| 
3». | то [тузу 200 | 4» | 55 [19 
[Г 39 | -z29 | ж | — | 86 [197 зао | — 2m w | z | — | 55 
Ета am | 3 | 49 || по | эю = Пауза та | | — | 
= Am [| 30] i | — [X 
паш | o | оз] so | 10 | — | 5 пао | пој во ME EE] 
m w| 3x6 | um | т % [зу e| emm | | | 96 
am | | mjm |a {| К 
мш |o] по | ao | — | по |е ҺЕ 
Eur [um | 395 | 9 | — | 15 [36 xw vpmye зи [в | = [B9 
ит 150 | um [10% | — 200 zw |] tom | — [у | — [i59 
* Cathode resistor în hms. Peak af grid-to-grid volts. 
"HEY TO CLASS OF SERVICE ABBREVIATIONS зо Pate pulsed 19MM. osc. 


[E or 
сй ен жы 


ш парни o 
и = т mite 
GP - Class- рате modulated telephone, 
СТ 2 базе С telegraph. 
Сто - биз атое 


rounded grid class-C amp. 
ЕВ - билеги es amp Single Tone). 


a Tin ode Values, except iret capaci- 


tances, are for boh sections in push-pull. 
at 112 Milz. 


2 Values are for two tubes in push-pull. 


та, signal value. 


"паб bas los, gió dissipation, and feed 


TABLE УП —ТЕТЕОРЕ AND PENTODE TRANSMITTING TUBES 


Cathode Capacilances Typical Operation 
Е, H 
e oe | ep | ee i ЕЕЕ 
НЕ Li HERE # | | #| [8 
HB SHE Нани 
215 eS | aS |43 #5 5 |58 | 4 ERES 
m е 0207 15 |1 aj- ts ри | =] тв 
mr Ж [m |= ев 1-15 
iue BERR) вв | 035 | 155 т [18 |— s | mu] И С 
ке эй [10 |= 4 |-9 [2:18 = — 
E] E то = a aje 
а es рая |10 |08) 55 ЕЛЕ |= т jao] | 75 
= ЕЛЕ | = xs] 8 С = ш 
53 075 эю [= a| e alm] 
Wr 35 9|? | 20) ы: Шымы | 45 Эй [ж = 4 3 119 | =] 4 
чи [75 [= E Е О | — та 
SRI — ват — 7 
iE 135] ној 25| a| ив HSH 125 | 02 | 7 Эй m | — a| 9—75 051—118 
Эй | |= ye | w |? |9 |—]1 5 
ЕЛЕ |= юш s [se | — | es 
53 | om то | по |= | at pas por | = 35 
we m = epee] eie | зип [— в [15 [15 а | — | 43 
зю [жй | — Газ зу | Vi [88 Гои [6x | 175 
(СЕ === | љ | 5 [3 ја | — и! 
ив us | мој 4 | 250] 15 | 6 [os | asf os| 67 [жы | U [з [и | = | 
пау ЕЯ Е | unm | туш | 3 [99 үк | 4 
aji та 161 s | 5 | eyo | — 1 
me 8.24 6 КА mpm nr gr pt | во | по || ® | E |?5|05|— | И 
в 20 Е | M | 4 [ж | == 
Мара | 2 | леј а | хој эю | ST TEE эю [юш | [л | == 
9029 в | n |W/|E Ик | 5 
zmm|-|-5 | m | а |? |W5|—]3 
ми |z | «ој з5] эю so | 63| os | 10 | o | 125 зв | за | Е в | И | = | M5 
mx |-|-s wi] m | = | — | та | з 
ajs зе | по | | == 1% | U [зр = 8 
ВУ бый Каш ый ee muss эй | 15 | —| 5 | Bis | 37 WW [ГЫ 
m am [5 | 3 [зт | — а 
Lj sa| 125) эше | | u |3]WU | — 1 5 
= зао 190 | | и | 2 | и | 22|39 | — |$ 
зао | та | =] =а7 | i |__тв | зао | = | 5 
ип | 25 | тој з |20) oo uns oss 1з | ox] ss | rex [or На == али Ти 
me | вв вв | = = | аут [im [T газ | | 
ase 25| 03 TR[ES|-— |-5 | 2/30 | 03/3 | 28 | 04 [74K | HI 
эв | то | тв | = | 80 | 2/28 | уж [Wo Го ак [15 
тт [99m | = | =и | за | 8 ата E $ 
Ше | | cao} — | хој ш 8212251 ; још за | пет [E688 [29 = o | 7 ster га 
A& — | S00 | 200 | — | =28 [в [ПЛ | 25 | or ПК] 40 
ГД GENE IL IIR ME р 
nw 63| os saw [oP] 600 [25 | = | -8 шш: aja pu | = | 85 
= |" аша Sup A 9|39|—]-5 | Em | y8 [то | — ТЕ 
75 те mrs [| о [уш — 59 | 53 551197 
ж [3 epee 83115 | па [| Гы ето |79|20|25| -8 | 10 | | 6 [08] — | S 
= cr Е — [7 | 19 | 8 | 27|93 | — | & 
BME |as | zo| з | 250] e | 63/2125) в | 022] 85 | кк [ce ГГ | № 95 3405 | — | & 
w по | = | == л з | = | -_| ак | 8 
ЋЕ 
&3| 1s 
MMEMEBELHÁDEEES E bd Ed j ж | 5 [2 od | -| а 
аа | = | == | | € |E |W | | 8 
gu ss | 25 
“a | тој 7 2 us|on| 7 | me [рж жш | S [1 05] —] 8 
= „ш в мо | = з | 228 | — | | % 
zmixsp-[-39 | 9 | E о |49 | = [14 
ла |. | 200] | кој 15 | 63/3 | вз|а2 | 24 | пет сто 200035 ж E ERE ME Г=- Пе 
15 | 15 таз | [| жү 5 15 | = | вв 
4022 252| 08 пв (ст [Гаю | 75 рю 15—100 
я | ми |0| ею в |ол|зз a Ею я рю рю 
Л PIE nen за | Е јато уп ps 185 | = A 
Бе — emo | 20 | — | == [зв ж | пи | ову |3X | 5 
ит | во тој [ао [UTE пз [зо | ow | лет |, [o | -ms am [19/5 |- |- [мо [в 
cr [Be|3]|—] -9| ш | ж |W |15 | |180 
m по | 10 |x| wfo [325 5 | ox | 55 [es [ep TL у лу ER юр 
сто 190120 == во | 89 пе |32 | = [5 
јао |20 | = | 00 | 15 | 2 пој | —128 
ма | 65 экоо | coo] по | 6 jas | в | ome) 21 [aes |; [юш — 25 | 18 | & је [35 | — Гир 
за 290 | — | 05 | [|| | 120 
efor | аи RESUME | У = = E 
api ст | 78 [29 | —] —5 | жу ит | 5Е = [иш 
me | m [ino ја [| БЕДЕ кл [2 | om | жа: п == пш шип лє ишсин : 
ЗЕТУ CT 20 | 500 | 60 | 0 | № i в [л [= 
= з | «по | |z] |s [zs |i [ив ss | ви | ter tee te Ras [п ре [17 [Г [1% 
crop |2090 оу ву а у т уз fas | — 128 
тыта | 75 [20| 10 [ею |р |е |s2 | 75 | ме | 42 | Fie [лове | зао ЕТ | 18] | [97 | Г 
m me вв | = | = 05 | ван | 3 т | = ја 
mm aja cr в. >m m ваш [= 
T w 0| — | 45 | 25 Газа] 5 |% | OM |P | — T cs [an =“ | 55-15 
ЮП Te [z9| $ | 40 1500 [iss (is [® [01] Ooi] re es [сто [|0 -3 | 30 v 215 =“ 


suen smod 
3ndino холаву 


V23 


зшцо peo 
dord 


эзем domod 


үш uong 
[5] 


уш шашпа 
wid 


LI 


‘KEY TO CLASS.OF-SERVICE ABBREVIATIONS 


0 
[200 | 250 
38 m 
2000 | 300 
[Ж | 280 | 
Т90 | 250 
2900 | 350 
IL 600 
[2500 | 60 

3 
20 | 0 
3007. 
3000 | 750 
3000 | 500 
3000 | 500 

0 
200 | 35 
250 | 35 


oF 

сто 

[54 

| 
[Ar ги 


Ў 
T 
[or 
IL 
CTCP 
A8, 
ur 
£j 
CT 
E 
CT 
E 
мг 
ст 
AB. 


pe 


35 


45 | Fig. 75 

SO] ЋЕ | 
эк 
Fig. 15 [СР 


45 
u 


105 | ов | 47 | mu |с 
s 
95 | 05 | 18 | ree [CF 
155 | 003 
71 
os 
заз ои | 47 


TABLE VII—TETRODE AND PENTODE TRANSMITTING TUBES — Continued 


15 | 127 | 012 
21 
25 
в 
oss 
225 | 295 | ow | аз 
145 | 151 |00| 98 | рав 
м5 | 125 | 012 | 47 | sek 
102) в | 010 
ms|s |ms| № 
E] 


Н 
1 
ою 
5 
з 
15 
5 


25 
25 | $5 | 7 


6 
6 
О 


H 
63 
265 
10 
5 
5 
10 


Gz toG through 20K 0. Input to б 


‘Maximum Ratings Cathode Capacitances 


L2] 
12 | 40 | 400 


volts, 
required. 


m | 400| 5 
"however, are for each section. 
connected, 


Miz. 


ERG 


soo| 4000} 35 | 600) 30 | 10 


125 | 4000 | 20 |m| 7 
125 | 2000] 20 | 400 | 60 | 63 32 
1| m| 
EEEE 
258 | ао | 55 |eo|m | 5 
250 | 2000} 12 | 400] 15 | 6 
29 | 200 | 12 | 300 О 
150 
12 [аю 285 
зот | 2000 | 12 | 400 | 50 | 6 
400 | 4000 | 5 |во| — | 5 
5 
39 | 90 | 145 | 13 
1000 | 3000 | 30 | 600 | — 
Us 


э Dual tube. Values for both sections, in push-pull. Interelectrede 


т Grid-resistor, 
2 Doubler to 1 
$ Values are for two tubes 
i ale 
T 
48 Two tubes triode 
to 200 Miz. 
al Operation at 175 Mi 


шл | 400°) 4000 | a5 |500 | по 


А. 
ACXIQ0A| 1000 | 2000, 


Type 
ne 
вм | 
ano 
ABA 
4021 
6155 
Ed 
m 
ти 
ШЕЛ 
AxiSoG | 
aur 
42508 
5022. 
LI 
p oa 
D 
[3 
xt 
4сх. 
300. 
TA 
55004 
an 
41 
Lu 


TABLE УШ — SEMICONDUCTOR DIODES! 
This list contains but a small percentage of the available diode types. A complete listing would be impractical. 
Smell-Signal General-Purpose Diodes 


5 
> 


Materia m Reverse "ишен E averse 
aan Volts Mar mA mA at Max. V amp 
Eun T General Purpose % E] 50 EJ 
195 6 ‘General Purpose EJ 1 2000 
INS 6 General Purpose. 5 E] | EU) 100 
INS T Video Detector 5 ER 1 50 0 
INEK $ General Purpose. w T 40 5 
TNA С General Purpose w 17 30 5 
ня = LEJ 75 10 1027 T- 
IN б Purpose w E] = 100 
INABA 5 = 15 Т w 25 
169 [3 Vole Very Low T 18 = En 5 
Есе 5 Sigal Diode E: T w 3 
IN Fast (оф НЕ Det. Li T 75 EJ 
ТЕЗ 5 Rectifier w 17 150 307 
ТИТ 5 Rectifier EJ 1 1000 ЕЈ 
Era Rectifier w | n T- EJ 
кд 5 Rectifier w п w 30 
ТИЛУ 5 Rectifier EJ 17 3000 1807 
0507000. 5 Dual Series Diode — w ir 200 w 
ee ‘Microwave Mixer ond UHF Diodes 
hm ЕТ Material? Use Freq. Noise Figure 
нод Е Ld аме Ta 
Li 
MEDIO Wier We 748. 
ТА bar, plus sign, or color dot usually denotes the cathode end of crystal diodes. 
Diode color собе rings are grouped toward the cathode end. 
15 = Siion, — = Germanium. 
2 Polarity is such that the base is the anode and the tip is the cathode, Rtypes have oppose polarity. 
TABLE IX — SEMICONDUCTORS 
'SMALL-SIGNAL TYPES 
‘Other Data 
Но | Type = 
Se | Se [Eset] NT 
max | Gen. Purpose | TOT TIT 3 
NAA | E] a 10-8 Т и Switching 
Г РР Е = Wis та т S — 
741802 | NPN 03А Computer T63 | О R ‘Amp. 
241305. КР ў 5 03А TOs Li бус. Amp. 
м2 | NPN 13 30 | отд 3$ | HUM | — | Gm. Tor О И Amp. бс. 
IW | NN | S | ы mA | 10 | ИН: Gen. Purpose = 1 | 6 i af 
[иш лиа иза гта BM HR. NB NEN 5 EE Loe Prim 
pu mk Рирме | TOS iio Апр. 
2855 | NPN 02 5 Зета | 10 = 1016 | 7 = = 
Ni | NN | S 03 S mA | 10 ES 101% |= = 
БЕ 03 | —25 [м [№ = | 1616 | — Switch 
Er Wr e| вм 3 T = 
Еш $31 |-% [Мм | 80 беп. Purpose H Ose, 
томе | NN | S | 5 _3 | Жота 5 Purpose | T0-9 | 8 | М | ht Amp, Osc. 
жй | з [© | 4 | Eom | @ Gen. т | 2 Xf Amp, Ose. 
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The leads are marked ©- collector, B - base, E- emitter, @- gate, D - drain, and S - source. 


Some Abbreviations used in Text and Drawings 


А ampere 

ас — alternating current 

AJD — analog-to-digital 

af — audio frequency 

afe — automatic frequency control 

afsk — audio frequency-shift keying 

age — automatic gain control 

alc — automatic load (ог level) control 

am — amplitude modulation 

anl — automatic noise limiter 

АВС — amateur radio club 

AREC — Amateur Radio Emergency 
Corps 

ARPSC — Amateur Radio Public 
Service Corps 

АТУ — amateur television. 

avc — automatic volume control 

ъс — broadcast. 

BCD — binary-coded decimal 

bei — broadcast interference 

bel — broadcast listener 

BFO — beat-frequency oscillator 

BPL — Brass Pounders League 

СВ — Citizens band 

CCIR — International Radio Consultative 
Committee 

cew — counterclockwise 

c.d. — civil defense 

CD — Communications Department 
(ARRL) 

CMOS or COSMOS — complimentary- 
symmetry metal-oxide semiconductor 

coax — coaxial cable, connector 

COR - carrier-operated relay 

CP — Code Proficiency (award) 

CR — cathode ray 

CRT — cathode-ray tube 

ct — center tap 

CTCSS — continuous tone-controlled 
squelch system 

cw — continuous wave (code), clockwise 

D/A — digital-to-analog 

dB — decibel 

dc — direct current. 

DF — direction finder 

DOC – Department of Communications 
(Canadian) 

ара: — double-pole double-throw 

dpst — double-pole single-throw 

dsb — double sideband 

DTL — diode-transistor logic 

IX — long distance 

DXCC — DX Century Club 

EC — Emergency Coordinator 

ECO — electron-coupled oscillator 

ECL – emitter-coupled logic 

EME – earth-moon-earth 

emf — electromotive force (voltage) 

FAX — facsimile 

FCC — Federal Communications 
‘Commission 


FD – Field Day 
FET — field-effect transistor 
FF — flip-flop 


fm — frequency modulation 
FMT — frequency measuring test. 
fsk — frequency-shift keying 
GDO — grid-dip oscillator 

GHz — gigahertz, 

GMT — Greenwich Mean Time 
gnd — ground 

H- henry 

ЋЕ — high frequency 


НЕО — heterodyne frequency oscillator 

Hz— hertz 

ТАКО – International Amateur Radio 
Union 

IC — integrated circuit 

ID — inside diameter 

H — intermediate frequency 

ins — inch per second 

IRC — International Reply Coupon 

ITU — International Telecommunication 
Union 

IW — Intruder Watch 

JFET — junction field-effect transistor. 

k = kilo 


ke — kilocycle 
KHz — kilohertz 
KW — kilowatt 


LED - light-emitting diode 
If — low frequency 
LMO — linear master oscillator 
О — local oscillator 
БЫ — lower sideband 
LSB — leastsignificant bit 
LSD — least-significant digit 
LSI — large-scale integration 
luf — lowest usable frequency 
mA — milliampere 
MARS — Military Affiliate Radio System 
Ме ~ Megacycle 
mf — medium frequency 
MG — motor-generator 
mH — millihenry 
MHz — Megahertz 
mic — microphone 
mix — mixer 
MO — master oscillator. 
MOSFET — metal-oxide semiconductor 
field-effect transistor 
MOX — manually-operated switching 
ms ~ millisecond 
m.s. — meteor scatter 
MSB — most-significant bit 
MSD — most-significant digit 
MSI — medium-scale integration 
muf — maximum usable frequency 
MUX — multiplex 
mV ~ millivolt 
mW — milliwatt 
nbfm — narrow-band frequency 
modulation 
п.с. — no connection 
NC — normally closed. 
NCS — net control station. 
NO — normally open 
npn — negative-positive-negative 
NTS — National Traffic System (ARRL) 
‘OBS — Official Bulletin Station 
OD – outside diameter 
ОО — Official Observer 
ор amp — operational amplifier 
OPS — Official Phone Station 
ORS — Official Relay Station 
osc — oscillator 
OVS — Official VHF Station 
oz — ounce 
PA — power amplifier 
pc — printed or etched circuit board 
PEP — peak-envelope power 
PEV — peak-envelope voltage 
pF — picofarad 
PIV — peak-inverse voltage 
pk — peak 
pk-pk — peak-to-peak 
PL ~ private line 


PLL — phase-locked loop 

pm ~ phase modulation 

pnp — positive-negative-positive 

pot — potentiometer 

PRV — peak-reverse voltage 

PSHR — Public Service Honor Roll 

PTO — permeability-tuned oscillator 

PTT — push-to-talk 

RACES — Radio Amateur Civil Emer- 
geney Service 

RCC — Rag Chewers Club 

tevr — receiver 

rf — radio frequency 

rfc — radio-frequency choke 

RFI – radio-frequency interference 

RM — Route Manager 

RM-(number) — FCC rulemaking 

rms — root-mean-square 

RO — Radio Officer (с.а) 

RST — readability-strength-tone 

RTL — resistor-transistor logic 

RTTY — radio teletype 

зде. ~ self-addressed envelope 

заље. — stamped зае. 

SCM — Section Communications Manager 

SCR — silicon-controlled rectifier 

SEC – Section Emergency Coordinator 

SET — simulated emergency test 

S.M. — silver mica (capacitor) 

SNR — signal-to-noise ratio 

spat — single-pole double-throw 

spst — single-pole single-throw 

SS — Sweepstakes (contest) 

ssb — single sideband 

SSTV — slow-scan TV 

SWL — short-wave listener 

SWR — standing wave ratio 

sync — synchronous, synchronizing 

ТСС — Transcontinental Corps 

TD — transmitting distributor 

ТЕ — transequatorial (propagation) 

Че — traffic 

tpi — tums per inch 

‘ER — transmit-receive 

TTL or T2L — transistor-transistor 
logic 

TTY – Teletype 

TV - television 

TVI — television interference 

UST — unijunction transistor 

usb — upper sideband 

uhf — ultra-high frequency 

V - volt. 

УСО — voltage-controlled oscillator 

VCXO – voltage-controlled crystal 
oscillator 

‘VEO – variable frequency oscillator 

vhf — very high frequency 

vif — very low frequency 

VOM — yolt-ohm-milliammeter 

VOX – voice-operated break-in 

VR — voltage regulator 

УТУМ — vacuum-tube voltmeter 

УХО — variable crystal oscillator 

W watt 

WAC — Worked АП Continents 

WAS — Worked АП States 

wbfm — wide-band fm 

wpm — words per minute 

ww — wire wound 

wy ~ working voltage * 

xtal — crystal 

H- micro (10-6) 
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Application for Membership 


AMERICAN RADIO RELAY LEAGUE 


Administrative Headquarters: Newington, Connecticut, U. S. A. 06111 


AMERICAN Rapio RELAY LEAGUE, 
Newington, Conn., U. S. A. 06111 


Being genuinely interested in Amateur Radio, I hereby 
apply for membership* in the American Radio Relay League. 
I enclose remittance ($9.00 in the U. S., $10.00 in Canada, 
$1050 elsewhere, U. S. funds) in payment of dues for. ....... 
Pei ud year(s), including subscription to QST for the 


same period. Please begin QST with the 


issue. Amount enclosed: $ 


The call of my station is 


The class of my operator's license їз...................... 


I belong to the following radio зосіейез................... 


Send Membership Certificate or Membership Card 


Address 


City, State, Zip Code 
A bona fide interest in amateur radio is the only essential requirement, but full 
voting membership is granted only to licensed radio amateurs of the 


United States and Canada. Therefore, if you have a license, 
please be sure to indicate it above. 


*Membership is available only to individuals. Life Membership is granted to Full Members 
for $180 ($200 Canada, $210 clsewhere). Write the Secretary for details. 


Any member of the immediate family, living at the same address, may also become a League 
member, without QST, at the special rate of $2.00 per year. Such family membership must 
run concurrently with that of the member receiving QST 
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Balanced-Emitter Transistor 
Balanced Emitters . . . - 
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Carrier Balance ............. 402 
Carrier Frequency ............ 58 
Carrier Oscillator ............ 384 
Cascade Amplifiers ........... 68 
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Cathode Follower 
Cathode Resistor 

Cathode, Thoriated Tungsten 
Cavity Resonators 
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Choke Filament ............ igs 
Choke-Input Filters, Power Supply . . . . - 116 
Chokes, Color Code for Rf ........ 555 
Chokes, ЕШег еее 117 
DE EL Sess: v sa сиу 165 
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Circuit, ................ 14 
Circuit Board Fabrication... .. . . 1551 
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Circuits, Balanced . .......... 53 
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Circular Polarization ........... 634 
Class A Amplifiers . 67 
Class Al Amplifiers 
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Class AB Amplifiers ........... 68 
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Coaxial Cable, Testing VL 75 
Coaxial Line... PEE ЖЛЕ 
Code, Learning the ........... 11 
Code Proficiency Амата... : 11661 


Code, Teleprinter . 
Code Transmission ........... 
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Coil, Secondary 37 
Coil, Winding . 551 
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Coils, Оймог............. 141 
Coils, Wire Sizes ............ 165 
Collector (Transistor) .......... 83 
Collinear Antenna .......... 623,632 
Color Code .............. 553 
Color Television .......... 501 
Colpitts Oscillator . . . . e 139 
Р Ел 104 
Complementary Metal-Oxide Semiconductor ^ 100 
Component Ratings ........... 165 
Component Values ........... 552 
Compressor Circuit ......... . . 390 
Computer-Aided Filter Design (CAD) . . . 141 
Concentric Line ............. 572 
MOORE „а. оса ee • RI n 16 
Conucane .............. 19 
Conductivity ........ eens 17 
Conductors... +. 14 
Connectors, Assembling | 550 
Constant-Voltage Transformers _. 107 
Construction Practices and Data Tables 543 
ContactPotentia Bias . . . . . . 74 
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Control Grid 
Controlled Са 
Conversion Efficiency 
Converter 
Converter Receiving (HF) 
Converter, Receiving (RTTY) 


Coulomb 
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Coupled Circuits p 
Coupled Coils ...... 
Coupler, Directional 
Coupler, Economy 
Coupling: 
Band-Pass . . 
Broadband 
Capacitive . 
Capacitor | 
Coefficient of 
Critical 5 
Impedance . . . 
Inductive 
Inductive Link 
Interstage 
Link 


Resistance 
Resonant Circuit 


To Wave Guides & Cavity Resonators . . 57 
Critical Coupling 
Critical Frequency 
Cross Modulation 
Cub .... 

Discriminator 

Filters . . . 

Microphone 

‘Oscillators ....... nnn 

Oscillators (УҺ) 

Piezoelectric 

Tester .... 
Current Amplification Factor 
Current Density . 
Current, Electric 
Cut-Off Frequency 


DX Century Club Award 
DX Operating Code 
DX, Worklogs... о 
D'Arsonval Instrument . 
De-Emphasis ..... 
Decay Time, Keying 
Decibel (dB) 

Decibel Chart ..... 
Deflection, Horizontal 
Deflection, Vertical . . 
Degenerative Feedback . 


Demodulator (ЕТТУ) 
Depletion Region ............ 
Detection and Detectors 
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Regenerative ........ 
Superregenerative 
Deviation, Frequency 

Deviation Linearity 
Deviation Меег......... 
Deviation Meter, Heterodyne 
Deviation Ratio 
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Diodes: 
Color Code, Semiconductor... .. . 556 
Detectors 237 
Germanium 80 
In Parallel ... 113 
In Series ......... - -113 
Junction |... .. ee ee . . 80 
Light Emitting (LADS) : 1144 
Mixer ..... 
Noise Generator 
HN... 
Protection of . 
Semiconductor 
Mol ...... 80 
Switching . 
Transformer ....... ene 251 
Transistor Logic (DTL) .... 4.799 
Voltage-Variable Capacitor Бс А 
Zener ............ . 80,121 
пир Meter: са meg) 
Dipole Antenna т 
Dipole Antenna, Feeding о... 592 
Dipole, Broad-Band ........... 99 


Direct Conversion Receiver 
Direct Current 
Direct Wave 
Directional Coupler. 
Directly Heated Cathode” 
Director (Antenna) 
Discriminator, Crystal . . 
Discriminators (Fm) ... 
Dissipation, Plate . . | - 
Dissipationless Network 
Distributed Capacitance . 
Distributed Inductance . . . 
Divisions, ARRL 
Dominant Mode ..... 

Double-Conversion Superheterodyne Receiver. E 
Double-Sideband Generators 
Doubler 
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Driver Stage 


Deki наа 
Ductin, 
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Dynamic Characteristic ^ | 
Dynamic Microphone. 
Dynamic Regulation, Power Su 
Dynamotors . 


Electrode 
Electrolytic Capacitor’ . 
Electromagnetic Fields . 
Electromagnetic Waves 
Electromotive Force 
Electron . . . . 
Electron-Cc 
Electronic Clock 
Electronic Keyers 
Flectric Field Strength . . . 
Electrostatic Shield ......... 
Elliptic-Function Filler... :: 
Emergency Communication 
Emergency Coordinator (EC) 
rim Equipment 
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Back Ет 

Definition 

Induced ....... 
Emitter (Transistor) 
Emitter-Coupled Logic eco 
End Effect . . 
mana Hertz Antenna | 


Adapter 0... 
Fm Amplifier (220) 
Fm Bibliography - 
Fm Channel Frequent 
Fm Communications 
Fm Touch-Tone Decoder 
Fm Transmitters, Testing 
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Federal Civil Defense Administration (FCDÀ) E 


Feedback ......... + + + 49,260 
Field-Effect Transfer Symbols . . : | | | .104 
Field-Effect Transistors (FET) 

Field Intensity ......- 

Field Strength ...... - 


Field Strength Meter 
Fields 
Filament Choke . . . .. . - 
Filament Transformers . . . 


Нег 
Filter Chokes 


.114 
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Filtering, Power Supply 

Filters: 
Е 
Band-Pass 
Band-Rejection 
Bridged-T 
“Brute Force” Line 
Capacitive Input 
Choke Input 
Crystal 


Design Formulas 50 
For УВЕ Transmitters . .. <... 499 
BML HIS M ks угус 258 
Behb <<. 49,141,502 
IDEA o 49,141,497 
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Fire Protection . 
Five-Band WAS Award 
Five-Band DXCC Award . 
Fixed Capacitor 
Flat Frequency Response . 


Flat-Topped Curves 47 
Flip-Flop (FF) . 97,98 
Flip-Flop Latch ( ‚97 
Flux Density . 15 
Flux Lines . 115 


Folded Dipole . 
Forward Scatter 
Free-Running Multivibrator . 
Free Space Pattern . 
Frequencies, Standard 
Frequency . 
Frequency Checking 
Frequency, Critical . 
Frequency, Cut-Off 
Frequency Deviation . 
Frequency, Lower Side 
Frequency Marker Circuits 
Frequency Marker Generator 
Frequency, Maximum Usable 
Frequency Measurement . 
Frequency Meter, Absorptio: 
Frequency Modulation 
Construction: 
Fm Transmitter for 2 Meters . 
Solid-State Rf Amplifier 
Two-Meter Receiver . 
Exciters . 
Jargon 
Methods . 
Reception 
Frequency Modulation an 
Frequency Multiplication . 
Frequency Multiplier . 
Frequency, Resonant - 
Frequency Response . 
Frequency Scaling . 
Frequency-Shift Keyer 
Frequency-Spectrum Chart 
Frequency Spotting . 
Frequency Stability (Oscillators) 
“Frequency Standards . 
Frequency, Upper Side 
Front-to-Back Ratio 
Full-Wave Bridge Rectifier 
Full-Wave Rectifier 
Fundamental Frequency . 
Fusing . 


Gain, Antenna . 
Gain Bandwidth 


Gain Bandwidth Product . 
Gain Control ...... 
Gain, Rf Amplifier . 
Gamma Match . 
Ganged-Tuning Capacitors - 
Gates (IC) 
Gauges, Standard Metal 
General License . 
Generator ... 
Generator Noise .... 
Geophysical Alerts .. 
Gradient 
Grid .... 
Grid Capacitor 
Grid Current . 
Grid-Dip Oscillator (GDO) . 
Grid Excitation . 
Grid Leak 
Grid-Leak Detectors 
Grid Loading ... 
Grid Modulation . 
Grid-Plate Oscillator 
Grid Resistor ... 
Grid Separation Circuit 
Ground 
Ground, Imperfect 
Ground-Plane Antenna . 
Ground-Reflected Wave 
Ground Waves . 
Grounded-Grid Ampl 


Hf Antennas 588 
Ht Transmitting 136 
HTL . 99 


Hz 
Half-Wave Antenna . 
Half-Wave Rectifier 
Halo Antenna (Vhf) 
Halyards .... 
“Hams” 
Harmonic Suppression, ТУТ . 
Harmonics Р 
Harmonics by Recfification .. 
Hartley Oscillator 
Hash Elimination, Vibrator Power Supply х 
Heat-Sink Design . . 
Heat Sinks ... 2 
Heat Sinks, Semiconductor: 
Heater Voltage . 
Height Gain 
Heising Modulation 
Helical Antennas .. 
Helical Resonators - 
Helically- Ноа Antennas 
Henry 
Hertz ... 
Hertz Antenna, End-Fed. . 
Heterodyne Detectors ...... 
Heterodyne Dori Meter . 
Heterodyning . > 
Hi-Fi Interferen 
High-t Tube .... 
High€ Circuit . 
High-C Oscillators . . 
High Band, Fm . 
High Pass Filter 
High-Threshold Logic (HTL) . 
High-Vacuum Rectifiers . 
Holes ... 
Horizontal 
Horizontal Deflection . 
Horizontal Sweep . . 
Horizontally Polarized 
Hot-Carrier Diodes ... 


Hum, Filament 
Hybrid Circuits 
“Hypass” Capacitor . 
Hysteresis 
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IC Amplifiers . 
ICAS Ratings . 
ICs, Digital 


| ignment . 
Lf Interference 
1-{ Transformers . 
tvs. 
Ignition-System Noise 
Tonized . 
Image-Audio-Frequency . = 
ImageParameter Filter . . . . . 
Image Ratio = y 
Images ... 
Impedance (2) 
Antenna . 


Coupling 
Driving . 
Input 
Matching 
Matching Networks 
Modulating . 
Ohm's Law for - 
Parallel . ist 
Ratio 
Resistive . 
Surge 
Transf 
Transmission Line . 
Tube Input . . 
Tube Output 
Voltmeter . 
Impulse Noise 
Incident Power . 
Indicators, Tuning . = 
Indirectly Heated Cathode 
Inductance 
Inductance, Calculating 
Inductance Charts ... 
Inductance, Distributed 
Inductance Nomograph (Того!) . 
Inductance, Series and Parallel 
Inductive Reactance 
Inductive Reactance (Рогош) E 
Inductor, Toroidal . 
InfiniteImpedance Detector - 
Insertion Loss |... 
Instantaneous Value. 
Instrument Noise 
Insulated-Gate . 
Insulators ... z 
Interdigital Converter for 1296 or 2304 мн; 
Integrated Circuits (IC) ... . 
Integrated Circuits, Digital-Logic .. 
Interference: 


Broadcast Station .,.,.,,„.... 262 
LL ео 492 
From TV Receivers. 50005. 501 
Telephone . = 505 
ЈЕ 


Telephone 
TVI 


Interference with other Services . 
Intermediate Frequency ..... 
Intermediate Frequency 
International Prefixes . 
Inverse Distance Law . 
Inverted-V Antenna 
Inverted V, Multi-Band 
Inverters (10) 
Inverters, Dc to Ас. 
Ton, Positive/Negative . . 
Ionospheric Storms 
lonospheric Waves . 
Isotropic Antenna . 


УК FlipFlop . 


Key Clicks . 
Key, Code . 
Keyer, Electronic 
Keyer, Frequency-Shift 
Keying: 
Audio Frequency-Shift . . 
Block-Grid 
Break-In . 
Differential 
Monitoring 
Oscillator . 
Pulling . 
Saturated-Diode . . 
Shaped . 
Speeds . 
Testing . 
Kilo (k) .. 
Kilowatt - 
Kilowatt-Hour . 
Klystron . . 


L Network 
Ladder Network 

L/C Constant ... 
L/C Ratio . 
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Large-Scale Integrati 
Leakage Flux ... 
Length, Electrical 
License Fee .. 


License 
Licensing, Amateur ........... 8 
The Radio Amateur’s License Мапиаї . . . 11 


Light-Emitting Diodes (LEDs) 
Lightning Arrester . 
Lightning Protection 
Limiters ... 
Limiters, Noise 
Limiting, Audio . 
Line Sampler .... 
Line-Voltage Adjustment 
Linear Amplifiers у 
Linear Baluns . 
Linear Sweep . 
Linear Transformers . 
Linearity, Rf .... 


Link Coupling ... 

Lissajous Figures 524 
Load Resistance, Power Supply 114 
Load Resistor .... 62 


Log, Station . 
Logging(Fm) . 


Logic, Digital . 
LogicICs .. 

Long-Wire Antennas 
Low- Tube . 
Low- Circuit 
Low Band, Fm . 
Low Pass Filter . .. 
Low-Pass Filter (TVI) . 
Lower Sideband ... 


M-Derived Filter . 


Magnetizing Current 
Marine Operation . 
Mast, 40-Foot . 
Mast Antenna ....- 
Matching Network 
Maxim, Hiram Percy 
Maximally Flat Response . 
Maximum Available Power .. 
Maximum Average Rectifier Cui E 
Maximum Safe Inverse Voltage (PIV or PRV) - 
Maximum Usable Frequency (Muf) . 
Mechanical Bandspreading ... 
Mechanical Filter . 


Medium- Tube . 64 
Medium-Scale Integration (MSI) - К 
Мева (М) 20 
Message Fo! 

Message Hanı 


Metal, Cutting ~ Bending 
Metal-Oxide Semiconductor боз). 
Meteor Scatter .... 
Meter, Field Strength . 
Metering . $ 
Metering Circuits . . 
Metric Multiplier Prefixes . 
Micro (р) .. 
Microammeter .... 
Microfarads (ШЕ) >. 
Microhenry (ЫН) .. 
Micromho . 
Microphones 
Microphones, Carbon . 
Microphones, Dynamic 
Microphones, Electret 
Microphones, Piezoelect 
Miller Effect . 
Milli (т). 
Milliammeter . 
Millihenry (mH) 
Milliwatt . 


Mixer, Balanced 
Mixer Circuits . 
Mixer, Diode . 
Mixer Products . 
Mixer, Ssb . 
Mixer Stage 
Mixer (Vhf) 
Mobile and Portable/ Bnet Equipment 
and Practices ... 
Mobile Antennas . 


Mobile/Portable Construction: 
Power Supply for Transceivers .... 
Band-Switching Field-Strength Meter . 
Portable Station for 14 and 7 MHz 
The Mini-Miser's Dream Receiver . . . 
Solid-State Receiver for Portable Use 
A Transmatch for QRP Rigs 

Mobile Power Supplies . 

Mode, Dominant .. 

Modulating Impedance . 

Modulating Index 

Modulation . 
Amplitude 
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Choke-Coupled 
Collector . 
Controlled 
Cross .. 
Envelope . 
Fm.... 


Modulator, General Purpose 
Modulator, Phase ... 

Modulator, Reactance . 
Monimatch 
Monitor, Cw . 
Moon Bounce 
Motor-Speed Control, Triac 
Moving-Vane Instrument . 
Multi-Band Inverted У . б 
Multi-Band Vertical Antenna .. 
Multihop Propagation . . 
Multipliers, Frequency . 
Multivibrator, Astable . 
Multivibrator, Free-Running 
Mutual Conductance (Gm) . 
Mutual Inductance .... 


N-Type Material . 
NIS... 

National Traffic Sys 

Negative Feedback - 


Network Operation. - 
Networks, Impedance Matching. 
Neutralizing . . 
Neutron 
Nixies . 
Noi: 
Alternator 
Corona-Discharge . 
Elimination 
Generator . 
Ignition-System . 
Impulse 
Instrument . 
Shot-Effect 
Spark Plug . 
Thermal-Agitation 
Wheel and Tire 
Noise Figure .. 
Noise Generator, 
Noise Limiters -. : 
Noise-Limiter Circuits .. 
Noise Reduction . 
Noise Silencer, БЕ 
Nonresonant Lines . 


Nonsynchronous Vibrator Power Supplies 
Normalization 


Official Bulletin Station (OBS) . 
Official Observer (OO) 
Official Phone Station (OPS) 
Official Relay Station (ORS) 
Official Vhf Station (OVS) 
Ohmmeter 
Ohms . 
Ohm’s Law . 
Ohm's Law (Impedance) . 
Ohm’s Law (Reactance) 
Old Timer’s Club (OTC) . 
On-Card Regulators 
Op Amps 
Open Repeater, Fm 
Open-Wire Folded Dipole . 
ting a Station 
Operating an Amateu 
Operating Angle . 
Operating Point . 
Operational Amplifi 
Organ Interference . 
Oscar, Project Inc. . 


Beat Frequency (BFO) . 
Сатет . 
Circuits . 
Coils 

Colpitts 
Crystal-Controll 
Dynamic Instability . 
Electron-Coupled . 
Frequency Stability . 
Grid-Plate . . 
Ground Point . 
Hartley . 


High-C 
High-Frequency . 


Voltage отой 
Wide-range Audio 
Oscilloscope .. 
Oscilloscope Circuit . 
Oscilloscope, Using the - 
Overlay Transistor 
Overmodulation . 
Oxide-Coated Cathode . 


Material 


РТО . 
Padding Capacitor 


Parasitic Oscillation, Vit. 
Parasitic Suppression (УҺ) ~ 


PhaseInverter Circuits . 
Phase-Locked Loop 
Phase, Measuring 
Phase Modulation 
Phase Modulator . 
Phase-Splitter Circuits . 
Phone Activities Manager 
Phone Patching .... 
Phone Patch Circuits . 
Phonetic Alphabet . 
Pi Network . . 
Picofarads (pF) 
Piezoelectric Crystals . 
Piezoelectric Effect .. 
Piezoelectric Microphone . 
Pilot Lamp Data . 
Pinch Off ... 
Pi Network .. 
Pi-Network Coupling - 
Pi-L Output Tanks . 
Pi Output Tanks . 


Dissipation 
Efficiency . 
Modulation . 
Resistance . 


Polarization .... 
Polarization, Circular 
Polarization, Radio Wave . 
"Poles" (Filter) E 

Рози 


Potential 
Power 
Amplification Ratio . 
Amplifier . 
Average 
Factor . 
Incident 


Power Line Safety Precau: 

Power Supply: 
Battery т 
Adjustable ... 
Bleeder Resistor . 
Choke Input Filters . 


Construction 
9-15 Volt (2 amp.) хаа 
Universal Supply 
3000-Volt Power Supply . 
Nichel-Cadmuim Battery Charger 

Dynamic Regulation . 

Economy . 

Filtering . 

Load Resistance . 

Mobile .. B 

Power Supplies, Mobile, Construction 
Power Supply for Transceivers . . 
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Ripple Frequency 

Static Regulation 

Transformerless . 
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Voltage-Mui 

Voltage Re; 

“Powerstat” 
Pre-Emphasis . ` 
Predictions, Ionospheric . 
Prefixes, International . 
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Primary Circuit 
Primary Coil . 
Printed Circuit Boards . 


Printer, Page . 459 
Printer, Tape . :459 
Probe, Rf . 515,535 


Probe, Meter . 


Product Detectors р 
Propagation . 557:564 
Propagation, 


Propagation Forecasts. 
Propagation, Modes of . 
Proton . 

Public Servic 
Public Service Communications 
Public Service Honor Role (PSHR) . 
Pulleys . 


Pu; 
Push-Pull Multiplier .. 
Push-Pull (Tubes) ...- 
. Push-to-Talk Switch .. 


QRP Equipment . 
Q Multipliers . 


ГА Unloaded 
QSL Bureaus. 
QSL Cards . 


R 

Rf Chokes 165 
RIT -399 
ЕМ. :658 
RST System ‘647 
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RTTY 1458 
Radiation . 5n 
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Radiation Angle ...... 
Radiation Resistance .. * 
Radio Amateur Civil Emergency | 
Service (RACES) . 
Radio Frequencies . 
Radio Frequency Amplifiers (Receiving) 
Radio Frequency Choke (Вс) ... 
Radiogram .......... 
Rag Chewers Club (RCC) , 
Random Access Memory (Digital 169 
Ratings, Component 
Ratio Detector . 
Ratio, Deviation. 
Ratio, Front-to-Back .. 
Ratio, Image . 
Ratio, Power-Ampl 
Reactance........... 
Reactance Modulator .. 


Reactance Table 
Reactance Values 
Reactances in Series and Parallel 
Reactive Power . 
Read-Only Memory (Di; ital ICs) 
Receiver: 
Characteristics 
Communications Receiver with Digital 
Frequency Readout 
Direct-Conversion Kilogram 
for 20 and 40 Meters ... 
Receiving Package for 
NBS Бак... e. еа 
Solid State Receiver for Portable Use . 
Some Receiver Design Notes 
Construction, УЋЕ 
MOSFET Preamplifiers for 10,6, and 
2 Meters 
Low-Noise Converters for 
50 and 144 MHz... 
Oscar Up-Converter 


Direct Conversion 
Double-Balanced Mixer ..... . 
Double-Conversion edipi a А 
Preselector 
Selection . 
Sensitivity, Improving E 
Stability ...... 
Superheterodyne 
Superregenerative 
Tracking . . 
Tuning 
Fm. 
Improving Fm . 
Receiver Independent Tuning . 
Receiving Converter 
Receiving Systems . 
Rectification .... 
Rectifiers: 
Circuits 
Bridge . 
High-Vacuum . 
Instruments 
Ratings ... z 
Semiconductor . . 
Silicon Controlled . 
Reflected Power 
Reflectometer .... 
Reflector Ију 
Refraction . 
Regeneration . 
Regenerative Detectors 
Regenerative Feedback 
Regulators, ІС .... 
Regulators, On-Card 


Regulators, Solid-State . 
Regulator Tubes, Gaseous 
Reinartz, John . 

Remote Base, Ет. 
Repeater Circuits 
Repeaters, Fm . 
Reperforator 
Resistance . . 
Resistance Coupling . 
Resistance, Equivalent Noise - 
Resistance, Parallel and Series 
Resistance, Plate 


Resistance, Radi 
Resistors :.. 
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Cathode . 73 
Color Code 553 
Grid 66 
Plate 66 


Screen Dropping - i 

Transistor Logic (RTL) . 

At Radio Frequencies 
Resonance Curve 
Resonant Frequency 
Resonance in Parallel Circu 
Resonance in Series Circuits 
Resonances, Natural . . . 
Resonance, Power Supply . 
Resonant Line . Е 
Resonators, Cavity . 
Resonators, Helical . 
Ripple Frequency, Power Supply 
Route Manager (RM) 


SWR Measurement - 
Safety . "m 
Satellites (Amateur) * 
Saturated-Diode Keying . 
Saturation Point . 
Scaler 
Scatter (Propagation) 
Schematic Diagram . 
Schmitt Trigger (ST) 
Screen-Grid Modulatio 
Screen-Grid Tubes . 
Screen Voltage 
Secondary Circuit 
Secondary Coil 
Secondary Emission . 
Selective Fading .. 
Selectivity 


Symbol List 
Sensitivity 
Series Circuits, 
Series Resistance 
Section Communications Manager Go 
Sharp-Cutoff Tubes .... : 
Shielding, T 
Shields 


Short-Circuit Current Transfer Ratio . 
Shorting Stick . . 
Shot-Effect Noise 
Shunt, Meter . 
Sideband, Lower 
Sidebands .... 
Sideband Transmitter, 
Sideband, Upper . 
Signal-Strength Indicators . 
Signal-to-Image Ratio 
Signal-to-Noise Ratio 
Silicon Controlled Rectifier 
Simplex .... 
Single Shot (SS) 
Single Sideband Construction: 
Solid-State Transceiver for 160 Meters 
Single Sideband, Filter Method 
Single Sideband for the Radio Amateur 
Single Sideband; Phasing Method . 
Single Sideband Phone Reception . 
Single-Sideband Transmission 
Single-Signal Effect ....... 
igle-Signal Reception . 
Skin Effect 
Skip Distance . 


Skip Zone . 5 

Skirt Selectivity .. 

Sky Wave ... 2 

Slow-Scan Television 

Soldering . 

Solid-State Devices 

Solar Phenomena ...........- 


Space Charge ... 
Space Communications . 
Space Wave . 

Spacing Wave . 
Spark Gaps ... 
Spark Plug Noise. 
Specialized Communi 
Speech Amplifier . 
Speech Clipping 
Speech Processing - 4 
Speech Processor, Audio . 
Sporadic-E Ionization . 
Spurious Response (Chart) 
Squelch Circuits 
Stability 
Stability, Receiver 
Stability, Rf Amplifiers .. 
Staggered Tuning . 
Standard Frequencies and Time Signals 
Standards, Slow Scan . 
Standing Waves . . . 
Start-Stop (RTTY) 
Static Regulation, Power Supply 
Station Assembly . 

Station Operating . 
Stop-Band Filter 
Strip-Line Filters . 
Subcarrier A-m . 
Subcarrier Fm 
Sunspot Cycle . 
Superheterodyne Receiver 


Superregenerative Detectors . 
Superregnerative Receiver. . 
Suppressor Grid 

Surface Wave . 
Surge Impedance . 
Susceptance . . . 
Sweep, Linear . 
Swinging Chokes . 
Switch 


Symbols, Bipolar Transistors .... 
Symbols, Field-Effect Transistors - 


Symbols, logie S 
Symbols, Schematic 
Synchronous Vibrator Power Supplies 
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T-Match ... 
T-Notch Filter . 


TE Coils . 


Tape Pier 
Tapped Coil 
Technician License 
Telefax Transceiver . 
Telephone Interference . 
Teleprinter Code... 
Television, Amateur . 
Television, Color . 

Television | Interference . 


Television, ao 
Television, Uhf . 
Television, Vhf . 


Temperature Compensation 
Tertiary Winding . 
Test Equipment and 
Test Equipment Construction 
Frequency Counter ........ 
Marker. ier for 100, 50, 
and 25 К 
Absorption EM Meter for 
1.6-300 MHz 
Tester for РЕЛ г. and Bipolar Transistors 
Rf Impedance Bridge for Coax 
Low-Power RF Wattmeter 
Heterodyne Des 
Tetrode Transmitting Tubes 
Thermal-Agitation Noi 
Thermal Runaway 
Thermionic Emi: 


Thermocouple Meter 512 
Thoriated Tungsten Cathode . 62 
Time Constant 

Time Signals . .540 


Tone Burst, Fm . 
Tools 
Tone Beep Keyer for Repeaters . 
Toroidal Inductors . 
“Touch-Tone” 
Tower, Tilt-Over . 
Tracking, Receiver . 
Transadmittance . 
Transatlantics . 
Transceiver, Portable for 144 MHz . 
Transceiver, Telefax 
‘Transceivers, Single Sideband 
Transconductance . 
Transequatorial Propagation . 
Transformers 
Constructi 
Coupling . 
Iron-Core . 
Constant-Voltage 


Diode .. 
Filament . 
I-f Interstage 
Lead, Color Code for 
Linear . . 
Plate . 
Quarter-Wave · 
Rewinding . 
Triple-Tuned | c 
Transient Problems, Diode 
Transistors: 
Arrays (IC) . 


Characteristic Curve: 
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